• Law 'low important' for 
lawyers. Pane 33 

• IVt A man elected party 
president. Page 33 

• Newsman from Peking 
attending NDP conven¬ 
tion. Page 33 


Radicals on sabbatical as NDP meets 


By JIM III ML 


Provincial leaders of the 
N DP continued to nudge their 
rank and Hie closer to the 
centre of the political road 
Saturday 

In a scries of panel discus¬ 
sions at Ihe University of Vic 


toria during Ihe annual NDP 
convention, the moderates 
were obviously in control. 
Whether they can retain that 
control whenlhe topics under 
discussion Saturday are 
opened up before the full con¬ 
vention today remains to be 
st-en but indications are that 
ihe radical left is on sabbati¬ 
cal this year 


One of Ihe main panel dis¬ 
cussions Saturday focused on 
economic development, with 
recommendations that Ihe 
quickest way to stimulate the 
economy was to reduce the 
sales tas from five per cent to 
three per cent and its even 
tual elimination: immediate 
reductions in income lax for 
low to moderate income fa¬ 


milies: an acceleration of 
government capital works 
programs plus expansion of 
spending on fields such as 
senior citizen housing, urban 
improvement programs and 
reforestation 

The tone of Ihe meeting 
was established quickly by an 
unidentified delegate who 
wondered "where Ihe monev 


is coming from If we elimi 
note or reduce all of these 
taxes." 

While it was immediately- 
suggested that revenues 
could be raised by relntro 
during succession duties, in¬ 
creasing corporation taxes 
and royalties on natural re 
sources, the suggestion won 


an applause and minimal 
vocal support 

One delegate asked if it 
could be guaranteed that all 
funds from a three per cent 
sales tax would go to hospi 
lain and schools. 

David Stupich (Kanaimoi. 
former finance minister, said 
ha hoped much more than 
Page 2—NDP 


fep ®l)l£ ; 


No. 135 — 120th Year 




9 Colonist 


Vancouver Inland's leading newspaper sinee 1858 

Victoria, British Columbia, Sunday, May 21. 1078 


Some sun , 
high 17 

Weather Details 
on Page 2 


15c Dailv. 30c Sunday 



CHAPLAIN DESCRIBES CARNAGE 
OF REBELS’ KOLWEZI MASSACRE 

‘My God , it was so horrible ’ 


B> ERIK \ AN EES 

KOLWEZI. Zaire (I’PI) — Hebei troops 
went into a frenzy of killing and looting in 
which they massacred at least 150 whites 
during their occupation of Kolwezi. Bel 
gian and French army officers said Satur¬ 
day. 

French Foreign Legionnaires and Belgian 
paratroopers occupied the town and later 
began airlifting out about 2.500 survivors, 
many of them weeping and traumatized w ith 
shock. 

I toured the white residential areas of 
Kolwezi with two French legionnaires and 
counted 24 bloated corpses lying in Ihe 
roads, in gutters, outside gates and in shot- 
up. abandoned cars 

Outside one house, five whites la> huddled 
together The leg of a woman had been 
partly eaten by dogs roaming the streets. 

Kolwezi was once a pretty lakeside town, 
but now the stench of rolting corpses hung 
heavily on the silent streets. 

The Belgian paratrooper chaplain, who 
asked not to be identified, told of the scenes 
of “carnage" that he had witnessed 

“I saw in an area of four streets dozens of 


dead whiles In some houses, the rebels 
had thrown hand grenades into rooms and 
then opened fire on whoever remained 
alive. There were mans women and children 
among them, their bodies riddled with bul 
lets. The walls were pockmarked with 
shrapnel." 

The chaplain sunk his head in his hands 

“Oh my God. it was so horrible and 
awful." he said. 

Inside a small house on the edge of w hat is 
called “the new area, ’ I saw a pile of 
dead whiles, knee-deep, all on top of one 
another. 

A man had thrown his arm around a small 
girl in a futile attempt to protect her In one 
corner, a dead woman leaned against a wall 
still holding her fingers in her ears as if 
still expecting an explosion 

Soldiers said the whites had been gunned 
down at point-blank range There was a pile 
of spent machine gun cartridges on the 
lawn, amid the scattered debris of looted 
suitcases and automobiles. 

Shocked refugees at the Kolwezi airstrip 
told how in one incident the rebels grabbed a 
Page 2--.Massacre 


s Court martial 
ends officer’s 
naval career 


A 90th-birthday kiss 


—Jim Rv*n photo 


Birthday kiss from cat catches Moth 
er Cecilia Mary on cheek. Nun who is 
known far and wide for (he care she has 


given to homeless animals, is 90 today. 
An open house will be held at her 
Good Shepherd shelter at Mill Bay. 


A 29 year old naval offi¬ 
cer’s career came to a sud 
den end Saturday as he was 
dismissed from the service 
after conviction on eight 
charges in a court martial at 
CFB Esquimalt. 

Naval Lieut William John 
F.dward Fredericks was 


Park ride 
jams, 33 
left in air 


GURNEE. Ill ill’ll - 
Thirty-three persons were re¬ 
scued Saturday night after 
being stranded for more than 
five hours on an aerial 
amusement park ride 

Firefighters using elevator 
ladders brought down the 
stranded persons. Thera 
were no injuries. 

The ride at Marriott's 
Great America Amusement 
Park, automatically stopped 
at 3 p.m when a sudden wind 
activated an emergency safe¬ 
ty switch 

Auxiliary power was used 
to move 32 cars to safety but 
10 remaining cars jammed on 
top of one of the towers. 
Stranded riders waited an¬ 
other five hours before fire 
department equipment could 
rescue them. 


WARM, SUNNY HOLIDAY 
FOLLOWS COOL SUNDAY 


The Victoria Day holidav weekend, 
mainspring for Victorian Days lasting, 
almost until the month end. had even 
thing going for-it Saturday—including a 
forecast of good weather. 

Although cooler weather was predict 
ed for today, with a high of 17. sunny 
skies and warmer temperatures were in 
store for Monday. the day of Ihe big 
parade and other events. 


The parade starts ai 4 a m. at Douglas 
Street Mayfair and will wind up at Bel 
leville Street. There will be floats, 
clowns, marching units (Canadian and 
American), equestrian entries, and 
sideline attractions. 

The complete sc hedule of events for 
today through Tuesday appears on Page 
11. Today has been designated as "fun 
frolic" day . and Tuesday as pioneer 
day. 


Fencing with an elephant 

Agents rescue Amy 


WASHINGTON (UPI) — A 
Secret Service agent suffered 
a broken finger and twisted 
ankle Saturday when he and 
another agent saved Amy 


Carter from a runaway ele¬ 
phant at the home of Ethyl 
Kennedy 

The 10-year old daughter of 
President Carter, and other 


Doctors ‘feed’ addicts 


VERNON (CP) — Many doctor, careless 
ly prescribe pain killers and rough medl 
cines that end up on the street as heroin 
substitutes, says a report to Ihe B.C. Medl 
cal Association 

Tha association passed a resolution Fri 
day at Its annual convention calling on 
dorlnra to restrict use nf the drugs. 

Dr Ken Varnam. chairman nf the assn, 
elation's drug and alcohol committee, said 


some doctors appeared to be unaware that 
Rie drugs—including Dllaudld. Percodan 
and cough-syrup formulations containing 
them—are at least as addictive as mor¬ 
phine. 

He said a four-milligram tablet of Dilau- 
did sells on tha street for as much as a cap of 
heroin 

Varnam said some people take up to four 
ounces of the cough syrup a day and can 
vass physicians for prescriptions. 


youngsters, were at the home 
of Ihe late senator for an an¬ 
nual pet contest. 

The elephant had been 
brought In from a circus and 
was being guided Into a van 
when it was spooked by a 
barking dog. said Mary Hoyt, 
press aid to Amy'a mother, 
Rosalynn Carter. 

The elephant started run¬ 
ning through the crowd to¬ 
ward an open grassy area 
behind Amy nnd the Secret 
Service agents. 

Mrs. Hoyt said the agents 

? cabbed Amy and threw her. 
rom one to the other, across 
a aplit rail fence nnd retreat 
ed with Amy toward a second 
fence. When Ihe elephant 
brohe through the first fence. 
Ihe agents put Amy over the 
second fence. 


found guilty b> the four-man 
court of failing to account for 
S3.520 in non public funds, at 
tempting to cover up the dis¬ 
crepancy by making false en¬ 
tries in ledgers and a balance 
sheet, and tellTng a junior of 
ficer to sign a letter to assist 
with the coverup. 

During the hearing on sen 
tenting, following the ver 
diet. Fredericks told the 
court the money had been * 
stolen from a cash box which 
he had left on lop of a safe 
while his ship. HMCS Mack 
en/ie. was docked in San 
Diego, and he had gone 
ashore. 

Concerned about the re per 
cussions if he informed his 
commanding officer of Ihe 
theft, Fredericks attempted 
to cover up. at one point ap 
plying to get a loan from a 
bank to repay the lost 
amount, but his personal fi 
nancial condition resulted in 
his being turned down. No 
evidence was introduced at 
the trial to indicate that Fre¬ 
dericks had taken the money. 

In hindsight, he told the 
court, he should have report 
ed the theft immediately to 
his commanding officer. 

Afkitv exhibit In the trial 
w as! a letter written by Fre¬ 
dericks on Oct. 5 to his broth 
er Ivan in Ontario. 

It stated, at one point "Ivan 
I've got a bad prob- 
lem , . . It's dow' (sic), 
money! 1 made a serious 
mistake that no one knows 
about and its caused a short 
age of money In the funds I'm 
responsible for on .the 
ship .. I’ve been covering It 
up in very illegal ways. If I 
get found out. I'll be court- 
marshalled (sic) and re¬ 
leased." . - 

fhr main witnesses In the 
trial were Lt.-Cmdr. Derek 
MacGregor-Greer. staff offi 
cer In charge of aupply and 
transport for Marltima Com¬ 
mand Pacific, and Lieut. 
John Miller, the assistant 
supply officer who had been 
Involved in the writing of the 
lellef. 
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Paratroops 
take city, 
rout rebels 


KOLWEZI, Zaire (AP) — French and Belgian 
paratroopers seized control of Kolwezi from rebels 
Saturday and reported up to 150 foreigners had been 
massacred in this copper mining center 

Some of the 1..500 white residents waiting to be 
flown to safety told reporters they witnessed wide 
spread murder, bloodshed 
and looting by the rebels who 
captured Kolwezi from gov 
ernment forces a week ago 
French and Belgian armx 
officers said their troops con 
trolled the city and were 
mopping up small bands of 
rebels 
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Reporters counted at leavt 
58 bodies in the streets. 
French miltary commander 
Yves Graves, who led a para 
troop assault on Kolwezi on 
Friday, said he estimated 150 
whites had been slaughtered 
by the rebels and about 200 
rebels were killed in the 
fighting Friday night and Sat 
urdav 

In the ruins of one house, 
the bodies of 34 men. women 
and children were frozen in 
postures of terror 
French military sources 
said seven paratroopers of 
the French Foreign Legion 
were killed and several 
others were wounded 
The French defence min 
istry said the French oper 
at ion might be considered 
••terminated." but there was 
no indication the 000 legion 
naires were being with 
drawn 

The airborne assaults were 
launched to sa\e some 2.500 
foreigners—including a Ca¬ 
nadian missionary couple—in 
the Kolwezi area Most are 
Belgians and French, bul 
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Italy press forbidden 
to print terror threat 


ROME (Reuter) — Italy's 
state prosecutor Saturday 
night ordered police to seize 
copies of a message purport 
ing to con)e from the Red 
Brigades threatening that 
former premier Aldo Mora's 
murder was only the begin¬ 
ning of a campaign to destroy 
Ihe stale. 

State prosecutor Guido 
Guasco also prohibited news 
media from publishing tho 


statement ivhich apparently 
contained coded messages 
and Instructions for Brigades 
units. 

It is not Immediately clear 
whether newspapers would 
abide by the order. 

The statement typed on an 
IBM typewriter, was re¬ 
leased only In Rome Previ¬ 
ous messages were issued si- 
muittneously in four major 
citlos. 


r have 

behei 


YELLOW ALERT 

PITTSBURGH (UPI) — Police said two men walked 
Into Gavazzl’s clothing store Friday and asked to look st 
slacks. One of the men put his hand Inside s paper 
bag. Indicated he had a gun and told the manager, “Give 
me the money or I'll blow your head off " 

During a scuffle with • store security guard, the bag 
was knocked from the robber's hand and a banana fell 
out. The men were captured on the street after a chase. 


er they believe the message 
is authentic. 

The statement called the 
former premier's murder II 
days ago "in act of legitl 
mate revolutionary Justice." 

"It Is nothing other than the 
first act of a precise objective 
(o destabilize, disarticulate 
and destroy tho state. . . 
they said. 

The communique, similar 
In wording to nine sent by the 
Red Brigades during the M 
days they held Mora captive 
before killing him May I. was 
picked up by the Rome news 
paper H Messaggero after a 
telephone tip. 

The communique claimed 
Ihe security forces are still s 
long way from breaking their 
organl-zttlon. 
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Massacre scene 


I nun I 


16-year-old girl and vhnpppd off her head 
with one blow of a machete 

Medics said many of the wounded had 
machete cuts. One man came In with IT 
bullet wounds, and surgeons battled to save 
his life. 

An American mechanic. Bill Starkey of 
Boise. Idaho, said several rebels came to 
his house on Thursday and "cleaned out 
everything I have including a box of golf 
balls. Then they told me to get into a car and 
they drove around a while in the late 
afternoon as if looking for a specific place 

"Near an open space beside a bombed out 
school they told me to get out and run. I 
tried to argue with them but they wouldn't 
listen. 


"Then 1 ran and when I was about M feet 
away, they fired a single shot which hit me 
In the lower right side. I ran a bit further and 
dived into a ditch. Then they Just got back 
into ihe car and drove away" 

Belgian housewife Marie Simeon said of 
Ihe nine days of terror in which the rebels 
held the town: 

"They came Into a home and asked for 
something to eat or they wanted something 
to drink. Then they wanted the keys to the 
car and the people gave everything. 

"But when they leave, they kill the peo¬ 
ple." 

"All my life 1 have taught at black mis¬ 
sionary schools." said Belgian Richard 
Muller. "All my life I have taught at 
black missionary schools, but now I think 
that the blacks should all be killed." 


MOBUTU 

RECALLS 

ENVOYS 


East Germans planned invasion 
to disrupt rocket tests—paper 


LONDON (AP)**— Th* rebel invasion of 
Zaire, was planned by East Germans. not 
Cubans, as part of a communist campaign to 
disrupt a West German company's de 
velopment of a new. low-cost, long range 
rocket, The Observer new spaper said Satur¬ 
day. 

The newspaper in a front page article by 
Colin lacgum, its commentator on African 
Affairs, said the invasion of Zaire's Shaba 
province—formerly Katanga — was 
launched while East German Defence Min¬ 
ister Gen. Heinz Hoffmann was on a five-day 
visit to Angola where the rebel forces were 
reported to have been trained and armed 
Legum said Hoffmann was accompanied 


on the visit by Lt -Gen. Helmut Poppe, 
’ who has been in charge of planning clan¬ 
destine support" for the opponents of 
Zairean President Mobutu Sese Seko. 

Legum gave no sources for his Informa¬ 
tion. 

The Observer, a liberal Sunday news¬ 
paper. said East Germany was assigned the 
task of engineering trouble for Mobutu by 
the Warsaw Pact countries at the ninth 
congress of the East German Communist 
party in East Berlin in May. 1976. An Ango¬ 
lan delegation attended the congress. 

The objective was to halt the reported 
testing and development of a new missile in 
Zaire by the West German Orag company 


Terrorist bullets 
rip airline lounge 


PARIS (AP)-Thret ter¬ 
rorists armed with sub 
machine guns and gre 
nades opened fire on 
Israel-bound passen 
gers in an Orly airport 
departure loungf Sal 
urday and were killed 
by police and Israeli se¬ 
curity men in a one- 
half hour gun battle 

One policeman also was 
killed and two officers, 
three passengers and a 
stewardess for El Al. 
ihe Israeli national air 
line, were wounded. 

Identities of dead and 
wounded were with¬ 
held 

El Al security agents 
joined airport police in 
pinning down and kill 
ing the terrorists in the 

• Orly terminal 12 kilo¬ 
metres south of Paris, 
airline officials said. 

Jean Perrier, governor 
of Orly’s Val de Marne 
District, said the ter 
rorists began shooting 
without giving any 
warning at 3:40 p m . 
directing their fire at 
persons waiting in the 
lounge to pass through 
security checks and 
board an El Al flight 
to Tel Aviv. , 

“The terrorists didn't 
have a chance to get off 
more than the first 
burst when French se 
curlty men and our se 
curity men opened fire 
together."El Al Presi- 


New group 
takes 

raid credit 

BEIRI T (Reuter) - A 
group calling itself the 
Organization of the Sons 
of Southern l>ebanen on 
Saturday night claimed 
responsibility for the 
shootout at Paris airport 
and the attack was 
staged to retaliate for Is¬ 
rael's invasion of south¬ 
ern Lebanon last March 
The organization, pre 
viously unknown, as¬ 
sumed responsibility for 
the shooting in a state¬ 
ment delisered to news 
offices in Beirut. 


dent Modechi Hod told 
Israeli Radio. 

Perrier said the terror¬ 
ists carried hand gre¬ 
nades. plastic explo¬ 
sives and Italian made 
Rerelta submachine 
guns concealed in hand 
baggage. He said elec¬ 
tronic security checks 
would have detected 
their weapons if they 
had tried to enter the 
El Al lounge 

Police reported security 
personnel became sus¬ 
picious of the terrorists 
and went to question 
them "When they were 
challenged, one of them 
pulled a submachine 
gun out of his hag and 
started firing," Interior 


Minister Christian Bon¬ 
net said. 

A Tel Aviv broadcast said 
Israeli Labor Minister 
Israel Katz was aboard 
the El Al plane that was 
preparing to receive 
the other passengers 

The security-conscious 
Israeli airline and its 
passengers have been 
the targets of about 17 
terrorist attacks in the 
last 10 years. 

Orly itself has been the 
site of two previous at 
tacks on El Al. On Jan. 
23. 1975. terrorists fired 
a bazooka at an El Al 
plane with 137 passen 
gers about to depart for 
New York City, but 
missed and struck an 
empty Yugoslav plane. 

Six days later, three ter¬ 
rorists tried to fire a 
rocket at an El Al 747 
jet taking off from 
Orly. They were 
thwarted in the at¬ 
tempt. but managed to 
throw grenades into the 
terminal, wounding 20 
persons and seizing 10 
hostages, who were 
freed in exchange for a 
flight to Iraq 

In one of the worst at¬ 
tacks. at Israel s Lod 
airport May 30. 1972, 
three Japanese terror¬ 
ists arrived on an Air 
France flight and 
opened fire in the ter¬ 
minal. killing 20 and 
wounding 70 
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The weather 


May 21. 1*78 

Sunny with cloudy periods, 
chance of an afternoon show 
er. Winds occasional brisk 
westerly Saturday's precipi¬ 
tation: nil. Sunshine 14 hours 
36 minutes Recorded high 
and low at Victoria airport 22 
\ and 8. Today's forecast high 
' and low 17 and 6. Today's 
sunrise S:26, sunset 8: 55. 
Moonrise 8:01 pm, moonset 
5:13 a m. Monday outlook: 
sunny with cloudy periods 

East coast of V ancouver I!f- 
land — Sunny with cloudy 
periods, chance of an after¬ 
noon shower. Winds occa¬ 
sional brisk westerly. Satur¬ 
day's precipitation: nil. 
Recorded high and low at 
Nanaimo 20 and 8. Forecast 
high and low 17 and 0. Mon¬ 
day outlook: sunny with 
cloudy periods. 

West const of Vancouver 
Island — Cloudy with sunny 
periods, Isolated showers, 
cooler. Winds occasional 
freah to strong northwesterly 
In exposed areas. Forecast 
high and low at Toflno 14 and 
5 Monday outlook: sunny 
with cloudy periods. 

North coast of (he Main¬ 
land — Sunny with cloudy 
periods and isolated showers. 


Winds occasional fresh north¬ 
westerly. Forecast high and 
low 12 and 4. Monday out 
look: sunny. 

Extended outlook, Tuesday 
through Thursday — chance 
of showers Tuesday, dry with 
slowly rising temperature 
trend Wednesday and Thurs 
day Highs 15 (o 17 Lows 
5 to 8. 

READINGS 

Max Man Pr«c 

St. John » 5 1 — 

Halifax 16 7 — 

Fredericton 21 10 — 

Charlottetown IS 6 — 

Montreal 26 14 Trace 

Ottawa 26 13 4 0 

Toronto 24 12 10 0 

Thunder Bev 13 3 3 0 

North Bev 10 12 — 

Kenore 16 4 — 

Winnipeg 20 0 — 

The Pas 27 6 — 

Brandon 23—1 — 

Regina 23 S — 

Saskatoon 26 7 - 

Prlnca Altoarf 26 3 — 

North Battleford 36 « — 

SWlft Currant 77 6 - 

Madiclna Hat 74 a — 

Lethbridge 25 4 — 

Calgarv 24 5 — 

Edmonton 76 I — 

Craobrook 24 „5 - 

Casttaaar 27 * — 

Penticton 26 6 — 

Revalstoke 2* 5 — 

Vancouver 21 II — 

Prince Rucert 10 3 0 6 

Terrace 14 7 0.6 

Port Hardy 12 7 — 

Tqfino 17 7 - 

Comox II * — 

Prince Georoe 71 • — 

wiiiiann Lake 24 • — 

kem loom JO r — 


Dawson City 

16 

1 

02 

Whitehorse 

11 

- 2 

— 

Fort Nelson 

16 

3 

0 4 

Fort St John 

15 

10 

1 9 

Peace River 

21 

19 

— 

Yatigwfcnifa 

17 

5 

— 

Inuvik 

- 7 

- ft 

— 

San Francisco 

ll 

VI 

— 

Los Angeles 

20 

14 

— 

Phoenix 

37 

20 

— 

Las Vegas 

37 

15 

— 

Owe #00 

27 

1ft 

— 

New York 

30 

IS 

— 

Miami 

2ft 

71 

— 


TIOES AT VICTORIA 
(Tides listed ere 
Pacific Standard Time) 


Time Hi Time Ht Time Ht Time Mt 
H M Ft H M Ft. H M Ft. H M Ft. 

21 0040 1.60100 1.2 1650 7 0 1*40 6 6 

22 0100 l.l 0155 0 4 1000 7 3 2025 6* 

73 0145 1 9 0035 0 0 1900 7.4 2110 7 2 

24 0225 Of 1010 0 1 1950 7 9 2200 7 3 

25 0300 0.7 1100 0 2 2030 1 0 2305 7 4 

26 0350 1 4 1155 0 1 2100 0.2 

77 1025 7 7 0445 711240 1 6 7145 1 3 

20 0305 4 9 0550 7.M330 2 4 2310 1 4 

T 10*5 AT SOOKB 

Tim# Ht Tima Ht Tima Ht Tima Ht 
H M Ft. M M Pt.iH M Ft. H M Ft. 

21 0740 1.4 1410 7 0 1005 4 0l 

22 0005 9.4 0015 0 9 1500 7 1 1045 4 3 

23 0045 9 1 0900 0.5 1430 7 3 2040 4 7 

24 0120 9 1 0950 0 4 1430 7 3 2040 4.7 

75 0315 9.4 1030 0 7 1725 7 4 2155 41 

24 0300 9 2 1115 1.711430 7 4 2305 4 0 

27 0350 0.4 1305 19 1930 7.9 

21 0015 4 4 0510 -7 9*1255 2 7 3015 1.2 

TIOBO AT PtftPOBD HARBOUR 

Tim# Ht Tim# Ht Tim# Ht Tima Ht 
HMFt.HM Ft H M Ft. H M Ft. 
71 0230 10 LOWS 1 3 1725 9-9 2205 70 

22 B305 10.n015 0 5 1115 10 4 2M0 »? 

23 0330 10 3.1110 0 1 1910 10 I 2345 1-4 

74 0415 10 1 1155 0 0 1945 11 0 

75 0050 | 5 0505 91 1240 0 4 2035 11 1 

24 0210 1 30SS0 9 4 1315 1 1 7175112 

27 0315 7 9 0700 1 7 1410 2 7 771* 111 

H JO 7.7 04/0 0 0 IW 3 3 2300 111 


KINSHASA — Zaire* 
President Mobutu Sese Seko 
has recalled his country's 
ambassadors to Algeria and 
Libya, the Zairean news 
agency AZAP reported Satur¬ 
day night. 

Zaire has accused Algeria 
and Libya of participating in 
a rebel invasion of Zaire'* 
Shaba province. 

Three days ago. Mobutu re¬ 
called the Zairean ambassa¬ 
dor to Moscow, whom the 
president also has accused of 
aiding the rebels. 
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Kolwezi 

U S officials said there also 
were 14 Americans. 

The rescued foreigners, 
numb, hungry and exhaust 
ed. were given hot dogs at the 
Kolwezi airport while they 
waited for (lights to a mili¬ 
tary airba.se at Kamlna. 256 
kilometres north. 

They then were flown lo the 
capital of Kinshasa. 1.026 ki¬ 
lometres northwest of the 
war zone, for flights that 
would take them to Brussels. 
Belgium 

"When we saw Ihe para¬ 
troopers dropping we knew 
that our suffering had come 
to an end. this way or an¬ 
other.” a British mother of 
three told reporters here. The 
woman, who asked not to be 
identified, said she and her 
family — like most 
foreigners—had lived behind 
the closed doors of their 
homes during the rebel occu¬ 
pation. 

Some survivors told Alan 
Cowell of Reuter News 
Agency that the rebels raped 
a Belgian woman after slit¬ 
ting her husband's throat. 
The rebels also threatened to 
rape a 10 year-old girl, the 
survivors said. 

The refugees were the first 
of 2.500 foreigners—mostly 
Belgians and French—who 
had been stranded in Kolwezi 
when the Angola based 
rebels invaded May 12. 

They were flown 256 kilo¬ 
metres north from Kolwezi 
lo Kamina on Saturday and 
then on to Kinshasa. 1.020 
kilometres northwest of the 
war zone in mineral-rich 
Shaba province. The French 
foreign ministry said the 
Western forces planned to 
speed up Ihe evacuation 
tiMfay by driving some of the 
refugees to safely in Kinsha¬ 
sa. 

Belgian officials said the 
rebels look a number of hos¬ 
tages w ith them as they fled, 
including seven Frenchmen. 
He said he did not know the 
exact number taken, and Bel 
gian forces have been or¬ 
dered lo attempt a rescue. 

French paratroopers 
jumped into Kolwezi on Fri¬ 
day and Saturday after air 
attacks by Zairean air force 
jet planes The legionnaires 
linked up Saturday with a 
Belgian airborne unit 
dropped overnight Belgian 
forces also control Kolwezi 
airport, eight kilometres 
from the city. 

United Nations Secretary 
General Kurt Waldheim said 
in Geneva. Switzerland, he 
has been assured by the Bel¬ 
gian and French govern¬ 
ments that they will pull their 
troops out as soon as the res¬ 
cue is completed 
The rebels claimed the 
paratroop intervention was 
designed to help the embat 
tied Zaire army of Mobutu 
Sese Seko, president of the 
former Belgian colony In cen¬ 
tral Africa, defeat the insur¬ 
gency. 

An estimated 4.000 Lunda 
tribesmen who have been liv¬ 
ing in exile in Angola mount¬ 
ed the invasion of their nativa 
Shaba province, formerly 
Katanga They had launched 
a similar attack in March, 
1977. but were repulsed by 
Zaire forces backed by 1,500 
Moroccan troops. 

In the latest assault, the 
rebels infiltrated through 
Zambia and quickly grabbed 
Kolwezi and its airport. 

Associated Press reported 
from Kinshasa lhal Ihe Cana¬ 
dian couple—Jonathan and 
Miriam Barnes of Niagara 
Falls, Ont —were among Ihe 
second group of rescued 
white residents of Kolwezi la 
arrive in the Zairean capital. 


revenue generated from a 
three per cent sales tax would 
go to both causes. 

"The live per cent tax gen¬ 
erates around 1700 million In 
revenue,” Stupieh said. “The 
cost of education and health 
this year will be more than 62 
billion." 

The audience took Stu- 
plch’s analysis calmly and 
listened without interruption 
when he suggested "before 
advocating further cuts in 
revenues we have to look at 
all expenditures and all taxes 
and decide which should be at 
the top of our priority list. 

"I don’t think we need lo be 
specific at this time. I don't 
think we should he specific. 

"If we implemented im¬ 
mediately a two per cent cut. 
the provincial treasury would 
lose 6240 million. It would 
have to be made up somehow. 

"We could borrow the 
money on Ihe international 
market and pay heavy inter¬ 
est. Or we could cut back on 
some existing programs — 
but which programs? 

"The best we can do is 
argue that we want to reduce 
and eventually eliminate the 
sales tax. But when we insist 
'Immediately' I'm not so 
sure." 

Earler in Ihe panel discus¬ 
sion Stupieh had brought 
delegates to earth during a 
discussion on the roymber 
ship of boards of directors for 
private corporations. 

A resolution under discus¬ 
sion as part of the economic 
development blueprint sche¬ 
duled for full debate later 
called for provincial laws to 
force corporations to allow 
the election of members of 
the work force to the board of 
directors, the election of local 
townspeople to the board, full 
public disclosure of all cor¬ 
porate affairs, and general 
accounting of policy deci¬ 
sions to the public. 

Several delegates spoke 
generally in favor of the pro¬ 
posal but others warned that 
it was “just a daydream; it 
will never happen." 

Former MLA Gerry Ander¬ 
son noted that as most "big 
boards meet in Toronto or 
Montreal." the resolution 
didn't make too much sense. 

He also noted lhal when 
workers were appointed to 
directorships of crown cor¬ 
porations they had discover¬ 
ed “it wasn't the board that 
gives workers problem but 
middle management." 

When Stupieh was asked 
how he ihoughl the election of 
workers and local townspeo¬ 
ple to boards of directors 
would work with crown cor¬ 
porations. he answered with 
a smile: "It would fit in as 
well as it does with private 
corporations." 

The only flash of old left- 
wing action came from a fe¬ 
male delegate who told Ihe 
panel that representation on 
a board of directors was not 
the answer to a fair break for 
the workers. 

"We've got to be talking 
more about nationalization." 
she said "This tripartite 
proposal is not the answer. 
You can't divorce power 
from ownership." 

Gary 1-auk. former minis¬ 
ter of economic development, 
told the group that corpora¬ 
tions could already be forced 
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to diacloae all of their busi¬ 
ness activities to the eco¬ 
nomic development ministry 
under laws Introduced a year 
ago by Social Credit. By the 
same law those revelations 
are maintained in strict con¬ 
fidentiality. 

"But full disclosure is here 
now," Lauk said "The law is 
there, you Just have to know 
how to use it in a social demo¬ 
cratic way." 

Even recommendations on 
fiscal policy, usually "moth¬ 
erhood" suggestions at any 
political convention, ran into 
mild criticism. 

Part of the economic report 
calls for government funds to 
be pumped Into the economy 
in a time of recession with 
deficit budgets if need be with 
balanced budgets or sur¬ 
pluses when the economy is 
on the upturn. 

“I can't understand this," 
one delegate said. "Here we 
are telling people that IMhcy 
elect us we are going to bring 
In such a steady economy 
that there will be no ups or 
downs and here we're saying, 
in this report, that we'll fill in 
the gaps when we have ups 
and downs." 

Even the recommendation 
calling for the reintroduction 
of succession duties caused 
some concern. 


"It is a tremendously un¬ 
popular tax." one delegate 
said. "In (he over all reve- 
nues It raises very little 
money. All across the coun¬ 
try other provincial govern¬ 
ments have eliminated suc¬ 


cession duties and I think we 
should forget it." 

Another delegate said the 
entire discussion on success 
ion duties was "nit picking" 
and suggested discussion 
change lo other topics. 
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Radicals send up pall of black smoke 

First jet at Narita had to dodge kite 


NAKIiA. Japan (CP)—A 
Japan Air Lines DC S cargo 
plane became the first air¬ 
liner to use Tokyo's new in¬ 
ternational airport today 
when it touched down from 
San Francisco and rolled 
through swirling black smoke 
sent across the runway by 
radicals. 

The four-engine jet aircraft 
had to fly over a kite flown 
too metres over the runway 
by protesters against the new 
airport. 

The protesters, who have 
waged a bitter and bloody 
campaign to have the airport 
project scrapped, also 
burned tires near the termi¬ 
nal building, causing thick 
black smoke to billow across 
the main runway. 

A police helicopter flew 
overhead as the DC-8 touched 
down with 28 tons of cargo. 
F.arlier. the plane had been 
delayed in Anchorage, Alas¬ 
ka. due to engine trouble. 

The first passenger air¬ 
craft to land at the airport 
w ill be another JAL DC-8, due 
to arrive from Moscow later 

today. 

Twenty-three flights are 
due to land at the airport 
today and the first depar¬ 
tures will bp on Monday. 

Early today, radical left- 


m 



Airport protester clings to door of switchboard set afire by demonstrators 


Isis released 100 balloons 
aroupd the airport. 

The balloons would have 
caused a severe hazard to 
any aircraft attempting to 


land at the airport, which 
opened Saturday under 
heavy police protection. 

Police said the leftists, be¬ 
sieging the airport 60 kilo¬ 
metres northeast of Tokyo. 


were also flying more than 
100 kites as high as 190 
metres above the ground at 
the southern end of the run¬ 
way. 

Police went to the area and 


Double agent foils UN Reds 


WASHINGTON (AP)—Two 
Soviet nationals employed by 
the United Nations were ar¬ 
rested Saturday on espionage 
charges alleging that they 
bought classified U S. docu¬ 
ments on anti-submarine 
warfare. 

The FBI said the Soviets 
picked up the documents in 
lelephone booths along a New 
Jersey highway, leaving be 
hind cash payments hidden in 
such things at milk cartons 
and a Peanut Crunch can. 

The Information, doctored 
In Washington before It was 
given to the Soviets, was 
passed along by a U.S. Navy 
officer, who was acting as a 
double agent, the FBI said 

A third Soviet national. 
Identified by the FBI as an 
official of the Soviet mission 
to the UN, was named as a 
co-conspirator In the plot, but 
was not arrested because he 
has diplomatic immunity, the 
FBI said. 

The classified material in 
eluded data on underwater 
acoustics systems for an 
anti submarine warfare sys¬ 
tem. the FBI said. 

Rudolf Petrovich Cher- 
nyayev, 43, a personnel offi¬ 
cer at the UN Secretariat, 
and Vaidik Aleksandrovich 
Fnger. 39. an assistant to the 
UN undersecretary-general, 
were arrested In Woodbridge, 
N.J., the FBI said. 

FBI Director William Web¬ 
ster said In Washington the 
arrests culminated an inves¬ 
tigation that began last Au¬ 
gust. Warrants for the ar¬ 
rests were issued In Newark. 

The FBI named Vladimir 
Petrovich Zinyakin. 39. at¬ 
tache to the Soviet UN mis¬ 
sion, as the co-conspirator. 

Thomas Emery, special 
agent in charge of the FBI in 
New Jersey, said the navy 


officer, who was not Identi¬ 
fied. co-operated In the inves¬ 
tigation. The officer waa de¬ 
scribed by another FBI agent 
as a “senior officer, not an 


admiral, but not Just an en¬ 
sign, either." 

The navy officer was paid a 
total of $16,000 for the infor¬ 
mation. says a complaint 


Oil-export push 
‘political suicide’ 
but the heat’s on 


OTTAWA (CP)—Faced 
with new pressure from the 
oil Industry to boost exports 
to the United States, the Na¬ 
tional Energy Board sets out 
this week to determine how 
much oil the country has left 

Beginning Wednesday, top 
executives of the companies 
will troop before the board in 
Calgary, the nation's oil capi¬ 
tal. proposing new policy 
measures, including more 
exports, and outlining in de 
tail the capacity of the wells 
they own. 

But as the hearings pre 
pared to open, there were al¬ 
ready indications the com¬ 
panies wouldn't be successful 
in efforts to boost exports of 
high-grade Alberta chide oil. 

Top government officials 
suggest it could be political 
suicide for Ottawa to author 
rize new exports in the wake 
of four years of pessimistic 
forecasts of oil supply and 
demand. 

And as for natural gas. 
which will be the subject of 
new hearings In the fall, the 
government has made clear 
it will allow exports only if 
they are on a swap basis with 
the U S 


Postie firings 
fuel for strike 


OTTAWA (CP)—Dlsmls 
sals and suspensions of pos¬ 
tal workers are Post Office 
attempts to provoke a strike, 
Jean-Claude Parrot, presi¬ 
dent of the Canadian Union of 
Postal Workers, said Satur¬ 
day. 

Parrot said three workers 
were fired and 98 suspended 
for wearing tee shlrts and 
buttons with anti-manage¬ 
ment slogans. 

The issue should have 
ended when the union execu¬ 
tive stopped the workers 
from wearing the slogans. 
Parrot said, adding that the 
government took action to 


cover up real post office 
problems caused by manage 
ment. 

“The government ts trying 
to provoke a strike while at 
the same time artificially 
whipping up public sentiment 
against postal workers," he 
said. 

The union would not call a 
strike on the issue, but pur 
sue grievance procedures 

Parrot defended the union 
against Post Office charges 
that problems stemmed from 
“militant” workers. “We are 
aggressive only when we are 
In the right," he said. 


Only a year ago, based 
mainly on information pro 
vided by the industry, the 
board said that by the early 
1980s. the western oil fields 
could no longer feed the 
needs of their traditional 
markets west of the Ottawa 
valley. Imported crude oil 
would move into the rich On¬ 
tario market. 

Imperial Oil Ltd and Gulf 
Oil Canada Ltd., the coun¬ 
try's two largest oil firms, 
now say domestic oil should 
be sufficient to meet those 
needs at least up to 1990. 

And. says Imperial, the fu¬ 
ture looks good enough for 
government to consider in¬ 
creasing shipments of west¬ 
ern oil into Montreal and new 
short-term gas and oil ex 
ports to the U.S. 

It is the latest in a series of 
changes In the country's oil 
fortunes, switches in esti¬ 
mates that Energy Minister 
Alastair Gillespie fears will 
leave the public confused. 

In 1970, the talk was of 
massive oil and gas reserves, 
which sent Canadian politi¬ 
cians scurrying off to Wash¬ 
ington with pleas to gain 
greater access to the U.S. 
market. 

But within four years, after 
the world oil crisis of 1974. the 
domestic reserve estimates 
began to dwindle and govern¬ 
ment slapped on export con 
trols, planning to eliminate 
the shipments gradually by 
the early 1980s 

What has changed to 
brighten the country's energy 
picture? 

The oil companies trace it 
back to the steep climb in 
petroleum prices in the last 
four years, tripling them to 
the current $11.75 a barrel. 

Imperial and Gulf say the 
higher price encouraged the 
oil companies to carry out 
more exploration while at the 
same time cut demand as 
consumers began to reduce 
energy use. 


filed in support of the 
charges. 

Court documents said the 
drop-off points were often tel¬ 
ephone booths along the Gar¬ 
den State Parkway in New 

Jersey. 

"Sometimes the navy offi¬ 
cer was told to go to one 
telephone booth and there he 
would be instructed to go to 
another, and sometimes even 
a third,” said one FBI agent 
in Washington. 

Information supposedly 
waiting for the three Soviets 
on Saturday was of a "much 
higher" nature and had not 
been doctored by U.S. intelli¬ 
gence agents, Emery said. 

FBI Inspector Homer 
Boynton said the complaint 
was filed under a section of 
law accusing the Soviets of 
conspiring "to communicate, 
deliver and transmit. . to a 
foreign govern 
ment. . .sketches, photo 
graphs, plans, documents, 
notes and information relal 
ing to the national defence of 
the United States ' 

If convicted, Chcrnyayev 
and Enger might be sen¬ 
tenced to serve life imprison¬ 
ment, the FBI said 


Big-name 
chickens 
bomb out 

RIO GRANDE. Ohio 
(UPI)—The big names in Sat¬ 
urday’s seventh annual Inter¬ 
national Chicken Flying Meet 
went home with egg on their 
face while a borrowed bird 
came away with all the 
scratch 

Disqualified for flying 
backwards was Rung Flewk 
II. daughter of last year's 
world record holder Kung 
Flewk’s record of 297 feet, 
two inches was never in dan¬ 
ger of falling. 

Brown Beauty, a 96-ounce 
pullet brought to the meet by 
two Ohio State University an 
ifilal science students who 
borrowed the entry from a 
local farmer, posted Use top 
flight distance of the day. 113 
feet, five inches in weight 
Class III (48-64 ounces). 


found the kites tied to the 
ground. They pulled them 
down. 

Meanwhile, police reported 
that an unknown gang of anti 
airport guerrillas knocked 
down an 18-metre-high steel 
tower carrying power lines to 
Narita city, nine kilometres 
west of the airport. 

They said the extremists 
used cutting equipment to 
sever the legs of the tower, 
which tumbled over, taking 
with It cables carrying 66,000 
volts. 

About 16.606 households In 
Narita city were affected by 
the indicent, but power sup¬ 
plies were restored later, po¬ 
lice said. 

The airport marked its 
long-delayed official opening 
Saturday as police beat back 
another attack by hundreds 
of radical protestors. 

In the most serious vio¬ 
lence, 196 demonstrators 
tried to crash two burning 
trucks through an airport 
gate and were repulsed by 
riot police firing tear-gas 
canisters 


Police said 21 officers were 
injured and 49 demonstrator' 
arrested, including 17 
women. It was not lmmedi 
ately known how many, if 
any. protesters were injured 

About 14,666 riot police and 
15,660 protesters were 
massed at the airport Satur¬ 
day. Authorities said a simi¬ 
lar number of police would be 
on hand today to protect the 
airport, 65S kilometres 
northeast of Tokyo, when its 
first 23 flights arrive. 

Foes of the 61-billion air¬ 
port a mixed group of anti 
government student radicals, 
environmentalists and farm 
ers who lost land to the Tacit 
ity—vowed to continue their 
violent opposition. 

"This demonstration is not 
going to end today. We will 
continue our fight tomorrow, 
the day after, the year after 
and on and on." said Issaku 
Tomura. 68year-old leader of 
the Anti-Airport League co¬ 
alition. 

Police used water cannons 
to repulse rock- and fire¬ 
bomb-throwing protesters 
among the thousands who 
gathered near the airport's 
lone runway Saturday. The 
riot officers wore specially- 
treated uniforms to protect 
them from incendiaries. 

In closely timed attacks, 
radicals also raided two gov¬ 
ernment radar facilities and 
a radio navigation beacon 
about 48 kilometres from the 
airport. 

Police battled attackers at 
all three locations, but re¬ 
ported no police casualties. 
They said radicals wielding 
fire bombs and steel pipes 
managed to smash equip¬ 
ment at a radio beacon sta¬ 
tion used by the older Tokyo 
airport at Haneda, in the Jap¬ 
anese capital's suburbs. Op¬ 
erations at the station, a navi¬ 
gation and landing aid, were 
suspended. 

Only about 96 guests at¬ 
tended the dedication in 
Narita's main terminal. Four 
Shinto priests waved 
branches in a purification 
rite to drive away evil spirits. 

The airport was completed 
In 1171, but scheduled open¬ 
ings were repeatedly post¬ 
poned because of violent 
demonstrations. 


Abortion MD 
back in fray 


MONTREAL (CP)-Dr 
Henry Morgentaler, who has 
kept a low profile for a year 
and a half since his third jury 
acquittal on charges of per¬ 
forming an illegal abortion, 
vowed Saturday to make the 
reform of Canada's abortion 
laws an issue in the next fed¬ 
eral election. 

In a telegram to Prime 
Minister Trudeau. Morgen- 
taler asserted that liberalize 
lion of the abortion law, far 
from being a political liabili¬ 
ty, would be "popular and 
appropriate to the climate of 
the times." 

And although he did not 
mention it in his telegram. 
Morgentaler said in a later 
interview he was ready to 
press the issue when the elec¬ 
tion was called. 

"I'm even toying with the 
idea of running myself." he 
said, either as an indepen 
dent candidate or "with the 
NDP if they'll have me.” 

He ran unsuccessfully as 
an independent in the Mon¬ 
treal riding of St. Denis in 
1972. with the support of the 
local NDP organization, al¬ 
though he was not officially 
on the party's slate. 

Morgentaler said, how¬ 
ever, that he had not held 
talks with any party on the 
possibility of another candi¬ 
dacy. 

The Polish-born doctor was 
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53-year-old 
granny ends 
4,653-km. run 


NEW YORK (AP)—De¬ 
spite traffic that kept going 24 
hours a day. Mavis Hutchi¬ 
son, a 53-year-old grandmoth 
er completed her transconti¬ 
nental run Saturday with 26 
minutes to spare. 

Wearing sunglasses, a blue 
running suit and a deep tan. 
the South African mother of 
six trotted across the Brook 
lyn Bridge and up to the front 
steps of City Hall ahead of 
her planned arrival time. 

Having come from New 
Jersey via Staten Island and 
Brooklyn, she completed a 
4.693-kilometre (2.908-mile) 
run that began 69 days, two 
hours and 40 minutes before 
at Los Angeles City Hall. 

Mrs. Hutchison smiled and 
said she was not tired, but a 
little surprised that it was all 
over. 

, "It came too suddenly,” 
she said. "I thought I had 
quite a way to go. I feel great. 
I feel like I just came off a 
training run. I have no ill 
effects at all.” 

She did admit, however, 
that she had lost about five of 
the 108 pounds she weighed at 
the outset. 

“It's a marvelous feeling to 
know you have achieved the 
dreams and goals of a life¬ 
time,” Mrs. Hutchison said. 
"When I first had this idea. I 
didn't think it would happen. 
But I think it was a mixture of 
endurance, stamina, willpow¬ 


er and discipline that helped 
me get through this." 

Mrs. Hutchison plans to 
celebrate her successful run 
with the people who accom¬ 
panied her, and then she will 
head home to South Africa to 
see her family. 

Followed by two camper 
vans supplied by a cosmetics 
firm that sponsored her run, 
Mrs. Hutchison ran 14 hours a 
day, starting at 4 a m and 
stopping only for three short 
meals. 
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prosecuted three times be¬ 
tween 1970 and 1976 on 
charges of illegally perform 
ing abortions in his east-end 
Montreal clinic. Each time he 
was acquitted by Juries, but 
on one occasion the Quebec 
Court of Appeal overturned 
the decision and substituted a 
guilty verdict. 

«He served 16 months of an 
l8month prison sentence be¬ 
fore federal Justice Minister 
Ron Basford ordered a new 
trial. The government, under 
heavy political pressure, has 
amended the law to prevent 
appeal courts from substitut¬ 
ing guilty verdicts In jury 
trials. 

In December, 1976. Quebec 
Justic4 Minister Marc-Andre 
Bedard intervened to halt 
prosecution on a fourth 
charge. Bedard said the fed 
eral abortion law appeared to 
be unenforceable and ap 
pealed to Ottawa to reform it. 
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Still waiting 

for the verdict 

• » ' • • _.... r ^ . t 

FOR OLDER PEOPLE who smoke tobacco and 
drink alcohol, the question of where smoking 
marijuana should rank among social evils — and 
with what penalties — continues to be a troubling 
issue. 

Many of us don’t like to see young people get 
a criminal record because they flout the law 
prohibiting marijuana. Yet common sense sug 
gests it is a drug which when smoked, like 
tobacco, can only do harm and In fact may do 
more harm by impairing the senses as alcohol 
does. 

For some reason, science has been slow to 
take a firm position on pot. with some research 
suggesting it is harmless and other work indi¬ 
cating it is a menace. 

The latest study, from the University of 
California, claims that smoking as few as three 
marijuana cigarettes a week over a long period 
may harm the lungs even more than regular 
cigarettes. 

In this project, researchers observed 74 peo 
pie who on average smoked marijuana for more 
than five years. The conclusion, if that is not too 
flattering a term: the evidence strongly suggests 
a harmful effect to the lungs from marijuana — 
but a study of hundreds of marijuana users 
should be undertaken to make certain. 

Calling for the definitive research project on 
marijuana — to settle its standing once and for 
all — is appealing. But the fact is, science is 
constantly learning new ways of defining its own 
tests with more precision And regular use of 
marijuana by many people over a prolongued 
period is new, with effects yet to be revealed. So 
what stands as the ultimate measure today may 
not tomorrow. 

Perhaps marijuana should not be legalized 
until more scientific evidence is in. But it seems 
reasonable to change the law so marijuana users 
are not criminals. 

Pigs and joggers 

DOWN IN CALIFORNIA some researchers put 
pigs on a treadmill for a year and after compar¬ 
ing them with sedentary pigs, concluded that 
jogging does nothing to reduce the risk of heart 
attack. 

The enthusiastic chaps who daily pound 
through Beacon Hill Park in shorts and track 
shoes surely won't accept this lying down 

The pigs in the University of California 
experiment were forced to jog (is that the 
word?) on a treadmill, about 25 miles a week for 
a year. Although the athletic pigs pared an im¬ 
pressive 20 per cent off their weight, their 
circulation systems, when compared to those of 
sedentary pigs, were found to be the same. 

Why then do people, including those who 
have had heart attacks, find jogging has indeed 
improved their health and reduced the risk of 
heart trouble? 

First, because pigs no nothing about .mor¬ 
tage payments, sour Aunt Matilda and broken 
lawn mowers. Second, because joggers feel 
so virtuous after jogging, they wouldn't tolerate 
spoiling it all by having a heart attack. 

Times change 

THE WORLD has come to a pretty pass when 
our members of Parliament are prepared to hire 
a consultant on the morality of an issue. 

Even when they know none of the facts, 
politicians have always been ready to settle the 
morality of an Issue. Yet we get word at a 
meeting of the Commons agriculture committee 
in Ottawa that a consultant will be hired to 
study the moral and social aspects of allowing 
offtrack betting. 

Phil Gaglardi. where are you, now that we 
need you? 

^_ _ _ ) 



Soviet struggles on the home front 


By DAVID K. WILLIS 

Christian Scteace Monitor 


MOSCOW — Soviet family life li 
under increasing pressure — and a live¬ 
ly new debate is under way here on what 
to do about it. 

One marriage In every three now 
ends In divorce here, according to the 
latest statistics, triple the rate of 1< 
yean ago. In Kiev, Moscow. Riga, and 
other big cities, the figure is estimated 
to be one in two. 

And fewer divorced men get married 
again now — 47 per cent in 1>7I versus 
55 per cent in 1967. 

Not only is this causing hardship on 
adults and children (at least half a 
million children now are thought to 
be living in homes without fathen) but 
it Is an important reason behind the 
drop in the national birth rate, experts 
say 

This In turn worries senior Commu¬ 
nist party officials, who face a definite 
manpower shortage for the rest of the 
century They must also greatly in¬ 
crease the percentage of Uzbeks and 
other Central Asians drafted into the 
armed forces, thus lowering the per¬ 
centage of Russian stock. 

A detailed new analysis of the rising 
divorce rate offers new insights. 


The study, by noted sociologist Vik¬ 
tor Perevedentsev, advocates special 
new high school courses on such sub¬ 
jects as marriage, family budgets, and 
keeping house. 

A despairing letter from a woman in 
the weekly Writers Union publication 
Literary Gazette echoes many when It 
complains that husbands today seem to 
do little else at home but watch televi¬ 
sion, drink, and tell stories 

According to sociologist Perevedent- 
sev, marriage In this country it going 
through a transition period. Men once 
headed the family. Now wives insist on 
equal rights 

Men don’t want to give up their 
status; women rebel — and "they are 
right." the sociologist argues. 

He makes a point that other Musco¬ 
vites talk about freely: since the vast 
majority of women work under the 
Soviet system, many of them bring 
home mors money than the husband 


An engineer can get as little as 136 
rubles ($197) a month, whereas women 
who work as doctors (almost all doctors 
are women here), teachers (likewise) 
snd In factories can earn more. Yet 
husbands traditionally do little In the 
home here. 

Another sociologist, N. Solovyov, es¬ 
timates that if a man’s working week is 
50 hours, then s woman's Is 80. 

Mr. Perevedentsev sketches this pic¬ 
ture In a recent issue of Literary Ga¬ 
zette: 

A young woman today 1s much mors 
educated than before. Six of 10 gradu 
ates from technical schools or institutes 
are women. They are better qualified 
than young men their own age. Their 
standards are high. 

Yet a woman Is expected to run the 
home as well as her job. Her husband, 
under pressure from relatives, will not 
help. He starts going out with friends, 
drinking wine, meeting other women. 


It Is necessary to raise the younger 
generatioo in an atmosphere of equality 
between men and women. Mr. Pereve 
dentaev believes. 

According to a recent study In Kiev, 
the main reason for divorce there is 
alcoholism among men. Slxty-one per 
cent of all divorce applications there 
come from women, almost half of whom 
cite heavy drinking. 

Mr. Perevedentsev wonders, how¬ 
ever, whether drinking causes divorce 
or whether worsening marital relations 
causes drinking. 

Overall figures for 1976, he says, 
include 861,000 divorces In the USSR 
In 1976. up from 270,000 in 1960. The 
rate has climbed from 104 per thousand 
marriages in 1960 to 232 in 1976. 

In the United States, by comparison, 
the 1976 figure was 1.07 million divorces, 
more than one of every two marriages 

But old traditions die hard. Two 
years ago a book by sociologist E. K. 
Vasilyeva said between 15 and 30 per 
cent of women surveyed claimed to be 
heads of their families — whereas the 
number of men who agreed that their 
wives were in fact the heads of their 
families was only 2 to 4 per cent. 





Reading the public’s mind 


in the nuclear power debate 
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India’s royalty complains 
but isn’t quite destitute 


CALCUTTA — Although 
India's once fabulously 
wealthy princes bitterly com 
plain of grinding poverty, a 
recent peep into the royal 
finances suggests that most 
of these men and women are 
still immensely rich. 

Interest in their affairs was 
revived when a Mogul prince. 
Asaf Jah. suddenly auctioned 
off to international dealers 37 
pieces of jewelry valued a( 
520 million. His explanation 
was that it was the only way 
of settling crippling taxes and 
estate duties 

Many Indians feel that 
unique gems and rare exam¬ 
ples of gold workmanship 
should not be allowed to leave 
the country and the Indian 
government, although it ap¬ 
parently agreed to the sale, 
was forced to disclose in Par¬ 
liament a list of the top 20 
wealth tax assessees in the 
country. 

Commoners occupied only 
four lowly places. The others 
were all aristocrats 

But Maharajah Fatehsing 
Rso Gaekwad of Baroda — 
whose title means cowherd of 
his people — dismisses the 
implications of the survey. 
His assessed net wealth 
stands at a noble $6.8 million, 
but he insists that such fig¬ 
ures are misleading. 

"However glamorous It 
may sound, we are not the 
richest people In India. We 
are, In fact, the 20 most hon¬ 
est or the 20 most foolish. 
There are several hundred 
people richer than us, but 
they are probably evading 
tax." 

There Is some truth In the 
defence. Much of what the 
princes own — palaces, town 
houses, estates, fleets of 
cars, antique furniture. 
objtts d’art and Jewelry as 
well os modern factories, 
trading companies and sub¬ 
stantial Investments — is 
known to the government and 
therefore easily assessed 

In the early seventies Mrs. 


By SUNANDA 
DATTA-RAY 
The London Observer 


Gsndhi suddenly cut off the 
tax-free privy purses total¬ 
ling $51 million paid to 278 
royal families There were 
immediate shrieks of horror 

Maharahjah Kami Singh of 
Bikaner, a crack shot whose 
camel corps fought in the 
Boxer Wars and against 
Rommel, said that without 
his annual $100,000 he would 
have to stop spending 57.500 
on temples, charities and 
scholarships and disband a 
staff of 700. 

The Brahmin priests main¬ 
tained by the pious Mahara¬ 
jah of Travancore, heredi¬ 
tary custodian of his 
country's temples: hordes of 
dancing girls lingering in the 
derelict mansions of scat¬ 
tered Muslim nawabs; the 
110 families dependent on the 
charity of the ruler of Dewas 
and about 3.000 servants, 
aides and secretaries were 
threatened by the axe. 

The dismay was genuine 
and Mrs. Gandhi's action was 
indefensible. The rights of the 
princes were solemnly 
guaranteed In India's consti- 
tution: It was the agreed 
price for the surrender of 
their sovereignty. 

Nor did Mrs. Gandhi’s al¬ 
legedly ideological aversion 
to titles, gun salutei. person¬ 
al flags, special passports. 
Immunity from the law, li¬ 
cence-free armories, duty- 
free cellars, freedom from 
exchange control and Import 
restrictions, tables of prece¬ 
dence snd government holi¬ 
days on royal birthdays real¬ 
ly carry conviction. 

She struck at royalty be¬ 
cause royalty had thrown its 
money and prestige behind 
the Swauntra Party, which 
Is now merged In India's rul¬ 
ing Janata Party. With a few 
exceptions such as the schol¬ 


arly Maharajah Karan Singh 
of Jammu and Kashmir, who 
was Mrs Gandhi's health 
minister, all the princes were 
implacably opposed to the 
Congress regime. They paid 
for dabbling In politics by 
forfeiting the last trappings 
of royalty 

The Crown Prince of Alwar 
in Rajputana killed himself 
because he was no longer 
able to afford his stables and 
livestock. Rajah Harmander 
Singh of Faridkot. head of the 
Sikh clan which also ruled 
over Patiala and Nabha. was 
reduced to collecting the 
dregs of Beaujolals that he 
serves at lunch and rebottling 
it for the next occasion 

But. on the whole. India’s 
dispossessed royalty has sur¬ 
vived remarkably well. 

They have gone Into busi¬ 
ness in a big way. Fartdkot is 
constructing a hotel in Chan¬ 
digarh. The Maharajah of 
Rewa exports white tigers. 
The Maharajah of Sandur has 
invested in manganese 
mines. 

Still others have joined the 
diplomatic and administra¬ 
tive services where birth, a 
public school education and 
natural aplomb are envied 
assets. 

This resilience has always 
been the outstanding charac¬ 
teristic of the Indian nobility. 
Most dynasties started life 
as robber barons, village 
moneylenders, tribal chief¬ 
tains or trading compradors. 
Titles and dignities were ac¬ 
quired by placating the su¬ 
preme power In Delhi. 

They came to terms with 
the Mogul emperors and with 
British viceroys. They made 
their peace with Congress 
prime ministers (until Mrs. 
Gandhi) and are now looking 
forward to wheedling conces¬ 
sions from the Janata Party. 

Tripura’s pretty little Ma- 
haranl speaks for the rest 
when she says: "Our privy 
purses should now be re¬ 
stored " 


OTTAWA — Almost as soon 
as the project was started, 
trouble beset the govern 
ment's $200,006 information 
program, designed to bring 
all sides of the nuclear power 
debate to Canadian commun¬ 
ities. The question Is whether 
the debate will be fair to both 
the nuclear and anti-nuclear 
sides. 

Dr. Pierre Dansereau, co- 
chairman of the information 
committee, has resigned 
after Indicating the anti-nu¬ 
clear side wouldn't gel a fair 
hearing. Gordon Edwards, of 
the Canadian Coalition for 
Nuclear Responsibility, has 
charged bias against the in¬ 
formation committee, set up 
by the Science Council of 
Canada and the Royal So¬ 
ciety of Canada. 

But John Shepherd, execu¬ 
tive director of the science 
council, says his organization 
is dealing "at arm's length" 
with the committee, as it does 
with the government. That 
means he denies a govern¬ 
ment-inspired whitewash of 
the nuclear power issue. He 
also says the committee's op¬ 
erations should be Influenced 
"from the community up 
rather than from the top 
down." 

The need to get a consensus 
within the community about 
the desirability and safety of 
nuclear power is recognized 
by the government, through 
the very fact of having set up 
this committee. It is also re¬ 
cognized explicitly by advo¬ 
cates of nuclear power, such 
as Prof. Robert J. Uffen, pro 
fessor of geophysics and dean 
of applied science at Queen's 
University, who has reported 
on nuclear energy for Ontario 
Hydro. 

In his report, Uffen re 
commended that the public 
be informed and involved in 
all phases of nuclear power 
planning and production 
Therefore to charge that the 
nuclear establishment is try 
ing to keep the public unin 
formed Is a mistake. 

The major technical prob- 
lem is the disposal of nuclear 
waste. For Canada, the op 
eration of a nuclear plant 
does not in itself pose am 
great problem, the CANDU 
reactor having proved to be 
very safe. Even the difficulty 
of waste disposal Is not im 
mediate. 

But It will eventually be 
come a problem, as nuclear 
power plants proliferate — 
and Uffen has no doubt that 
they will. His report, which 
was examined by the Com- 
mons committee on natural 
resources and public works, 
notes that "In 1977, the nude 
ar stations In Ontario pro¬ 
duced over 26 per cent of the 
electricity generated In the 
province. By 1988 . . . nucle¬ 
ar stations are expected to 
provide about half the elec¬ 
tricity consumed in the prov¬ 
ince." Ten reactors will have 
been added to the present 
nine. 

The reason Is clear: "The 
electricity produced at Pick¬ 
ering A last year was gen¬ 
erated at a cost approxi¬ 
mately half of what it would 
have cost If It had been gen¬ 
erated in a modern coal-fired 
station operating In Ontario 
on a comparable basis." 

Other provinces will some 
day be faced with the tame 
cost problem, if not on at 
largo a scale at Ontario. 
What to do with the nuclear 
watte, which Is highly radio¬ 
active and long-lived? 

Uffen hat told the Com¬ 
mons committee that tor the 
present, the waste Is safely 
stored at the stations them¬ 
selves, In water-filled storage 


bays. But for the future, a 
central plant should be cho¬ 
sen, with the federal and pro¬ 
vincial governments co¬ 
operating. at which nuclear 
waste could be stored in large 
quantities, for at some of the 
present locations storage 
space Is expeetd to be filled 
within the next 10 years. 

Underground storage In a 
geologically-favorabie rock 
formation Is one possibility 
In Britain, undersea storage 
Is being considered. The sa¬ 
fest kind of long-term storage 
method is still unsettled, and. 
according to Uffen, "there 
is an urgent need to proceed 
with research and develop¬ 
ment work and broad assess 
ment of the environment and 
safety Implications of all fa¬ 
cilities needed for the long 
term management of radio 
active wastes." 

Not if, but when and how 
This approach differs from 


that of the anti-nuclear advo¬ 
cates. who want no part of 
nuclear power at all. but 
would have the country focus 
on alternative energy 
sources. Solar power, with its 
promise of clean, perpetual 
energy, has become their 
most glamorous darling. 

This is what M. W. G. 
Schneider, president of the 
National Research Council, 
told the commons committee 
on miscellaneous estimates 
on April 24, when it examined 
estimates of the ministry of 
state for science and technoi 
ogy. 

"Let us say 50 per cent is 
probably a maximum in Can¬ 
ada (for the energy required 
In a home from solar 
sources) and I would not even 
try to guess a time span It 
may be a century; it may be 
a half century ... You are 
still going to have to have a 
backup heating system; it is 
not a stand-alone system and 
probably never will be in 
Canada unless we can find 
some way to develop long¬ 
term storage of energy." 

There seems to be no global 
solution. For the future, we II 
need a mix of energy sources 
— coal, oil, gas, biomass, 
trees, the sun — and because 
of the cost factor, uranium , 


Erma Bombeck 


When I am recycled and come back Into this world. I 
want to come as one of those people who are ahead of 
their time before It's fashionable. 

You know the ones I’m talking abtpit. The ones who 
are the first to deplore a war. . who played tennis before 
it was “in" .. . who predicted their U.S. Senator would 
end up serving time before he won . . who bought 
property albng the beach when it was $1 an acre . who 
predicted 20 years ago that New York would go broke 

Some people are just meant to be pacesetters Me’ 
All I ever see is the rear end of a trend going out. 

I never got to the “Islands” before they were open to 
“anyone." 

I was the last to discover white wine. 

The last to wear my sunglasses on top of my head 

The last to read “Roots." 

The last to "get In touch with my feelings." 

In fact. 1 don't know how I'm going to feel about 
anything until a bumper sticker comes out on it. 

At a cocktail party the other night. I engaged In 
conversation with a physical fitness freak 

"Pound this stomach." he instructed, his entire body 
constricted. 

I hesitated 

"Go ahead Punch it with your fist! Is that a solid 
wall of muscle?" 

I had to agree. 

"1 hope you're keeping your body In shape." he 
admonished 

"Oh, 1 am. I have this thing that hooks over the 
doorknob that I limber up on." 

"You're kidding. That's passe ” 

"Actually, It belongs to one of tbe kids. I personally 
have a book on Air Force exercises . . ." 

"Air Force! What do they know about fitness?" 

"Which is exactly why I threw the book away I'm 
Into bicycling now and . . ." 

“Bicycling was good In Its time " 

"I couldn't agree more. That's why I changed to 
tennis." 

"Which is on its way out," he said. "Nothing does It 
as far as I'm concerned like Jogging. It gets the old Juices 
going. I want to see you out there tomorro^noming as if 
your health depended on it." 

The next morning I wheezed and panted my way 
dosnt the street in front of my bouse. At the turn 1 could 
see about 50 bodies kicking up the dust as they took a lead 
on me. I wondered If I was seeing the rear end of another 
trend ... or was that just wishful thinking? 
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CORDE HUNTtR 


one man's opinion 


WITH OUR 1972 dollar worth roughly 5* cents, we 
are living in a chicken-today, feathers-tomorrow 
world. Sock it away (or the rainy day. retirement or 
whatever and watch the deterioration before your 
very eyes. Rash and uncontrolled government spend¬ 
ing has forced literally thousands of retired persons to . 
re-evaluate their positions and in too many cases, the 
once-golden dreams of retirement have become night¬ 
mares of scrimp. 

The advertisements and songs tell us diamonds 
are a girl's best friend. Buy diamonds, hedge against 
inflation. Not so. Diamonds are nice, but unless you 
happen to be buying in the high carat range, no great 
shakes as money makers. The average diamond en¬ 
gagement ring, for instance, loses value the moment’ll 
leaves the shop. Disbelieve this, but at the same time, 
try selling one for what you paid. The diamond market 
is just that — a market — a diamond might be 
appraised at a thousand bucks, but the rub is that you 
have to find somebody willing to pay that much. 

The stock and bond market isn't much better 
Buying stocks is little more than a genteel way of 
playing crap. The marketplace is not for lambs— 
lambs get fleeced, so do unwary plungers in common 
stock. Bonds pay varying percentages and indeed, 
there are some good buys, although very few of them 
manage to keep up with the ravages of inflation. 

Good art has been a reasonable hedge against 
inflation, but by good art, I do not mean the purchase 
of a $59 painting from a hotel showplace. The art might 
well be excellent, but the stuff Is mass-produced and 
therefore any chance of signflcant rise is precluded 
Get yourself an Emily Carr, a Kreighoff, a Lawren 
Harris and you’ll make money in the long haul. Gel 
yourself some newer works like a Travers-Smith, a 
Gibbs, a Harley Brown, you'll be ahead of the game in 
the not-so-distant future n. 


OR, YOU COULD GO OUT and purchase yourself 
a vintage or antique automobile, preferably one in 
somewhat tatty Condition. This gives you a reasonable 
price and theehance to rebuildit to its original glory- 
plus. the chance fora significant profit. -You have the 
fun of restoration coupled with the knowledge your 
investment is almost bound to show remarkable divi¬ 
dends. 

The rule of thumb—and this has been so for quite 
some time now—is that your investment can double 
within a five-year period, which is roughly 90 per cent 
better than buying Canada Savings Bonds. Cars of 
vintage make appreciate at a much faster rate than 
bonds and then there is that extra added bonus. You 
have yourself a nice, big toy to play with, which is 
vomewhat more exciting than going to your safety 
deposit box and looking at a bond. 

The examples I can offer are rather stupefying 
Norman Seott. a friend of mine who knows more about 
cars than all the rest of my acquaintances put togeth 
er, purchased a 1947 Triumph 2.000 drophead (convert 
ible) coupe a few years back. Got it in England, paid 
the shipping and insurance costs and did it all for 
considerably less than £500. He stripped it down, 
rebuilt, re-upholstered, re-chromed, etc,, and now has 
a sparkling beauty that is worth a conservative ten 
grand on the market 


TAKE THE THUNDERBIRD models of 1955. >6 
and '57. Cost about (3.500 new and are worth up to 
*12,000 today. If you're lucky, you might come across a 
1930 Dusenberg at a bargain basement price. The one 
owned by Greta Garbo has increased in value from 
*64,000 to $72,000 to $225,000 each time it went up for 
sale in recent years. 

There are pitfalls to be avoided. Familiarization of 
the market is a must. There are many good publics 
lions on the market which should be thoroughly read 
and certainly, do not go in for the replicas of antique 
cars which are on the market. They will not appreciate 
in value to any significant degree. A Rolls Royce, any 
vintage, is a great investment and yes, there are still 
some reasonble buys in Rolls Royces in Great Britain 
Same holds true for Bentleys and many Alvis models 

Is the future good for antique cars? Well, as the 
years pass, the number of old cars diminish and so the 
value continues to hold and increase. Good tip—join 
an antique car club, get to know all the ins and outs, 
the shortcuts, the no-nos, the places where bargains 
might be available. It takes more know-how to pur¬ 
chase a classic or antique than It takes to buy a new 
model from the showroom. And remember, there are 
two ways to approach the classic field. Either as an 
investor or as a collector. Collectors make it possible 
for investors to reap good profit*. 

And no matter how you slice it. antique car buying 
sure beats collecting diamonds and/or stocks and 
bonds 
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Talk Politics 


with Jim Hume 




“The city planning exhibition, yes, sir, up the stairs, 
turn left, and go down the corridor through the door 
marked exit and down the fire escape, across the 
yard.. 


It has been said on occasion that the best research 
worker the NDP has this year is Gordon Gibson. 

And. believe me, there's some merit to the suggestion 
On Tuesday of last week the NDP grabbed a lot of ink 
and electronic space with Its carefully-orchestrated tan 
trum during the public accounts meeting. They didn’t 
deserve the coverage because the issue was not their Issue, 
had not been thought about by them, had not been re¬ 
searched by them. 

Gibson, the lone Liberal from North Vancouver-Capi 
lano, was the man who had thought of asking Robert Green 
of the northeastern task force to appear before the commit 
tee to explain what he had been doing and how much he and 
his people had cost the taxpayers. 

Being far wiser than his youthful appearance indicates. 
Gibson knew exactly what he was doing and. I suspect, he 
also knew exactly what the government’s reaction would be 
The NDP, on the other hand, obviously had not thought of the 
implications or the possible outcome 

Think about It, just for a second — a couple of years 
back the government was conducting a great deal of 
research in the northeast section of the province. It was 
looking at coal, oil, gas, and natural gas pipelines. And it 
was negotiating at a fairly high-pressure level with various 
exploration and/or export companies and the governments 
of Canada and the United States 

Naturally the Opposition would love to know about those 


Civic Scene 


by Hubert Beyer 


If you have a fascination for the morbid, you'd have 
found the sacrificial slaughter last week of a rookie aider- 
man by his foxy colleagues on Victoria city council spell¬ 
binding. 

With a little help from a senior bureaucrat. Aid. 
Murray Glazier and William Tindall gave neophyte Aid. 
Robin Blencoe an introductory lesson In politics. 

And Blencoe. whose exposure to political gamesman 
ship has been rather limited, emerged looking a little worse 
for wear. In fact, they sliced him up like a hunk of bologna. 

The opportunity presented itself at a meeting of city 
council's parks committee, of which Blencoe is (be chair¬ 
man. 

The committee was considering a recommendation 
from Blencoe that the city quit using the controversial 
herbicide 2,4-D for a while until more is known about its 

effects. 

Blencoe had spent countless hours gathering informs 
tion about the chemical. Most of it leaves some doubts as to 
whether anyone should use the stuff. 

He had prepared a 16-page report and was very- proud of 
it. I think Blencoe expected speedy approval of his recom 
mendatlon that the use of 2,4-D be temporarily halted. 

The first sign of trouble came when parks director Cliff 
Bate submitted a written report recommending that the 
city continue using the herbicide. 

Blencoe seemed a little stunned and for a good reason. 
You see, Blencoe had given Bate a copy of his report. He 
knew Bate wasn't convinced that the chemical is harmful, 
but he had no indication that Bate would cross him 
up by going to the committee with a written report that 
would go against his own recommendation. 

It's always bad news when a department head goes 
against his own committee chairman. Bate says he has an 
obligation to state his opinion. True, but It would have been 
more diplomatic to give a verbal opinion that was a little 
more carefully-phrased. 

Bate's report made Blencoe look like a dummy and Bate 
must have known that. If he didn't, he should have. 

But Bate's report did the trick. Glazier and Tindall lined 
up with him against Blencoe and, boy, did they zero in on 
him 

Glazier asked him how he could possibly talk about the 
possible dangers of 2,4-D and smoke a cigarette at the same 
time. I don’t see what cigarettes have to do with chemical 
herbicides used by the parks department, but Blencoe 
swallowed the bait. 

He said smoking was a personal decision. Glazier, 
naturally. Informed Blencoe that this was doubtful, since he 
(Glazier) had to breathe the air fouled up by Blencoe's 
cigarettes. * 

And that's when Blencoe’s lack of political experience 
really showed. He should have decimated Glazier, whose 
arguments were frivolous to say the least. 

Blencoe coutd have accused Glazier of playing politics 
w ith the health of the people. I won't, because I'm neither a 
politician nor a crusader. 

But Blencoe bungled it. He's too sincere. To take on 
Glazier and Tindall, he's got to be more cunning. If he won t 
leam, he’ll remain Ineffective, because they’ll carve him up 
again and again. 

Blencoe’s report should have received more consider- 


To the editor 

Accesses there, 
claims architect 



Regarding Stephen Hume's 
final article on minorities in 
British Columbia. Colonist 
May 13, may I bring to his 
attention — and to any other 
interested person — that rea¬ 
sonable accommodation In 
the workplace for one con¬ 
fined to a wheelchair has 
been, in fact, already accom 
.plished in the Legislative 
Buildings of B.C. Wheelchair 
accessea do not need to 
"spring up.” Except for two 
small areas, accesses are 
there. 

ALAN J. HODGSON, 

Architect, 
1230 Esquimau Road, 

- Victoria. 

REPORTER'S NOTE: 
Anyone who vtslty the Legis¬ 
lative Buildings can see that 
none of the 12 sets of steps 
leading into the buildings can 
be navigated by wheelchairs, 
that none of the three sets of 
steps to the lawns can be 
navigated, nor can the curb; 


that low ramps over the 
curbs Into the courtyards are 
provided, but that the court 
yards run abruptly into 
steps; that two adjoining 
directional signs for wheel 
chairs have apparently been 
moved, and point in opposite 
directions; that the other 
signs point toward the build¬ 
ings' only wheelchair access, 
a steep driveway on the Men- 
zlep Street side of the build¬ 
ings. This driveway is also 
used by vehicles, and slopes 
down at an approximate 39- 
degree angle.lt leads Into tMe 
basement and an assemblage 
of storage crates and heating 
pipes. 

Once Inside, there are no 
signs directing persons to¬ 
ward the elevator. This one 
"back-door" approach 1s ap¬ 
parently-what la meant by 
“accesses” In Mr. Hodgson's 
letter. 

STEPHEN HUME 


To be considered for publk-ation in entirety er 
in part, letters to the editor should be on subjects 
of general Interest, brief and to the point and, pre¬ 
ferably, typed. Pen-names will be used, if requested, 
but all letters must be signed by the writer whose 
address also must be Included. 


Strength in unity 


This is in reply to "Con¬ 
cerned Parents" who ex¬ 
pressed the idea that govern 
ment funding to Parents in 
Crisis was perhfps-more 
worthwhile than grants given 
to the Rape Relief Centre. 

It seems to me that a more 
important point is being 
missed. Rather than fight 
over which organization re¬ 
ceived funding, community 
groups speh as these must 
stand together and not ask, 
but demand that the provin¬ 
cial government gives proper 
and realistic financial aid to 
every important group 

Each month we read that 
the Crisis Line or Rape Re¬ 
lief, for example, are strug¬ 
gling to pay their bills so that 
they may serve the public 
free of charge. Meanwhile, 
the government Is spending 



ation than it did. A lot of work went into it. There 
was detailed background material dealing with the warn 
ings against the use of 2,4-D by reputable agencies. 

On the other hand, Bate's report was totally inadequate, 
based on his opinion only. In fact, one sentence was an 
outright insult to Blencoe. It said that emotions shouldn’t 
decide what herbicide the city uses. 

It seems to me that anything which has caused so much 
controversy as 2,4-D should be banned until we know more 
about R. 

Glazier's argument, supported by Bate, that the city is 
only responsible for the use of one per cent of all 2,4-D 
formulations used in the Victoria area, doesn't hold water 
If there are indications that the chemical may be 
harmful, the city should be the first to stop using it. That's 
what's referred to as leadership. If the city bans it. people 
using the chemical on their lawns may follow suit 

But 1 have a hunch that Glazier and Tindall didn't waste 
all that much time on these considerations. It looked as 
though they wanted to teach Blencoe a lesson 

Blencoe has been getting under the skin of some of his 
colleagues lately. He has a tendency of asking questions that 
irk the others. Sooner or later, they were bound lo get back 
at him. 

And they did- 


negotiations and naturally the government isn't going to tell 
them. 

But Gibson, an innovative young man, tries a slider 
which he doesn't expect to work but in which he can lose 
nothing by trying. Green. Ihe man who headed the northeast 
research, is called to testify before the committee. 

Now think what yuu will, but the government isn't 
stupid. It catches the signal and packs the public accounts 
committee with cabinet heavyweights. 

From the staTt the game plan is clear. There is no way 
Green is going to answer questions on negotiations or 
government policy. In the first place, he doesn’t want to be 
in that position, nor should he be placed in that position. In 
(he second place, the government muscle is there to protec t 
him in case he shows signs of nervousness. 

Gibson recognizes the game plan and utilizes it. briefly. 
to his own advantage. Calmly, quietly, he tries to get a 
couple of seemingly-innocent questions to Green. The gov 
emment forces know they can't permit those questions be¬ 
cause. innocent though they are. tbey'U be taking the first 
steps down a road they are determined not to travel. 

Gibson insists, the meeting, as calculated by the govern 
ment, spins off into procedural wrangles. Anything is better 
than having Green being drilled on policy or pending agree¬ 
ment*. 

Suddenly the NDP becomes aware that it is being 
handed an issue on a silver platter courtesy Gibson and the 
government. It leaps into the fray through Gary Lauk, the 
Vancouver East chap who was once regarded as a bright' 
mind. 

His contribution is not exactly Oxford Debating Society 
style. First he holds his breath until his face is suitably red 
and then shouts “thugs, bloody thugs." 

It gets him what he thought it would get him, what he 
hoped it would get him — headlines. 

What can I do? Gibson asks later. "I'm trying to make a 
valid point. 1 want no part of that sort of debate. I'm try ing 
to make the valid point that we have a right to know what's 
going on. I can’t and will not try for headlines that way ." 

The rebuke to the media is blunt and respected. It is also 
justified. We do play up the "bloody thugs" angle know ing it 
to be a well-rehearsed charade. 

It makes for what we call “color" in the otherwise grey 
world of provincial politics. And. frankly, it doesn't mean a 
damn thing. Lauk’s hysterical outburst, that is, not Gibson's 
ooint of slew. 

Lauk, Graham Lea of Prince Rupert. Bob Skelly of 
Alberni, and later Dave Barrett, tried to make the govern 
ment’s refusal to let a civil servant be grilled for their sins a 
national issue. 

Barrett, talking to young radio reporters who are far 
more gullible than they should be. holds forth in the 
corridors about repressive measures, jack-boot govern 
ment. the stifling of free speech, the brutal Socreds impos¬ 
ing closure. 

He too is trading on Gibson's initiative, but talking 
nonsense. 

By weekend (he issue has died, quite properly. Even the 
NDP, over-anxious for an issue "to take to the people, has 
come lo appreciate the fact that protecting a civil servant 
from political brutality is to be praised, not condemned 

But. for a few hours, it got Her Majesty's Loyal Oppose 
tion good exposure They should thank Gibson 

As a footnote, remember where you first read that John 
Brewin will replace Barrett as the leader of the NDP and 
give the party the credibility it needs to win another election 
somewhere down the road 
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Before you buy any 
Condominium look 
aft Chateau Jubilee. 



millions of dollars on Captain 
Cook celebrations. Surely 
public groups are more de¬ 
serving of financial aid than 
an explorer of such ambigu 
ous character 
Community groups must 
'not bicker among themselves 
over which needs provincial 
funding the most. They are 
all important and necessary, 
and as such, should unite to 
face the government. After 
all, If qur provincial leaders 
are as dedicated to democ¬ 
racy and the good of the peo¬ 
ple as they claim to be on 
election day. how else would 
they want to spend the pub¬ 
lic's money but on the com¬ 
munity? Fight together, for 
the good of all. 

SUSAN L. FIDDLER. 

3341 Cedar HiU Road, 
Victoria. 


You've got to sec ( liatcuu Jubilee before you make any 
decision to buy a Condominium home. You’H find that no 
other development offers so much value, care and 
attention lo detail as Chateau Jubilee. See If.yuu can 
find these features in nnv other condominium. 


> Ipto IWI<w|. II 

’ I strawitk hallttuis 

• Fulfil lurRc Muster bedroom* 

■ I Millie buthfoonts 

• Maov suite* leubye wood burning 
fireplaces 

• Beamed eel lint* In some suite* 

' I arRv >'» rumli tiled Hulhrooins 

• lull) appointed kitchen* w ptiboih-iu 
dishwasher undtaiburn'or 

► Individual Storage locker* 

• < allfornlu Bru k exterior 
» < nurtvurd with fountain 

• Hilliard room with 2 tables A w. i '.r 

• I ull sire llobbs shop w uh «• •«>! h« *• rs 
A workbenches 


• ( onirolled (rout <»ii*«r« 

• I Ivwtn < urviukt r 
nderRmtind parking witb*« >< • 

'roiled doors 

• lUtd detector* In hallwa»s 

• l ull Mme prnfe*4mnul m-nu 


Walking IHstaruc ' 1 
A Mttlor shopping at 
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"uk fiat Hex « ct.iri 
dockland tecnoc 
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CHATEAU JUHLEE 


1610 jubilee Ave. (off Oak Bay Avenue) 
Open 10 am - 8 pm weekdays 
Call 505-4011 477-7574 


Rick St. Danni* 

HOCK BROS. RtAtTY ITO. 

3*63231 
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‘Robin Hood’, budget hits 
Quebec executive pay 


By ESTELLE DORA1S 

Tlw C w d f Pm. 

Ever since Quebec Finance 
Minister Jacques Parizeau 
announced higher Income tax 
rates for executive-level sa¬ 
laries in his budget last 
month, chief executive offi¬ 
cers have been warning 
shareholders the measure 
will have a worse impact 
than the French Language 
Charter—Bill 101 

Bill Turner, president and 
chief executive officer of 
Consolidated-Bathurst Ltd., 
told shareholders it would 
cost head office between *3 
million and U million a year 
to make up the differential 
between executive take-home 
pay in Quebec and that in 
Ontario. 

"If on a personal basis, the 
guys doing the deciding on 
head office location are hit 
the hardest, they'll decide 
against Montreal.” Turner 
said. 

Genstar's Angus Mac 
Naughton told shareholders 
the differential required a 
sacrifice which outweighed 
i he advantages of living in 
Montreal. 

Pierre Nadeau, chairman 
of Petrofina Canada, the for 
mer co-chairman of the 
Royal Commission on Corpo 
rate Concentration and a 
leading French-speaking ex 
ecutive, told a seminar on the 
economic implications of 
Quebec independence the 
budget had nothing in it for 
executives 


Nadeau told his audience of 
business executives, aca¬ 
demics and civil servants 
that an executive earning 
*100.000 a year takes home 
$48,000 in Quebec. *57.000 in 
Alberta and *55.000 In Ontar¬ 
io. 

The chief executive offi¬ 
cers of du Pont of Canada. 
Royal Trust, Power Corp 
and Canadian Pacific Ltd. all 
expanded on the same theme 
at their annual meetings 
Sam Hughes, executive 
director of the Canadian 
Chamber of Commerce, said 
the impact was still being 
assessed by the business 
community. "Each person is 
still doing his own arithmetic 
of what it would cost to make 
up tbe difference." 

He said the high tax rate 
could be construed as a politi¬ 
cal move because there 
aren't enough people making 
that kind of money to make 
the extra revenues signifi¬ 
cant. 

"It’s very hard to sell the 
political plight of these peo 
pie." he added 
He also mentioned a lot de 
pends on the willingness of a 
company’s board to pay the 
differential to keep and at 
tract executives in Quebec 
But Ian Sinclair, chief ex¬ 
ecutive officer of Canadian 
Pacific Ltd . said it is "abso 
lutely ridiculous" to suggest 
companies can make up the 
difference by increasing 
gross salaries 
Jean-Paul Letourncau. ex 


ecutive vice-president of the 
Quebec chamber of Com¬ 
merce. said he had spoken to 
Parizeau about the issue but 
hadn't gotten much sym 
pathy 

“1 told him it was a Rohm 
Hood budget and he said he 
didn't care If only 10 per cent 
of taxpayers were disgnin 
tied.” Letoumeau said. 

Parizeau himself said the 
reaction of business to the 
high tax rates was “very 
largely politics." 

He said that even after tak 
ing into account lower prop¬ 
erty tax rates in Toronto, the 
difference in housing prices 
between Montreal and Toron 
to is at least one to two. 

"Not one newspaper said 
that was a factor in bringing 
people Into Quebec.” he said. 

There's no doubt taxes have 
been higher in Quebec for a 
long time, but why can't the 
housing factor come into the 
discussion at this time?” 

Letoumeau said the gov 
emment included the higher 
lax rates because it wanted 
something in the budget that 
was social democratic 

"So now people are in a 
snit," he said. "They're hit in 
their own pockets and can 
now measure exactly what it 
costs them to stay. It's an 
additional incentive to go 
elsewhere." 

A married person in Que 
bee with a dependent spouse 
and no dependent children 
who earns *96.000 a year pays 
taxes of *50.234. plus 68 9 per 


cent of any additional in¬ 
come. compared to taxes of 
*45.40*. plus (1.* per cent of 
additional income in Ontario 

And there's an additional 
tax of 15 per cent on the 
portion of revenues which is 
dividend income. Letoumeau 
added. 

Besides the income tax 
hikes, the budget also in¬ 
creased rates for succession 
taxes and this, said Sinclair, 
is "discouraging people from 
retiring in Quebec because 
taxes would take 55 per cent 
of the inheritance, compared 
with 15 per rent in Ontario 
and nothing elsewhere 

"And with the capital gains 
tax. it means the total take 
could exceed 50 per rent." he 
added. 

Paul Desmarais of Power 
Corp. called the higher tax 
rates a "misguided fiscal 
measure." but said be never 
gave up oh the government. 
He said he would speak to 
Parizeau about it "if be got 
the chance." 

The Conseil du Patronat du 
Quebec, the province’s feder¬ 
ation of employer groups rep¬ 
resenting employers of 80 per 
cent of the labor force, has 
complained formally 

In a letter to Parizeau May 
3 . Conseil president Pierre 
Desmarais II. himself a com 
pany executive and director, 
said the budget had doubled 
the gap between take-home 
pays in Quebec and Ontario 
for a person making over *50. 
000 




ANNUITIES 

Wh.cn arc guaranteed tor tit* provide more 
•oendebte income then other tonne of m- 
veetment They can have a nwnimum numb* 
ot payment! guaranteed in caae of a 
premature death. The hrpt 11,000 of the ta*- 


^Bue 


deduction ck interact deduction for thoee 
over age 85 CeM. phone or write me for the 
beet ratee available 

H. j. f. ROSE 

EXECUTIVE CONSULTANT 
CANADA LIFE ASSURANCE CO. 

MS-14S4 1070 Douglas El. 4-1 Rw 5.2-375. 


ANNUITIES 

SUNUFE'S ANNUITY NATES ABE 
COMPETITIVE CONSIDER A LIFE 
ANNUITY INCOME AVERAGING ANNUITY. 
REGISTERED RETIREMENT SAVINGS 
PLAN 


Suilife 


JOHN R. H. LEY 
C.D. C.L.U. 

114-1175 DOUGLAS - 3*2-3145] 



APARTMENT BUILDINGS 

I have three serious purchasers lor 3S-1M suite com¬ 
plexes located in the city. If you would consider an 
offer on your building contact: 

BRIAN HIGGINS 654-S402 
h mU aal 

PACE PROPERTIES LTD. 595-2413 


INDUSTRIAL ZONED ACREAGE-81.35 s, ft. 

2.3 acrea or lees on municipal water. Zoned tor manufac¬ 
turing. trucking warehousing, etc On Trans-Canada 
Highway north of Duncan. Owner will carry for qualified 
purchaser. For more information call: 

748*0381 Wmsr Hwstr 748-0067 |ms in4 wMkotfs) 

J H. WHITTOME 8 CO., LIMITED 
* .. 254 TRANS-CANADA HIGHWAY. DUNCAN 


We've Moved 1 

and improved our service 

y° u 

Island Blue Print: Co Llci 


PHONE 385 9786 


HOSPITALITY INDUSTRY 
SALES and MARKETING 


Presently successful individual with management or 
sales experience in hotel, motel or restaurant field 
for Victoria position. $12,000-815.000 starting in- 
coma plus bonuses for self-starter with executive in¬ 
sight. good education, ambition and responsibility 
Reply in confidence to Box 44. Victoria Press. 
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OFFICE SPACE FOR RENT 

8 400 Sq Ft Top Floor ol modern, air conditioned 
building Ample parking easy access to Douglas. 
Blanshard and Hillside. Existing partitions Will 
lease smaller portion to suitable tenant 


O K. TRUCKING CO. LTD. 


2840 Nanaimo Straat 


356-3414 


cc 


WE 
WERE 
PS! MISSED 


Add this to your Yellow Pages 

COMPLETE INDUSTRIAL ANO COMMERCIAL 
JANITOR SERVICE 
595-0280 

/46cA Smvict 

. CEKIEO BONOEO • NSw*K3 

H. A (Hers) SCHUTT 

faparwar 


Z707 VICTOR ST 
VICTORIA. B.C 

Free Estimates. Try Us. 

You ’ll fie glad that you did. 18 years experience 


RECEIVER’S SALE 

Business assets of Fairweather Enterprises Ltd., 
operating under the trade name of Dans Deli, in¬ 
cluding supplies, goodwill, fixtures and equip¬ 
ment. Lease available in newly renovated 
premises. 

The business is ideally located on Cadboro Bay 
Road close to the high school and recreation 
centre 

Offers in writing to R. W Denson. Receiver- 
Manager for Fairweather Enterprises Ltd., accom¬ 
panied by a certified cheque for 5% of the offered 
price. 

Lowest or any offer not necessarily accepted 
For further information, contact George Brice at 
384-4131 



D.F.H. REALTOR OF THE 
MONTH IS DONNA FOSS 

Those of us who know Donna are never 
surprised to see her as Realtor of the 
Month or Team Topper because we 
know how hard she works to satisfy the 
real estate needs of her Home Sellers 
and Seekers 

Notice the way she advertises the properties she has tor 
sale and remember when you re ready to sell, she II do 
this same tor you! 

For expert real estate help, call DONNA FOSS at 477- 
7291 — she # here to help! 

TEAM TOPPERS 

CLIFF HALAYKO MU HORAN 

HEATHER WILBE SANDY CRAWFORD _ 
BRIAN SHARP 
D.F.H. REAL ESTATE LTD. 

1559 McKenzie Ava. . 

1 > 70 
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No 

tune-ups 


Our Peugeot 504 Diesel has no carburetor. And no 
distributor. It dosen't have a choke, a condenser, 
points, coils or resistors. And there isn't a spark plug 
to be found anywhere. 

This means you don't have to bring the car into our 
service department every few thousand miles to 
replace things, gap things or adjust things. You just 
change the oil and filter by the book and follow 
simple check-ups. r 

What's more, our Peugeot Diesel Wagon is the pnly 
car in America that- is built irom the ground up as a 
diesel wagon. The Peugeot 504 Diesel You don’t 
tune it. You drive it. 
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PEUGEOT 





• Financial assistance 

• Management counselling [CASE] 

• Management training 

• Information on government 
programs for business 

Can we help you? 


Sm our Representative 

PETER MASON 

•t: WESTWIND MOTOR INN 

Langford/Colwood 

on: MAY 24th 




l ’/ Vile ■ ‘MINI HANK 


850 Ftrl Strut. Victoria. I.C. 


(885-3375) 
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Alberta approves 
Dome’s drill fund 


CALGARY (CP) — Distribution of a new drilling fund, 
designed to raise money required for Dome Petroleum 
Ltd.'s summer exploration program in the Beaufort Sea. 
has been approved by the Alberta Securities Commission. 

The fund, which is also a tax shelter for Investors, now 
is being marketed across the country and will continue on 
sale until June 7. 

Sponsors of the fund hope to raise as much as 162.4 million 
by selling 6.000 ownership units In a new cumpaiiyLeSlIed 
Beaufort Exploration Ltd. The units are priced at SI0.400 

each. 

Dome Petroleum and its other Industrial partners and 
investors expect to spend about $12} million drilling in 
ihe Beaufort Sea this summer, of which as much as $60 
million will come from Beaufort Exploration funds. 


SCM—Xerox case drones on and on 


YOU CflU 
EXKCT 
R GPLAT 

DtRL 


YOUR COMPLETE 

ALL MAKE 

LEASE 

CENTRE 



1050DUUUA5 )»5-W77 



JACK KONDRATIUK 


ANOTHER REALTOR JOINS 
CAPITAL CITT 
REALTY 

Wan SiocotiD Pf»$ amt. 
racogpuat tha vaiua of a»- 
panarca and conaidara ma a* 
paM'sa of Ms $j«i paopta tha 
most Vital mg radiant to Capital 
CKy Raaity a growth Jack 
Kondratiuk knows tha Raai Eatata 
buvmass and is atxa to respond 
immadiataty to client nsads. 
Wa <• proud to hava Jack fom our 
group of profaasionals wtio ara 
helping to maka our Real Estate 
Company umqua Jack will ba 
oai gntad to haw from dents and 
friends. 

Call anytime 

06 3$$-7567 In. 3S4-4S77 

CAPITAL CITY 
REALTY LTD. 


By MICHAEL MOLKAN 

HARTFORD. Conn. (AP) 
— Eight of the 16 Jurors took 
notes, one sat with arms fold 
ed. the other fought drowsi 
ness as ■ witness droned on In 
ihe $1.6 billion monopoly suit 
SCM Corp. Is waging against 
Xerox Corp., the copying 
giant. 

At stake is $1.5 billion in 
cash, a large piece of the 
lucrative office-copier busi 
ness, the potential breakup of 
Xerox and a possible reduc 
tion In the scope of U.S. pa 
tents. 

The trial has been going on 
for 11 months and legal ex¬ 
penses are estimated to be 
about $500,000 a month for 
SCM and $750,000 a month for 
Xerox, making it one of the 
costliest courtroom battles 
ever between two private 
corporations 

It has produced more than 
41.000 pages of testimony and 
has involved platoons of law¬ 
yers, clerks, secretaries and 
aides Imported from New 


York. Boston. Chicago. New 
Haven and Stamford. Conn . 
Xerox's corporate home 

SCM. a conglomerate with 
sales last year of about $1.4 
billion and profits of $37 mil 
lion, is based In New York 
and makes Smith-Corona ty- 
pewriters, Durkee foods, 
Glidden paints and Proctor- 
Silex appliances 

The company argues "a 
patent thicket” has blocked It 
and other companies from 
making copiers that use ordi¬ 
nary paper. It says if Xerox 
had granted it the license it 
sought in 1964 to use Xerox 
technology to make plain 
paper copiers. SCM would 
have earned at least $222.5 
million by 1976. SCM also 
says its plain paper copier 
business would have had a 
“going concern value" of an 
other $220 million and SCM 
would have avoided $46.6 mil¬ 
lion in losses in its present 
coated-paper copier busi 
ness. 


All this adds up to $46$. i 
million In damages SCM 
claims Xerox inflicted on it to 
avoid competition. Under 
U.S. federal law. that can be 
trebled If there Is a violation 
of anti trust laws, bringing 
the total damages sought by 
SCM to about $1.5 billion. 

Xerox, w hieh last year had 
sales of $5 billion and net 
income of $406 million, count¬ 
ers It Is under no obligation to 
license its inventions once 
they prove profitable. It also 
claims SCM never was seri¬ 
ous about entering the plain- 
paper copier business and 
would have lost $273 million If 
it had done so. Xerox further 
argues the $1.5 billion claim, 
which was first filed in July 
1973. should be thrown out 
because the four-year statute 
of limitations has run out. 

But SCM is ready for this 
contingency, making an al¬ 
ternative claim that between 
196$ and 1973 it suffered real 
damages of $112 million. 


Business 

Owners! 


You know how 
important your 
“corporate image” 

is . . . 


SO DEAL WITH THE COMPANY 
THAT CAN HELP YOU BUILD ONE . . 



Uniform 

Rental 

System 


STECMUZIRG If 
QUALITY fNODUCTJ 
UNSURPASSED SERVICE 

Surs — wa rent the trs- 
d'tionsl blue. ten. 
green end grey, but 
we have handsome, 
striped shirt* end 
n gh-COlOur plain 

shades to create a dis¬ 
tinctive image tor your 
company. All gar* 
mente finest perma- 
prese available, dry- 
cleaned and delivered 
to you on hengere. 
Guaranteed continu¬ 
ity of fabrics and styl¬ 
ing too. 


MEN'S AND 
WOMEN’S 
UNIFORMS 


We can help you with your 

CLEANING PROBLEMS 


W» a/so rtnl 


MOPS , WIPERS 
MATS , FENDER COVERS 


UnHog Awprwwwntaflvc lor the 


For personalized 

service see 

Jim or Fred McEvay. 

\ m * 

PH. 382-4206 


Nu-Way 

CLEANERS 

420 WILLIAM STREET 
IN VICTORIA 



Easy to eater, alight 


Canadian taxi cab 
waiting to be born 


MONTREAL (CP) — Guillon Designers. a 
small Montreal company, thinks it has 
found a winning idea—a unique. Canadan- 
designed taxi cab which its proponents 
enthusiastically describe as "a whole new 
way of doing thing" for the taxi industry. 

The taxi, which so far exists only on paper, 
would be built with front-wheel drive and the 
motor in front, so that when something goes 
wrong the whole works can be taken out and 
replaced by another system to keep the 
taxi on the road 

"With four bolts, you could take the whole 
mechanical component out fast—say in half 
an hour—and the whole front drops out to be 
replaced with another engine while the 
defective one is being repaired." said Jac¬ 
ques Guillon in a recent interview . 

Guillon is head of the firm which designed 
the vehicle with the help of $5,000 in Que¬ 
bec government funds. Now he Is looking for 
money from the private sector, which the 
government has said it will match, to build 
the prototype at an estimated cost of H00. 
000 

The private participant may turn out to be 
Bombardier-MLW Ltd., with which Guillon 
is negotiating. Help may also come from a 
French company. Peugeot-Citroen 

The French manufacturer has offered to 
supply the components for the vehicle free of 
charge once It is ready for production. In 
exchange for use of the technology in 
France. 

The vehicle has no name save the new 


taxi, and Morley Smith, its chief designer, 
says "It's a whole new Way of doing things." 

it's high and chunky with a flat floor. It 
allows people to get in and out without 
hitting their heads or spraining their backs,' 
and It has room for a wheelchair. 

It's also built Tor minimum maintenance 
with molded plastic floors, instead of the 
dirt-catching carpets In conventional cars. 

While it will take about eight months to 
build the prototype once the money Is 
available, the marketing effort to make it 
acceptable to the Industry is the key to its 
success. 

Although the new taxi will last up to eight 
years, compared with two years for a 
conventional car on two shifts, it will cost 
between $12,000 and $15,000 

"The big question mark is that we re not 
sure it’s profitable," Smith said. 

“It was meant to satisfy a need. It would 
also encourage the existing (automobile) In¬ 
dustry to expand to make the parts," he 
said. 

“That's the interesting economic side of it. 

"But as a profitable vehicle, it s marginal 
because there's a lot built into it You 
can make a buck out of it. but until a 
prototype Is built, you can't tell how much." 

As a substitute for the conventional car, 
the new taxi offers safety, a non-corrosive 
and rust proof body, economy of space—11 
of them take the space of eight Chevrolet*— 
and room for five passengers with the lug¬ 
gage space beside the driver's seat. 


BOND WEEK 


Early action was strong 


which Is $336 million when 
trebled. 

One of the unusual el* 
menls of the hearing is that 
much of the case revolves 
around a hypothetical world: 
What would have happened if 
Xerox had sold SCM the li¬ 
cense In 1064 and SCM had 
entered the plain-paper copy¬ 
ing business in 1S67. as it had 
intended? 

The trial is being held in 
Hartford because the federal 
court docket Is less crowded 
than In New York, where 
SCM is based. That decision 
has posed some logistical 
problems for both corpora¬ 
tions. 

Xerox has moved its team 
of 20 lawyers and nearly 100 
support personnel into most 
of a floor of a downtown high- 
rise office building three 
blocks from the federal court¬ 
house. Across the street. SCM 
has two floors in a similar 
building for its team of 15 
attorneys and 85 aides. Most 


Pipeline 
to need 
support 


HALIFAX (CP) - It will 
bo up to Ihe Canadian govern 
menl. Alberta and natural 
gas producers to decide 
whether a proposed natural 
gas pipeline from Montreal to 
the Maritimes will be built, 
says W. H. Hopper, president 
of Petro-Canada Ltd. 

Q and M Pipelines Ltd. of 
Calgary has proposed to build 
the pipeline to supply Quebec 
and the Maritimes with West¬ 
ern Canadian gas. 

The pipeline is a joint ven¬ 
ture of Petro-Canada. the fed¬ 
eral crown oil corporation, 
and Alberta Gas Trunk Line 
Co. of Calgary. Petro-Canada 
has a 40-per-cent interest in 
ihe venture. 

"Let me be frank. Hopper 
said. "The Q and M project is 
not economically viable on its 
bottom line." 

The project will require 
long-term financial support¬ 
ive measures from the Alber¬ 
ta government and Alberta 
gas producers as well as ad¬ 
justed support policies from 
the federal government and 
consuming provinces, he 
said. * * 

"It is my personal belief 
that there is enough new 
Western Canadian gas avail¬ 
able to provide for the Q and 
M project needs, and still 
have surpluses for the export 
market." 


TORONTO (CP) — Prices 
were mixed in moderately 
active trading on the Cana¬ 
dian bond market this week. 

The short end of the market 
rose to cents. Mid-, long¬ 
term, and provincial Issues 
dropped about one-quarter of 
a point. Corporate Issues rose 
about one-quarter. 


NOTICE TO TRUCKERS 

Effective June 1, 1978 all trucks licensed-in excess of 5,500 kgs. 
GVW (12,125 lbs.) will be required to display the registered 
owner's name and city or town of residence on both sides of the 
vehicle In letters not less than 5 cm. (1.97 inches) in height. 
Example: John Q. Public 
Kelowna, B.C. 

(Street address Is not required) 

For further Information, contact the nearest weighscale station or 
write: Weighscale Branch, Parliament Buildings, Victoria, B.C. 
V8V 1X4 Tel. 387-3368 or 3389. 



Province of 
British Columbia. 


Ministry of 
Energy, Transport 
and Communications 


The Canadian bond market 
began the week on a strong 
note with prices rising 50 to 62 
cents on a broad range of 
issues. Dealers reported that 
buying interest has become 
stronger principally In re¬ 
sponse to the dollar rising 
and the parade of Canadian 
borrowing to foreign capital 
markets. 

Analysts said bond prices 
slipped when news reached 
the market Thursday of fur¬ 
ther moves by the U.S. mon 
entary authorities to push up 
Interest rates. 

The Province of Saskatche- 
wan floated Thursday, a $75- 


of Ihe imported talent lives In 
two downtown hotels. 

The lengthy trial also has 
cut into the ranks of the jury'. 
When the trial began last 
June 20 there were 14 mem 
bers. Since then one man 
died, a woman was removed 
for talking to the wife of a 
prospective witness, an el¬ 


derly woman dropped out be 
causa of problems with her 
eyas and a woman whose 
husband was dying of cancer 
left to spend time with him. 
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# # jI • Chequinq/Savinq*. 

/ • Monthly interest 

• No Service Charges 
PRIME 55 • No Minimum B.ilance 

l*J WCSTCOAST SAVINGS 
W9 CREDIT UNION 



IdExir 

WALTER (Wally) KINO 

ANOTHER REALTOR JOINS 
CAPITAL CITY 
REALTY 

Walt Slocomb. Prat Cant, 
walcomat Wally King to our 
organization Wally, with his own 
individual smila. charm and par- 
aonaiity. <s indaad a hard working 
Realtor who is truly dedicated to 
ma Baal Estate busman Wara 
proud to hava Wally jO<n our 
group o* profats*onais who ara 
halpmg to mah# our Raai Estata 
Company umqua Walty will ba 
ptaased to near from eluants and 
trianoa 

Call anytime 
OR 368-7557 An. 477-1355 

CAPITAL CITY 
REALTY LTD. 



MAYOR BEAR 

Doug Webb president of Fun City 
Attractions. Vanalman and 
Highway 17 Wishes to announce 
tha election ot Mayor Bear to the 
Fun City Council Mayor Bear will 
ba responsible tor Goodwill and 
public relations at Graatar Vic¬ 
toria a popular amusement 
centra Mayor Bear reminds vOu 
Fun City ts open from 10 am to 9 
p m. Sat Sun and Monday and 2 
p m to 9 p m. each weekday for 
Go-Kart Ridas The Grand Pm 
Cars, the moonwatk and G ant 
Slide and Bumper Cars 

5-20 


RESTORED VINTAGE COUNTRY HOME 

2 sto'ty lum of the century home, aim covered verenda on two sides SHtmg 
room and aen eacn have two bay windows and fireplaces Formal dining 
room % panelled and Ducked with beamed catling Attractive kitchen has a'l 
modem appliances (garbufdior. dishwasher) piut antique wood burning 
range, set in Ones alco.e Master bedroom has Franklin Fireplace and large 
balcony. Two otner good wedtiadrooms. Wiring, plumbing, heating and in¬ 
sulation completely up dated In 1070. Separate 12x24 building could be 
aues: cottage or artists studio. Set on 1 $ acres, on paved road cose to 
Duncan and Yacht Club. Established orenard. Low taxes. Asking $110,000. 

Contact (MB.) MIN DUKE 

Nanaimo Realty (Duncan) Ud. 

435 Trunk Road, Duncan. B.C. V8L 2PS 
Phone 744-7177 or Baa. 74S-M30 


DIVIDEND 

NOTICE 

ISLANO REALTY INVESTMENTS LTD 

The directors nave approved • 
dividend of one dollar on all com 
mon snares registered prior to 
xiose of Dusiness on May 15, 1978 

in addition to the dividend, 14 09*» 
was paid last quarter on tne 
preferred and debentures 

R. Oouglaa. President 


31 Bastion Square 
Victoria 

(A locally owned and controlled Mortgage Corporation) 

managed Oy 


VIDCO 



— B LEASING 


1978 FAIRMONT 2-DOOR SEDAN 

Stock No. 1548 

2300 cc 4-cylmdBf engine. 4-speed transmission, rack and pinion steering wiper 
mounted washer jets, backet seats, cut pile carpet. AM radio, deluxe wheel covers, 
body side mouldings. B78xl4 white side wall tires, underseal. 12-month. 12 000-mile 
factory warranty plus 12-month. 12.000-mile extended power tram warranty 

38-MONTH NET LEASE 


Patnex Baderd 
“Tha Baat Amarican Sedan I've every driven 


PER MONTH 

(Rtua Tax, Uoence, Inauranca 


EXECUTIVE CAR LEASE LTD. 


1060 YatM SL, Victoria 


no 


(Division of P 


rt Ford Sa>mid) 


384-1144 


million offering of of den¬ 
tures. due June 15, 2003, 
priced at $99 to yield 0.61 per 
cent. 

Daon Development Corp. 
offered $15-million of 30 year 
debentures into the market 
this week. The Issue Is priced 
at par to yield 11.25 per cent. 
• 

Day-to-day money was 
available at six per cent. 
Three-month treasury bills 
were traded at an average of 
8.07 per cent, down from 8.13 
per cent last week and six- 
month bills at $.34 per cent, 
down from 8.42 percent. 


FINISH YOURSELF 



11 * _ _ 

V* kNjlHPHIKP^ -• •rr- 

V) ** 

Luxurious, semi-detached, on one-third acre In Rock Heights area. 1.750 aq ft . 3 
bedrooms, vaulted ceilings, panoramic views. 

* 42,900 In lock-up stage 

Includes thermo pane windows, finished wiring and plumbing. Complete financing 
available. 


OR we will finish ae required — value e 

$ 84,000 


To View Anytime Call 


383-4568 
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OPEN HOUSES 

12361481 STREET 
OPEN SATURDAY ni SUNDAY. 2-4 

Tbla gracious (amity home 
wu built in 1929 m a Dutch 
Colonial style Thara ara a 
bad rooms large kltchan (or 
(amity gatherings, lovaty liv¬ 
ing room with tirapiaca. (uN 
baaamant. drhra-ln garaga. 
qutat naighborhood. Excai- 
lant value, $65,900. 

1470 ED6EWME ID. 

OPEN SUNDAY. MAY 21 .ill:00A.M.-1:00 P.M.. 

A delightful thraa-badroom 
homa with a lovely (amity 
room with Franklin stove. Liv¬ 
ing room with open tirapiaca 
Separata garaga. wired and 
heated. Close to shopping 
centra, bus lines and schools. 
Another excellent valua at 
$49,900. 

PRIOR VIEWING ON BOTH PROPERTIES 
MAY BE ARRAN6E0 



YOUR HOST: 

PATRICK PARKER 

349-9275, Pager 2519 


Biggest newspaper centre in trouble 


ty ixuck Lrvrrrr 

LONDON (CP) - Fleet 
Street, the largest newspaper 
production centre In tke 
world, Is In trouble. 

The problems range from 
maverick union disruption 


within some of the country's 
largest national newspapers 
to disagreement over how to 
introduce new technology. 


So serious have the 
lems become that Labor and 
Conservative leaders—who 
seldom agree on anything, 



IRATE 
mom RRnmuvr year 
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MAZDA HATCHBACK 

*3828 

Mf MPG Hwy . W WPG City I 
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We Dare You to Compare 

QUALITY and PRICES 

^37*000 ..I, UP 

I 1 2 bedroom comer suites, V/i baths, some with fireplaces and utility room, 
thermopane windows, covered parking. 

1052 ROCKLAND (corner of Cook) 

OPEN HOUSE 1:30-5 Monday^ 1 * for speci it appointment call 

WHYTE « 60WER OAK BAY PROPERTIES L0RETTA hooahth 

2227 Oak Bay Ave. 592-2407 


592-3537 


*2,000 DOWN 

and *300 a month 

BUYS YOU 

3 now 

TWO-BEDROOM SUITE 

ONE-BEDROOM UNITS *30,000 

STUDIO ONLY *26,500 

1342 Hillside Ave. 


Open daily from 1 p.m.- 5 p.m. 


JOE MANTON 
382-5211 

PETER MASON 
477-9318 

Roberts Investments 
& Management Ltd. 
388-6691 


Omahfy bm't te Awrff 8m 



The price is riplit. 
S26.500-S38.900 


KENT 


103-105 GORGE RD. 

At the 
Water’s 
Edge 


This time next month, you could be living 
In Victoria s most exciting apartment com¬ 
plex (or a« little as 1235 per month 

TREELANE ESTATES, with Its spec¬ 
tacular views across the Strait of Juan de 
Fuca the'tJorge and Malahat, presents an en¬ 
tire new concept in interior design with color 
co-ordinated kitchens and baths, brand-name 
appliances, quality broadloom and draperies 
The twin complex Includes saunas, 
swirlpool. recreation and hobby rooms and 
expansive roof gardens complete with obser¬ 
vation and entertainment lounge. 

One-bedroom apartment homes begin at 
$235 per month, two-bedrooms from $410. 


FROM 


$ 



PER MONTH - ONE BEDROOM 


Tredape 

E?lale? 

OPEN HOUSE DAILY 

Tses.-Thurs. — 1$ am..I p.m. 
Frl.-8at.-Suu.-Mou. 14 p.m. 

388-5332 

CONCORD 


TEN MILE POINT 

SEA VIEWS 
$125,000 

Thla unconventional 3 bedroom. 2V» bath homa hat 
sea views, two fireplaces. 3 sundecks. formal and 
family living room, separata dining room, spacious 
kitchen. Here la a homa with a Touch of Class '. To 
Inspect this unique property call 

6IBBY MCLEOD If 598-3321 IT 598-2284 
JACK WEARS OAK BAY REALTY LTD. 


OPEN HOUSE 

Sat.. Sun. & Mon. 2:00-4:00 p.m. 

7608-7834 Slgmar Place 

(off Walla c e Or. at P roissr M.) 


Central Saanich — two new, no-baaement hornet — 
livlngroom with heattlator tirapiaca. vaulted calling and 
feature cedar wall. Thermopane windows throughout. 
Dining room with sliding glass door leading to patio, 
kitchen with nook and indirect counter lighting. Two 
bedrooms with an suit* oft master bedroom, sparkling 
vanity bathroom, utility room. w.w. carpets, electric 
heat Carport with storage area. These homes are of ex¬ 
ceptional quality featuring wood exteriors and cedar 
snake roofs. Ideal starter or retirement homes — priced 
tor good value at $61,500. each 

S. Fioritti Construction Lid. 658-5356 


COUNTRY SETTING 
2.07 ACRES — METCHOSIN 
DOUBLE ACCOMMODATION 





Privacy excellent construction, well-maintained. easy 
maintenance AH these features and more. The mem home has 
(tve bedroom* ha* 1.200 *q tt on main Moor piu* 1,200 sq. ft 
up. Excellent entertaining room* and good basement (or 
storage Now the surprise is a two-bedroom bungalow, also on 
| -1.200 sq. ft. separated by a wide breezeway. with basement 
part of which could be developed- Priced at $144,900 tor the 
two home* end the 2.07 acre* of property MLS 
Vta* by appointment wtth 
JOHN JENKINS 595-1535 (24 hr*.) 
BOORMAN INVESTMENT CO. LTD. 

2045 Cadboro Bay Hoad no 


SMSlaa* 

OPEN MON. 2-4 
2615 ROSEBERRY 
$57,900 


Beautiful back yard with rock walls and garden in the quiet 
area of Oakland# close to everything Three bedrooms (1 
down), 1 { baths Spotless home with large bright kitchen and 
cozy kving room with tirapiaca — hard to beat this (or value. 
MLS 32747 


$52-9191 

S-20 


JEAN McMICHAEL 
388-8275 Pager 980 
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especially during aa election 
year—have united fa House 
of Commons debate te plead 
for peace within the Industry 

Recent pronouncements 
from The Times and pie Ob¬ 
server are the two moat obvi¬ 
ous examples of the troubles 
besetting Fleet Street. 

Both these giants, ap¬ 
parently just beginning to 
emerge from long periods of 
difficulty, are threatening in¬ 
definite closure. 


Thr Observer failed to ap¬ 
pear lest Sunday when 2$ 
machine operators defied 


COUNTRY COMFORT 



North Saanich. Privacy and Value. 2300 eq. tt. finished 
plus lull basement, thermo windows, electric hot water 
beet. 3 fireplaces (2 heetllators). 4 bedrooms. 3 
bathrooms. Oak cabinets and vanities plus many ex¬ 
tras. Situated on 1 acre adjoining 75 acres of natural 
park. Asking $112,500. 

OPEN HOUSE 8UN. AND MON. 1-4 P.M. 

Wain Road te Tadow to Cyproos 

470-1296 






OPEN SUNDAY 

1 -4 P.M. 327S WICKLOW (off Cook) 

*58,900 

This one is newly listed, and a beauty. $10,000 in re¬ 
cent renovations, including a band split shake root, 
new kitchen (stove, fridge and kitchenaide dish¬ 
washer included), family room and master 
family area, and a large <52x198) family lot too Be 
sure to view Sunday, or for preview, call: 


■OlOAIISIDt 

399-3124 


StASPHAT PR0FENT1ES LTD. 

952-4399 



agreement is not 
td by the end of 


No 

preveni 


took unofficial strike action. 
The management reacted by 
stating the paper would be 
shut down unless trouble-free 
production can be guaran¬ 
teed. 

Similarly, the management 
of Times Newspapers told 
unions that publication of all 
Its papers would be suspend¬ 


ed If 
retched 

vember on ways to 
disruption 

Unofficial disruption cost 
The Times $$,$ million Is 
profits this year. 

In the first quarter of ItTS, 
The Times lost 7.7 million 
copies, a staggering 39 p« 
cent of total output. 

Among the 18 papers and 
periodicals on Fleet Street, 
disputes and tecknical 
hitches have resulted In a 
total loss of OS million -oples 
so far this year alone. 

One of the factors behind 
the sudden hard-line action 
on the port of the papers is 
the transfer of ownership 
from private hands to large 
firms with main revenues 
derived from outside ven¬ 
tures. 

The Observer was rescued 
by the oil giant Atlantic Rich¬ 
field. Trafalgar House, a 
shipping and properties 
group, took over the ailing 
Express newspapers. Asso¬ 
ciated Newspapers, owners 
of The Dally Mall, Is already 
well-diversified. So Is the 
Thomson orgintsatton, 
owner of The Times. 

Some see the current un¬ 
rest as a final flexing of 
muscles before management 
and unions negotiate wide¬ 
spread technological changes 
which wiH see the industry 
move from s hot-metal to a 
computer typesetting sys¬ 
tem 

It's a change which would 
hit highly-paid, highly-skilled 
technicians. 



TOP HAT 
MAKES THE 
FINDING EASIER 
n S aaapray Prep. Ltd. 


QUEENSWOOD 1-ACRE 
WATERFHOHT 
ESTATE 

Completely secluded. 
Walled garden 4500 sq. 
ft residence Deep 
mooring. Full particulars 
to serious enquiries. 
$285,000. 

OFFICE 477-1S41 

TED WALFORD 

RESIDENCE 598-1420 

RLOCK BAGS REALTY LTD. 

-5J0 

SHAWNIGAN LAKE 
2709 SHAWNIGAN 
LAKE ROAD 
OPEN SUNDAY ad MOMMY 

1:30-5:00 

High on a hill surrounded by 
trees, this quality built home 
has over 2000 *q tt oI living 
area Two beautiful fireplaces, 
covered sun deck, 2 carports 
with loads ol parking, built on 
two valuable lots, dose to vil¬ 
lage. $76,500 

IRENE VAN 
592-9194 
FRANK SALE 
395-0774 





S OPENHOUSE 

rhett Sutler 

id SCARLET O’HARA 

would have felt 
right at home in this 

ORIGINAL 
COUNTRY 
co FARMHOUSE 

SUNDAY, MAY 21 2-5 p.rrf. 

IMAGINE A MINT JULEP 
IN THESE SURROUNDINGS 

situated on a lot over 16.000 sq tt. with mature 
landtcaping. This 4 bedroom. 2400 iq. tt. 
home has these other exclting teatures— enor¬ 
mous dining room, entertainment sized living 
room. den. country kitchen, lull baaemym — 
even a children's climbing maze. 

*72,500 

COUNTRY YESTERYEAR HOMES ARE RARE 
BB BURE TO 9BB THIS ONE 
GORDON STEVENSON 
116-1431 I. A REALTY Ltl. 479-7692 

ISiiOHNldO 


CO 


CO 


CO 


V70 392-9191 (anytime) 


PRESTIGE 

ADDRESS 

A quiet adu't-oriented building ol 
sound conduction Well located 
5-mmjte walk to Parliament 
Puddings and a coupir* of mtnuMfc, 
to Beacon Hill Park Wo n*v9 a 
largo POOI lor your 
enjoyment. plus saunas and hydro- 
thoraoy pool This, coupled with 
ntc* oeopio. pleasant sur¬ 
roundings. interested manege 
ment adds to your investment from 
me rental point of view or a smart 
place to live We are dose to being 
sold out now so why not make an 
appointment to we* by phoning the 
manager at 382-4660 Com# in and 
maks us An Offsr Ws Can t 
Refuse 

* Resident manager 

* fnoge. elove 

* Laundries on alternate • oo s 

* Drapes 

* 3 h»gn.speed elevators 

* Control ed entry 

* Underground perking 

* Outdoor pool year round 

* Sauna* 

* Hydro-therapy awiripoot 

* Putting green 

* Bowling green 

* ' • block to Beacon Hill Park 

* 2 blocks to downtown 
e Workshop 

FINANCE TO 90% 

1 REBNOQM EMM $78 000 
M0HTBA8E HATES 10% 
STUDIO FROM 828.100 

ORCHARD 

HOUSE 

947 MICHIGAN 


4 . 

























































































V 


DAILY COtOHWT, Vtetorta. B.C., Sunday. May II. im 9 


Ottawa feels pressure to cancel jet deal as gesture of disarmament 

tint ft. _ — . I k. 1 a . . ^ . . ML . MU 1-1 . .. . .. .... . 


OTTAWA (CP) — The gov- major irnis purchase and 
rrnment lx under pressure lo halting weapons sale* to poll 
show Us concent about disar llcally sensitise places sucb 
mament at a special United as Africa. 

Nations session by freezing a So far these suggestions 


WANTED 


Tenants tor new 2 -storey profeaalona! building to be 
located on Old Island Highway close to Colwood 
Corner! 

CONTACT: 

478-5591 (JAIL JENKINS 478-8458 


E3 


BLOCK BROS. REALTY LTD. 


(23 


have been rebuffed by gov 
rmment officials, but federal 
informants are tight-lipped 
about what Prime Minister 
Trudeau will say when he 
speaks to the UN disarma¬ 
ment session next Friday. 

A spokesman for Trudeau 
said Friday the prime minis¬ 
ter Is expected to make some 
“original auggestfons" be¬ 
yond the position this country 
has taken at preparatory ses¬ 
sions for the conference. 
What these are he could not 

»«y 


The UN special session 
begins Tuesday and ends 
June 28. The prime mlnlater. 
who will be making his first 
speech to the UN. and other 
world leaders will outline 
their national positions In the 
opening days of the confer 
ence.Debate will begin later. 

External affairs officials 
say they hope the conference 
can reach consensus on 
guides for disarmament but 
obstacles to agreement era 
enormous. Western coun¬ 
tries, the Soviet bloc and non- 


aligned nations are all com 
Ing to the conference with 
different views on how to deal 
with the arms race. 

The external affairs de¬ 
partment Invited comment 
from Interested groups In 
preparing for the conference 
and several church and vol¬ 
untary organizations have 


urged a temporary freeze on 
buying new fighter aircraft 
for the armed forces. 


Is plan- 
iew fight 


he gov 

nlng to buy ISO-1 JO new 
ers for 82.3 billion. Peace 
group representatives say Ot- 
tawa should announce a 
freeze on buying the planes 
and challenge Soviet and 


nxrxxinriTT^ 


COMPARI 

Woodstone Place 

1039 LINDEN 

Rockland and ford) 

• SIZI 

1100 sq ft mud* including 2 large bedrooms 

• LOCATION 

Quiet tree-lmed sweet not a busy comae 

• PRICES 

From 144,900 — 2 badrooma. I'A batha 

• Larga rac. room • Large toefcara • Top quality 

* OPEN DAILY 1-S 

388-1258 i closed Mondays) 885-4084 

JIM WEST DIAMOND DEVELOPMENTS LTD. 


b 

b 


y if 


iiimixxxxxx 


BEAUTIFUL WATERFRONT 

Over 1200 ft. of glorious sandy beach. The only one left 
on the Saanich peninsula that I know of. If you haven't 
lived on the ocean, you really haven't lived. TRY IT 
AND SEE. 05% of those who do will NOT sell Only 20 
minutes from Victoria. Almost 10 acres. Cleer Title 
J19S.000. 


SEE PETER BROWN 

OF P. R. BROWN l SONS LTD. 

4 20a 


385-3435 


OPEN HOUSE 



3364 KEATS SUN. 12:30-3:00 

Olympic view* with 1280 aq ft. Saa tha extras. heaWator 
^replace, thermopane windows, custom built kitchen cup¬ 
boards. and attaened 2-car garage This 3-bedroom home is 
on a quiet cul-de-sac close to golf course, and community 
(entre Ashing $71 900 Immediate possession 


PATTI or PETER BARDON 


388-6258 


5 70 

384-3947 



OPEN HOUSE 

2503 GRAHAM ST. lean*arms.sadhy| 

SAT. EVE. 8-8 p.m., SUN. 1:30-4:30 p.m. 

K 1 P\A/ unaic 530 com P'«ie<i »q H 3 
new nunfit bedrooms. 2'/i baths, corner 

*53,500 Graham and Bay TERRIFIC 

344-7587, 8. Mac Dougs 11 144-8078 Pager 143 

CAPITAL CITY REALTY LTD. 


BEACON HILL PARK 

SUPERIOR SIDE BY SIDE DUPLEX 

*127,500 

You will be Impreeaed with the quality ot this Im¬ 
maculate 5-yr old duplex. Sell-contained 3 bedroom 
and 2-bedroom unite with fully developed baaements 
Convenient location — walk to town or waterfront By 
appointment, call 

382-8191 HERB McDANNOLD 184-8788 


IS the Permanent 




WALK TO TOWN 
FROM HERE 



Vendor 8 transfer »etesbit«lee the sale ot this attractive home on 
ROCKLAND Elegant living room. IDs 18 with leaded giaae doors, 
separate dm.ng loom end large kitchen with loads ol cupboards 
maha this an excellent home tor the lady who likes lo entertain Tha 
f*c room downtstairs is lust right tor tathaz — larga anough tor a pool 
tabia tatjie Iannis or iust relaxing beside the fire Shown by appoint 
rnent at your convenience Ml 32020 $94 S00 


HAZEL CLARKE 

* 58-5656 



!0°l 


loaS 


all&redekop 


w, 

388 - 2*11 - 


388-2*11 


NORMA HILL 

383-77% 520 


SOUTH OAK BAY 

957 PATTULLO PLC., ott NEWPORT 



OPEN HOUSE 

SAT. and SUN., 2-4 p.m. 

X BRAND NEW EXECUTIVE home sat m a landscaped garden 
situated on a quiet cul-de-sac featuring 4-5 bedrooms living 
room with heatform fireplace, formal dining room. tuoer kitchen 
with Jenn-air stove and cooktop, garburetor. built-in dish¬ 
washer. family room also with heartorm fireplace, master 
bedroom with Franklin fireplace and ensuita plumbing Built-in 
vacuum skylights all thermopane windows fully insulated Ex¬ 
tensive use of cedar and old brick mside-and-out These art iust 
a few features found in this top-quality home, come discover it 
all tor yourslf 

Asking $138,000 CQQ COtO 

For hill particulars.DUO-DO 1 1 




lust a Glance and you know 
it's a community, 
where people care . . . 

BRoaomeaD 

OFFERS SECLUDED COUNTRY LIVING 
IUST TEN MINUTES FROM CITY CENTRE. 
WIDE FRONTAGE, 1/3-ACRE HOMESITES 
PRICED FROM $31,500 to $40,000. 

Take the first step 
to better living! 


CALL US AT 658-52*1 
MONDAY TO FRIDAY 8:38-5:00 
*58 ROYAL OAK DRIVE 




COUNTRY HOME LOCATED IN 
MILL HILL REGIONAL PARK 
(Op«n House Sun., 2:00-4:00) $54,900 

Well not quite in this beautiful regional park but its right next 
door i ocated at 521 Atkms Road it abounds with country at- 
mosphera and whauis especially nice is that there is an 
elementary school lusrbgwn the road Farm animals graze just 
across the road so you know you're in the country The house 
'» only 5 years old immact^ate condition. 1715 sq ft , 3 
bedrooms (2 up. 1 dojvn) 2 fireplaces and much, much more 
it a tim# for you and your family to spend every summer in the 
country! With this LOCATION at this PRICE you bettar ba firql 
at the door. For Mora Details Call. 


LAURIE COMO 
478-1179 (ree.) 
388-6454 (office) 



aSMii■N hhB 

TIN MILK POINT 

$129,500 

Beautiful family home in preatlga area Spacious 
custom built with all those little extras to please the die- 
cerning buyer. Three/tour bedrooms, three bathrooms 
Lovely garden, well ahrubbed. 

For turthar dmtaila p/eaae contact 
JACK HOWES GODFREY WALLS 

658-5100 477-0141 


the Permanent 


2942 ORIOLE ST. 4 BEDROOMS — 2 BATHS 

(Off Lansdowne, off Richmond) 

FINE RESIDENTIAL AREA of family homes near all school 
level* Immaculate condition Fireplace, oak lloort, all 
plaster interior, dining room with built-in mahogany china 
cabinet. Full high basement with wood panel family room. 
Plus efficient HOT WATFR HEATING, large sunny deck and 
secluded all-fenced level patio and garden lot. Vendor 
transferred. So come early SUNDAY to see this new ex¬ 
clusive listing. Priced to sell tor possession June 30th. 
$47,900. 

SUSAN Of JACK BETTS 477-4042 

385-2481, 388-8275 Pager 909 


X. REALTY WORLD. 


Swinerton 
Stewart 
Clark Ltd. 
385-2481 


non allgned countries to 
the tame. 

New Democratic MP 
Stuart Leggatt (New Wezt- 
minater) it critical of Cana¬ 


dian arma sale, to dictatorial 
regimes or polltlcally-explo- 
«lve regions such at Africa. 
He said Friday this la spoiling 
Canadt’i International 
image as a peacemaker. 



TRY A NEW LIFE STYLE 

Productive greonhouao buaineee on 6aonich Peninsula. 
Over 50,000 aq. ft. fully automated greenhouse, 6 acres 
and modern split level home. Owner has other Interests. 
$168,000. 

P.O. Box 454 
Brantwood Bay, B.C. 

VOS 1A0 


SUPER DELUXE! 

Elegant Gordon Head residence Truly a pleasure to show 
Approx. 2.800 aq. tt. ot beautifully appointed living space 
— where entertaining Is a delight. Extra features Include — 
sunken Roman tub off tamlly-sized aaunal Ottered to the 
discriminating buyer at 

'113,900 

SUPER NATURAL! 

Out ol the way privacy In first clast comfort la offered on 
this 4.44-acre property. Built by a contractor with quality 
throughout. Huge separata garage. 4 bedrooms. 3 baths, 
wat bar in party-sized recreation room, plus much morel 
Ottered at 

a 109,000 

To Via* Thaoa Endunva Ustinga. Piaasa Call 
477-0191 KNUD 8CHWER 478-8203 






MtMMR 8R0af8 



NORTH OAK BAY 

Brand new Exclusive Listing 

ImmeruUte family Horn* on larga private lot Recreation room 
k a mutt tea. Dream kltchan with garbwrator, dishwasher. 
Three bedrooms p4us super living room. For further details 
pleas e contact 

GODFREY WALLS 
477-4141 656-4891 


JACK HOWES 
658-5181 

MO_ 
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OPEN HOUSE 
SAT.- SUN.-MON. 2 to 5 

2344 BEACH DRIVE 

$98,500 

This lovely residence Is a home not just a place to 
live. Family accommodation on a mature fully 
landscaped lot with lane access at rear. 

The four bedrooms, 1% bathrooms, charming liv¬ 
ing room, dining room separated from living room 
and large kitchen by leaded glees door* offer you 
the graclousneaa of a bygone ere. 

Close to Esteven ehopplng, echoolt. tranaporta- 
tion end just a delightful short wall/ from the 
Esplanade and Willow* Beach. 

To view or tor turthar Information 
Call M. A. Ruddy SM-4088 
Caper *782 ar 388-8275 

Park Pacific Invaatmanta Ltd. 

818* - 388-4124 


<^> 


LANGFORD LAKE 

APPROX. 200’ OF LAKEFRONT 
1225 GOLOSTREAM AVE. 



Lovely 3-bedroom home. Large tree ol off-ttreet perk¬ 
ing with full blacktop driveway down to lake. 8mall cot¬ 
tage located on property renting tor S150.00 per month. 
Full view ot Leke from matter bedroom, living room and 
family room. Relax and en)oy tha summer breeze on a 
cement patio (lull length ol house), overlooking the en¬ 
tire Leke. 


TO VISW CALL 

MARGARET WILSON 
383-4889 



The Royal Trust 



CEDAR 

SHORES in Cantral Saanich 

By the shores of Saanich Bay at James Island Rd. 
and Lochalde Drive. New homes under construc¬ 
tion, ready for you to choose carpet colours, fix¬ 
tures. cabinets and interior paint. 

— 



1414 sq. ft. of luxury. 

Wrap around sundeck. double carport and con¬ 
crete driveway, ensulte with shower, shake roof 
and cedar siding plus large above ground base¬ 


ment. 


$ 86,900 



1370 sq. ft. Beamed Cedar Ceiling 

3 patio doors to 600 sq. ft. of sundeck, set In the 
cedar trees. Large basement, finished rec. room. 

s 89,500 

Northridge 
Terrace In Royal Oak 

Follow the orange signs off Vanalman Ave. to new 
homes on top of the world. 



TREND 248 

1248 sq. ft., 3 bedroom, full basement home. 
Separate dining room, large kitchen with nook 
area. Ideal lower level for future development. 

*63,500 

NOT EXACTLY AS ILLUSTRATED 


to view i 

DAVID PHILPB 
Cve. 968-8880 


f r your convenience 

LEASE CALL 

HARRY ATKEY 
or Eve. 898-1737 


c^Jt^iMCPACd / JcnxtCd 


19 CADILLAC AVK. 
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399-9211 
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NAMES In th« NEWS 


Snakebiter sparks tail of woe 


Naomi Mildred Aadrrum 

testified in District Court at 
Morganton. N.C.. that what 
Keith Sparling did to her pet 
boa constrictor was about as 
low as a person could stoop. 

She told the court Friday 
how Spurting. 18, for no ap¬ 
parent reason, bit half an 
inch off the tail of her 46-inch 
constrictor. 

Spurling pleaded no contest 
to the charge of injury to 



pacicic 



personal property He has re¬ 
fused to say why he bit the 
snake's tail. 

The judge gave Spurling a 
suspended Jail sentence, or¬ 
dered him to pay $37 In court 
costs and $3$ to Miss Ander¬ 
son for damages. 

• 

It wasn't really his fault— 
he hadn't flown such a con¬ 
traption before, being an air 
force man and all. 

So there were understand¬ 
ing chuckles when Barry 
Goldwater, Major-Gen.. 
USAF (Ret.), misjudged his 
approach to a simulated air¬ 
craft carrier and dumped his 
simulated navy jet smack in 
the simulated ocean. 

The Arizona Republican 
senator was in Orlando. Fla., 
to help dedicate the U.S. 
Navy Training Centre's new 
Aviation Wide Angle Visual 
System. The system helps 
train navy pilots to land on 
carriers at sea. 

• 

Former Pakistan prime 
minister Zulflkar All Bhutt o 
sentenced to death for order¬ 
ing a political assassination. 
Is on a hunger strike his law¬ 
yer said Saturday. 

Bhutto. 50. who began an 
appeal Saturday against the 
death sentence, has been re¬ 
fusing food to protest condi¬ 
tions in the Rawalpindi jail to 
which he was transferred 
from Lahore last Wednesday. 




Goldwater 

.. .Simulated splash 

His lawyer. Yahya Bakh 
tlar. told reporters after a 
visit to the jail that Bhutto is 
accepting only water, tea and 
cigars. 

Zbigniew Brzezinski. L'.S. 
President Carter's national 

security adviser, told Chinese 
Foreign Minister Huang Hua 
on Saturday night that Carter 
is determined to work for full 
normalization of relations be¬ 
tween the United States and 
China. 

• 

The Shah of Iran and Em¬ 
press Farah. in Hungary on a 
four-day state visit, received 
honorary degrees Saturday 
from the Eotvos Lorand Uni¬ 
versity of the Arts and Sci¬ 
ences at Budapest. 


In the citations, the shah 
was praised for his sweeping 
economic and social reforms 
and the empress for promot¬ 
ing international arts and cul¬ 
tural co-operation 
• 

A man accused of hijacking 
a 1971 flight to Cuba says peo¬ 
ple have stopped hijacking 
planes to the Caribbean coun 
try because the result is 
worse than what they sought 
to flee. 

Garland Grant, 37. said he 
had been tortured by Cuban 
prison guards after forcing 
the Milwaukee-Detroit flight 
to Havana. He said he lost an 
eye during a fight with a 
guard and was cut in the 
chest with bayonets 
• 

A general "transforma¬ 
tion'' of public opinion about 
Arabs may signal the end of 
hostilities in the Middle East, 
Ashraf Ghorbal. Egyptian 
ambassador to the United 
States, said Saturday. 

Ghorbal was speaking in 
Denver at the annual meeting 
of the Colorado Associated 
Press Broadcasters Associa¬ 
tion 

Radio-television evangelist 
Herbert W. Armstrong, foun¬ 
der of the Worldwide Church 
of God. will return to broad¬ 
casting within a month, a 
spokesman in Pasadena, 
Calif., reported. 

Armstrong, 86. will broad¬ 
cast for one half hour each 
Sunday and his 48-year-old 
son. Garner Ted Armstrong, 
will broadcast one-half hour 
six days a week. 


Pioneer Willows teacher 
honored by her students 


John Lindsay , whose previ¬ 
ous connection with profes- 
sional sports was to throw 
out the first ball at Yankee 
and Shea stadiums when he 
was mayor of New York City, 
has been signed te do a sports 
television snow 
• 

Zambian President Ken¬ 
neth Kaanda received the 
Martla Lather King Jr. Non¬ 
violent Peace Prize during 
an emotional ceremony gf 
Ebenezer Baptist Church in 
Atlanta. Ga.. that brought 
tears to the African leader's 
eyes 

Trip off, 
angry at 

A Victoria travel agency. 
Boundless Club Internation¬ 
al. is in hot water with 47 
Sooke Legion members for 
cancelling their trip to Reno 
at the last minute. 

The trip was to have start¬ 
ed by bus at t:30 a.m. Satur¬ 
day. The Legion's trip orga¬ 
nizer. Dorothy Welsh, was 
notified by the company 
about midnight Friday that 
the trip was off. 

The company said it would 
make a refund Tuesday. 

The company is registered 
with the provincial govern 
men! under the Travel 
Agents Registration Act, a 
consumer and werporale af¬ 
fairs ministry spokesman 
said Saturday. 


A Victoria woman who 
taught at Willows School In 
Oak Bay when it was only a 
three-room schoolhouse. was 
honored Saturday at a re¬ 
union of her students. 

Margaret Beckwith, 79, 
said in an interview that the 
old Willows School had only 
three rooms and "each room 
was heated by a great big 
pot-belly stove" in the years 
she taught there, from 1917 to 
1922. 

The reunion, at the George 
Gardiner hall next to the 
Oak Bay United Church, was 
attended by former students 
from the Mainland and Van¬ 
couver Island. 


Legion 

agency 

The situation would be in¬ 
vestigated Tuesday, he said. 

The spokesman said he had 
made a number of phone 
calls to the company, but 
without any luck 

‘Tve called', but they won't 
speak to me," he said. 

Persons can claim loss of 
money or services under the 
Travel Agents Registration 
Act. 

If the Legion members are 
refunded their money by the 
club on Tuesday, there would 
b« no reason to claim loss of 
money under the act. 


Major breakdowns 
‘hidden’ by Hydro 




WE PAY THE LEGAL FEES! 

1- Bedroom s*. $28,900 

2- Bedroom $34,700 

War y outstanding features such as deluxe Hotpotnt host 'fee 
fridges and self-cleaning fanges Some with electric fireplaces 

ONLY 0 LIFTS 

We don't think you are going to have an opportunity like this 
again 

PRINCESS MAQUINNA—830 ESQUIMAU RD. 

Opan Weekdays 9-12 and 1-4:30 
Saturdays and Sundays 1-4 p.m. 

Evenings by Appointment 385-2458 

BYRON PRICE l ASSOCIATES LTD. 




VANCOUVER (CP)—B.C. 

Hydro has kept hidden from 
(he public major breakdowns 
of generators and turbines st 
its huge Peace River power 
station In northeastern B.C., 
according to the Vancouver 
Province. 

The newspaper says one 
breakdown forced Hydro to 
spend $1 millinn on additional 
fuel at its Burrard thermal 
plant in Port Moody to make 
up for the Peace power pro 
duction lost. The BC.gov- 
ernmenl-owned utility has 
also suffered other, still not 
disclosed, expenses as a re 
.suit of such breakdowns 

Details of recurring prob¬ 
lems with at least five gen¬ 
erators at the Peace are con¬ 
tained in Hyd»o documents 
obtained by the newspaper. 

In addition, informants say 
Hydro has also had problems 
with its generators at both 
the Mica and Kootenay Canal 
powerhouses In southeastern 
B.C. that have at times cur¬ 
tailed output of electricity 
from these plants. 

Blame for and damage 
arising from problems with 
generating equipment on the 
Peace have not yet been fully 
resolved. 

A previously undisclosed 



The ‘Class’ graduation gift of ’78 
... for the ‘class of ’78' 

Wish your graduate a bright and successful future 
with a gift that will be proudly owned and often used 
. one from the extensive selection of fine Sheaffer 
pen sets In a beautifully crafted aettlng of walnut or 
marble. All pens have the writ¬ 
ing pleasure features that sets 
Sheaffer pens apart, 18.50 to 30.00 

IttestrKed: Pea and pencil desk act with classic Italian Meek 
marble baas measures J"x7"xy. 80.00 

. Dept. MS. Lewer Mala Flaer 


E ATO N'S 


dispute between Hydro and 
Canadian General Electric, 
supplier of the first five gen¬ 
erators for the Peace, re¬ 
mains unsettled, even though 
It is now six or seven years 
old. 

So far. the parties have 
sought to negotiate a settle¬ 
ment. rather than go to court. 

The legislature's Crown 
Corporation Reporting Com¬ 
mittee is currently conduct¬ 
ing an investigation into 
Hydro 

Problems at the Peace 
River's Gordon M Shrum 
generating station began in 
1968. Hydro and CGE agreed 
to share equally the costs that 
arose then of repairs to insu¬ 
lation in a generator. Hydro 
shared the cost of this rela¬ 
tively minor problem be¬ 
cause its people had ap¬ 
parently failed to remove 
"test thermocouples," and 
Hydro felt obliged to accept 
part of the blame, Hydro 
documents say. 

They also show that in Sep¬ 
tember, 1971. considerable 
damage was caused to the 
stator winding of a Peace 
generator by a fan blade 
which broke off the rotor dur¬ 
ing initial operation. Vibra¬ 
tion fatigue was said to be the 
cause of this breakdown. 

The supplier of this genera 
tor. Toshiba, completely re¬ 
paired the unit under its 
guarantee. 

The Incident that required 
the extra $t million fuel ex¬ 
pense at (he Burrard station 
occurred in 1971. when "baf¬ 
fle repairs" on turbines had 
to be made. The turbine sup¬ 
plier, Mitsubishi Ltd. of 
Japan, remedied the defec¬ 
tive baffle design at its own 
expense. 

Hydro's executive manage- 


ment committee considered 
asking Mitsubishi to contrib¬ 
ute to energy output losses 
during the repair period, but 
the proposal was not pro¬ 
ceeded with. 



MANUFACTURER NEEDS DISTRIRUTOR 

Would you b« interested in your own business — 
unlimited earnings — no investment? As an in¬ 
dependent distributor with a leading chocolate 
manufacturer you'll have this and much more! 
You'll have the enjoyment of working with wonder¬ 
ful people who want your help to raise substantial 
sums of money to meet their project needs! 
Educators, church people, youth athletic groups 
depend upon our products year after year tor the 
funds they need You'll have a protected territory 
with business established, and receive straight 
commission without involving yourself in delivery, 
collection. Join a team of over 200 professionals 
throughout North America. For a personal Inter¬ 
view. send your resume to: 

VICTORIA PRESS BOX 66 


REGISTERED NURSES 

Positions srs now vacant tor General ss well as 
Specialty Nursing Units. These vacancies include Full- 
Time. Permanent Part-Time, end On-Call 
Specific areas Include: 


I.C.U. 

General Surgery 
AC.U./O.R. Booking Nurse 
Applicants should be registered with the R N A B C. 
upon application, howovor. H not currently registered, 
must be eligible for registration. 

Salary $1,184.00 per month to $1,399.00 per month, 
plus attractive fringe benefit package 
Apply ro Personnel Office, 

Victoria General Hoapilal. 

941 Fokffetd Hoed, 

VICTORIA. B.C. 



Commerce 

Capital 

Trust 


MORTGAGE OFFICER 


THE COMPANY: Commerce Capital it a young and feat growing 
trust company providing mortgage financing for tingle fami¬ 
ly dwelling!, duplexes, townhouees and commercial proper¬ 
ties 

THE JOB: Working with the Manager, the incumbent will be 
responsible for Increeelng mortgage production, processing 
mortgage applications, appraising the properties, submit¬ 
ting loan applications and servicing customers. 

THE INCUMBENT: Must be aggreeelve. able to sett and work 
with others. Preference will be given to applicants with 
proven mortgage experience.. 

COMPENSATION: Salary commensurate with experience, 
flood fringe benefits package. 


REPLY IN WRITING TO: TM« MANAOBR, 

Commerce Capital Trust, 
MM Pert Street, 

Victoria. B.C. 

VSW 1H8 


_ 


Career Opportunity 

Assistant to tho Supervisor of th« Infant Development 
Programme aervmg the Capital Regional District 
Assist in providing a home-based infant stimulation service 
tor devetopmentaily delayed infanta — birth to three years. 

Oualfflcattone: Professions* training in areas related to ear¬ 
ly childhood development is essential d a special educa¬ 
tion. nursing, speech, etc > Demonstrated experience in 
working with young children and families. 

Salary: Commensurate wittf the qualifications and ex¬ 
perience of the successful candidate 

Apply: Send resumes to Victoria Press P O Box 63 
Competition deadline June 7. 1078 


MALASPINA COLLEGE 

Nanaimo, B.C. 

^ PRESIDENT 

The President is the Chief Executi eOfficer with direct responsibility 
to College Council AAeiesplne College it a medium sized two yoer 
comprehensive community college 

Cendldetet should possess exceptional administrative end leadership 
abilities end should be able to build strong working relationships with 
political, educational and community groups. 

This position becomes vacant on September 1/78. However, if the suc¬ 
cessful applicant is available before this date arrangements could bo 
made for an earlier appointment as President elect. 

A letter of application should bo accompanied by a vita, with no fewer 
then three references including addresses end telephone numbers, 
and other supporting data Each applicant should include two state 
ments one. his or her philosophy of the comprehensive community 
college, the other, the applicant's beliefs about management end 
governance. Neither statement should exceed one page 

Applications are encouraged as soon as possible end will be accepted 
until the position Is fillod. 

The application end accompanying me tor I a Is should be sent too 
AArs I K A Bennett. Chairman, 

College Council. 

AAeiesplne College, 

S00 Fifth Steet, 

_ .. . Nanaimo. BC. VfP ISf 


MacMillan Bloedel Limited 
Requires 

INDUSTRIAL ELECTRICIANS 

and 

MILLWRIGHTS 

For its Port Alberni Pulp and Paper Mill. 
Applicants with TQ or Interprovincial 
ticket (or equivalent) and significant in¬ 
dustrial experience will be given con¬ 
sideration. Relocation assistance 
available. Write or telephone 

E. Fosbery, 

Canada Manpower Centre 
4835 Argyle Street, 

Port Alberni, B.C. 724-0151 


EXAMINATION FOR 
APPRENTICE 
MARINE PILOTS 

An examination tor Apprentice pilots will be held by 
the Pacific Pilotage Authority on or about October 2nd. 
1978 to establish a list of applicant* eligible to become 
Apprentice Pilot* In Area* 2. 3. 4 end 5 (Coastal Waters) 
of tbs Pacific Pilotage Region. 

QUALIFICATIONS REQUIRED 

Applicant* mutt be Canadian citizen* between 23 and 
49 years of age. Be willing to undergo a medical ex¬ 
amination to determine mental and physical fitness to 
perform the duties of a pilot Every applicant must be 
the holder of t certifies!* ol competency not lower than 
Master of a Steamship under 350 gross Ions The appli¬ 
cant must have served on vessels In the waters of the 
Region (BRITISH COLUMBIA COASTAL WATERS) as a 
Master for ■ period of three years, or as a senior 
watchkeeping deck officer holding the appropriate cer¬ 
tificate. for a period of four years and ss a Master for a 
period of on* year 

Qualified applicants should submit a written request for 
application forms and particulars to the — 
SUPERINTENDENT OF OPERATIONS. PACIFIC 
PILOTAGE AUTHORITY. 805 - 1200 West Pender 
Street. Vancouver. B.C.. prior to 10:00 A M . August 
18th. 1978. 

PACIFIC PILOTAGE AUTHORITY 

Vancouver, B.C. 


EXAMEN POUR 
APPRENTIS-PILOTES 
DE NAVIRE 

L examen dee apprentlt-pllote* donna par i Ad¬ 
ministration da pilotage du Pacifiqua aura lieu la ou 
vert la 2 octobre 1978. afln d atabllr la list* das can¬ 
didate admissible* eux poets* d epprentis-pilote* dans 
lee zone* 2. 3. 4 at 5 (Eaux territorial**) d* la Region d* 
pilotage du Paciflqu*. 

CONDITIONS DE CANDIDATURE 

La* candidate doivsnt etr* citoyene Canadian* *t age* 
antra 23 st 49 an*, lie doivsnt accepter da subir un ax¬ 
eman medical pour determiner el leers state physique 
*t mental laur permanent da remplir las fonctlona da 
pilots. La candidal doll etre tttulalre d un brevet d’ap- 
tltude da capitame a bord d un nevir* a vapaur (jauga 
brute Inferieure a 380 tonnes) II dolt avoir occupe ton 
Is post* d* capitaln* pendant troie in* a bord d* vale- 
seam dans lea eaux da la region (EAUX TER¬ 
RITORIES DE LA C.-B). toll oaiul da premier officer 
da quart (pont). avac certifies!, pour une period* da 
quatra ana at I* post* da oapttaina (un an). 

Lea candidate oompatent* pauvant obtanir laur formula 
d lnacriptlon ou tout autr* renaelgnsmsnt •" aertvant 
(avant I* 18 aoul 1978 • lOh) au: SURINTENDANT DE8 
OPERATIONS. ADMINISTRATION DE PILOTAGE DU 
PACIFIOUE, 806 • 1200. rue Pander ouaat, Vancouver 
(C.-B). 

ADMINISTRATION DE PILOTAGE 
DU PACIFIOUE 
Vancouver (C.-B.) 





























































* 


DAILY COLONIST. Victoria, IC . Sunday. May 21. lire 


Victorian Days: What's up 


Today I* Fun frolic Day 2 7 p m—Fun frolic and 
a* Victorian Day* rclebra Mag* entertainment, Inner 
tlnns continue: Harbor area; 

Dawn to dusk—Arts and 2 p m.—Sammamish high 
craft* show in the 700 block school band concert, Ca- 
Yates; meron bandshell. 


» a m to « p.m—41st an¬ 
nual Scottish gathering at 
MacDonald Park, program 
includes Highland dancing 
featuring the Adeline Duncan 
Dancers hi a Salute to Cap 
tain Cook at 2 pm, a massed 
Highland fling of 400 dancers, 
pipe* and drum* featuring 
the Canadian Scottish Regi 
ment and the City of Victoria 
Pipe Band, an archery com¬ 
petition. children * compel! 
lions, Scottish field events, 
and refreshments; 

It a m.—Salvation Army 
Citadel corps church service 
In Centennial Square; 

Noon—Ingraham high 
school band concert, Ca¬ 
meron bandshell; 

1 p.m —Army, Navy and 
Air Force Veteran* provin¬ 
cial color party tattoo. Heri¬ 
tage Court; 

1 70 p.m —International 
citrus shoot. Black Ball 
Ferry overload parking lot; 


2 p.m —Beard and mus¬ 
tache contest on Government 
Street stage; 

2: 30 p m — Bed rare In 
Black Ball Ferry overload 
parking lot; 

3 p.m —Heritage Court 
carillon concert by Herman 
Bergink; 

3 p.m —Parade of boats 
starts in the Inner Harbor; 

4 p m.—Kent Meridian 
symphony orchestra edncerl, 
Cameron bandshell; 

4 p m —Costume parade at 
Government Street stage; 

4:30 p.m—Tranquillity. 
Calif., high school band con¬ 
cert, Belleville Street; 

0-0:30 p.m —John F. Ken¬ 
nedy high school band. Las 
Palmas. Calif., concert on 
Belleville; 

6:30-7 p.m—Tustin, Calif., 
high school band concert. 
Belleville; 


7 p m.—Toll high school 
band concert. Cameron band 
shell; 

0:30 p.m—Rainbow Sea 
Cadet* sunset ceremony, 
legislative Buildings; 

10 p.m —Crowning of the 
May Queen. 


MONDAY 

Dawn to dusk—Arts and 
craft* show, 700 block Yates; 

0:30 a m-Pre-parade en¬ 
tertainment by Victoria Mo¬ 
torcycle Club and Vancouver 
Island Western Square Dance 
Association, Douglas Street. 

0 am—Victoria Day 
parade. Douglas at Mayfair 
to Belleville; 

Noon—Gorge Regatta, 
Gorge-Kinsmen Park; 

2:30 p m.—Tranquillity 


Advertising 
brings product 
information 
to you 


CHICKEN 

|ON THE RUN| 

l nrle t red'a 
DELIVERS 
CATERS 
i385-3468g 


‘Let Quebec play game’ 


Union high concert, Cameron 
bandshell. 

3:30 p.m —Concert by com 
blned orchestras from 
Shorewood and Shoreline 
high schools, Seattle, Ca 
meron bandshell; 

l:M p.m —Sunset cere¬ 
mony. Rainbow cadets. Leg 
islative Buildings. 

TUESDAY 

Tuesday is Pioneer Day 
and the events are: 

Dawn to dusk—Arts and 
crafts show. 700 block Yales, 
selection of pioneer for day, 

10 a m. to 4 p m —School 
participation. Centennial 
Square; 

7:36 p m —Naden Band 
concert. Cameron bandshell; 

0:30 p m —Sunset cere¬ 
mony, Rainbow cadets. Leg¬ 
islative Buildings. 


OTTAWA (CPI-FInance 
Minister Jean Chretien say* 
three provincial finance min 
isters told him to reject Que 
bee's stand on the controver 
sial issue of sales lax cuts 

Chretien says he called the 
ministers after Quebec 
turned down Ottawa's pro 
posal to reduce provincial 
tales tax and asked if he 
should accept the position of 
Quebec Finance Minister 
Jacques Parizeau. 

•'They said no way, and 
they said he should piay the 
game like we played the 


game," Chretien says on the 
CTV program Question 
Period, taped for telecast 
today. 

Chretien did not name the 
other ministers. 

It was a continuation of the 
defence Chretien and the fed 
eral Liberal government 
have mounted for the past 


week in the Commons over 
budget measures to reduce 
provincial sales taxes to 
stimulate the economy. 

Eight provinces agreed to 
the across the-board tax cuts, 
but Quebec proposed instead 
cuts only on selected items. 
Alberta, with no sales tax. 
was not affected. 


To save its budget mea 
sure* in Quebec. Ottawa says 
It will provide a rebate of tlx* 
million on income taxes, 
about S85 for each taxpayer 
Under the proposals. Oita 
wa is reducing its income tax. 
allowing the provinces to in¬ 
crease their levies to cover 
the cost of the sales tax cut. 



DISCO 

FEVER 

DISCO LESSONS 

at Arthur Murrays 
For Demonstration lessor 
Call 

385-1476 



YAMAHA 

HV2*t »' pot. 210** the- 1 »e f .t I 



io 


.Arthur 'l' JSturruy 


FRANCHISED DANCE STUDIO 
By appointment 

Serving Victoria lor over 29 yean 
715 YATES ST. 
MON.-FRI. 12-li P.M. 

SAT. 11-4 P.M. 


Little girls grow fast. Good bargains 
like these dresses are a welcome sight. 
Sizes 2-6x for 3 " 7-14 only 4 " 

Eaton's offers little girl dresses in a wide selection of prints, 
colors, fabrics and styles. Don’t miss out on these excellent 

prices. 

Girt** Wear, Dept 211. Third Floor 



Eaton’s will be closed Monday, May 22, for the Victoria 
Day holiday and will reopen Tuesday, May 23. 


EATON'S 


BUYLINE: 388-4373. Store Hours: Monday, Tuesday, Saturday »:30 a.m. to 5:30 p.m. Wednesday, Thursday, Friday »:30 a.m. to »:00 p.m. 
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Poor 

FuzzyWuzzy 
never knew 
WxjdyWhiffit 


Once 'upon a time there was a Fuzzy 
Wuzzy who had no hair Now there's a 
Woody Whiffit who's (!ot lots He's a 
kit. you see. and you pul him together 
\ourself You hook wool into canvas, 
just like when you make a rug 
(inly Woody VVhifflt's not a rue — 
lie's a wonderful, fluffy puppy He's 
pot hupgy wooly hair all over the 
place, just like sheepdogs are sup 
posed io. It's awful hard to walk 
right past him without giving him a 
big hug and a smile. So. why don’t 
ton make yourself one? It's easy 
with a Whiffit kit. Oh. you could 
make one for a friend too. but take 
heed — he's very hard to part with 

Woody Whiffit Kit _ 

(size shown 15"x25'') 

Other assorted Whiffit puppy kits 
a\ ail- 

able from 

27.50 to 100.00 

IVs. Pleas£ don't feed. 




Taos Rug Kit. When complet 
ed. this wallhanging measures 
I5”x21” plus fringe. It's easy. 
You pull yarn through canvas 
and knot it. Instruc¬ 
tions are included in __ 

the kil. 25.00 


rsian Petitf Rug Kit. II 

isn't take long to learn how 
hook this rug. Instructions 
■ included. Once 
ished. it mea 
•es 19"x27". «J5.UU 


Navajo Clouda Wallhanging 

Kit wilh instructions. Wall- 
hangings lend warm atmos¬ 
phere lo a room. This Hi-Lo 
pile rug for hanging measures 
20"x30” plus fringe, 
when completed. 410.UtJ 


Twilight Design Rug Canvas. 

Make your own color variations 
on this pre-printed canvas. 
100% polyester, it measures 
20”x27’\ Other designs avail¬ 
able. Yarn require- 
ment indicated. 0.50 ’ 


Lady Fatr P re-Cut Rug Yarn. 

For your convenience, this 
varn is already cut in 2V 
lengths. Each package contains 
.720 pieces. Choose from 7* 
colors. • 0 

phr package .^O 

Issey Loads. Depl. Z24. Third Floor 


EATON'S 

. V 

The store with the most exciting ideas 

(X -*•» 


BUYLINE 3M-4373. Store Hour*: Monday. Tuesday, Saturday 1:30 a.m. 


to S:30 p.m. Wednesday, Thursday , Friday 9:30 a m. to 9:00 p.m. 
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Tinnitus masker 
looks like 
a hearing aid 
but leaves 
ear canal open 
for regular 
hearing 



-Cxtemht ohrto. by Ian McMin 


For people who hear noises, 
science has a strange remedy 


B> PAl L l>f (.ROOI 

Colonitl R« 0 orl»r 

some people can I hear 
uell. oral all. But perhaps 
as many as one-fiflh of the 
population have the oppo 
site problem—thev hear 
when there is nothing to 
make a noise. 

The sounds range in 
type and intensity from * 
barely audible pure tone 
to a loud, persistent roar, 
in one or both ears. This 
condition, called tinnitus, 
not onl\ interferes with 
iheir normal hearing but. 
like the Chinese uater 
torture, is so irritating 
that it < an lead to loss of 
sleep, fatigue, depres 
sion. and even suicide 
t sually it is accompanied 
b\ hearing loss, but mans 
tinnitus sufferers have 
normal hearing About 
one-fifth have the condi 
tion with such intensity 
that they are virtuallv 
disabled by it 
While tinnitus has some 
known cause*—allergies, 
high blood pressure, brain 
tumors, ear infections, or 
long exposure to high in 
tensity noises—it is fre 
quenlly difficult to pm 
down, since only the linni 
tus sufferer can hear it 
And in the past, when 
physicians have system 
atically eliminated ail 
modifiable causes, and 
the ailment persists, no 
remedy has been avail 
able to the tinnitus suf 
ferer other than to sug 
gest that “you’ll have to 
learn to live with it." 

Science, and a bit of 
luck, have come to the 
rescue w ith a remedy that 
works for most tinnitus 
sufferers. This solution 
crails for making a hear 
ing aid that will, either in 
conjuction with a regular 
hearing aid or by itself, 
duplicate the sound of the 
tinnitus 

The tinnitus masker." 
as it is called, has been a 
long time coming, be 
cause it hardly makes 
sense to get rid of a noise 


by duplicating il. Never 
iheless. it has proven 10 
be an effective remedy 
and as more is learned 
about the condition and 
the maskers are im 
proved, their effective 
nest will probably in 
crease, according to 
Mark Hambley of Island 
Acoustics, a hearing aid 
dealer and one of two B.C 
health workers (the other 
is a Vancouver physician) 
who hav e taken courses at 
the University of Oregon 
in the management of tin 
nitus. 

The germ of the idea has 
been around for some 
time Many tinnitus suf 
ferers found lhal they 
slept better if they tuned 
their FM radio between 
stations to obtain static 
which would mask the 
sound in their heads City 
dwellers are often better 
able to cope with the con 
dition because their en 
vironment is noisy and 
tends to act as a natural 
mask 

For those with hearing 


loss, a hearing aid ampli 
lies ambient noise and 
often relieves tinnitus 
But the tinnitus 
masker, which looks like a 
hearing aid. has one un¬ 
usual property that may 
provide clues to learning 
more about tinnitus 
Many sufferers, after 
wearing a masking device 
for a short period of time, 
have found that their tin 
nitus does not return im 
mediately after the 
masker is turned off This 
residual inhibition." as 
the medical fraternity has 
labelled the condition, 
usually lasts for .15 to 40 
seconds ai first, and in 
many cases will Iasi (of 
hours or even weeks alter 
the masker is worn for 
some lime 

While researchers are 
reluctant to say that any 
one has been cured by the 
tinnitus masker, some 
users have had no recur 
rence for months after 
using a masker 
Technical aids for 
treating tinnitus now 


break down into three f 
group*—regular hearing 
aids, which have ear 
molds to block off the ear 
canal and simply amplify 
all sounds, frequently 
masking out tinnitus in 
the process; tinnitus 
maskers, which leave the 
ear canal open, for people 
who have normal hearing 
in addition to tinnitus; and 
combinations of the two. 
lor those with both hear 
ing loss and tinnitus 
Hambley stressed in an 
interview that tinnitus is 
only a symptom, and be 
fore the masking device is 
used, all other remedies 
must be ruled out. 

"I look at it as a team 
approach It's used with 
an otolaryngologist (ear. 
nose and throat physic 
ian). myself, and if neces¬ 
sary. an audlologtM 
Patients only go to 
Hambley after they have 
been thoroughly exa 
mined and tested by the 
physician to rule out con 
ditions such as high blood 
pressure or tumors. 



Hambley adjusts sound generator for patient 


Those with no dtsccrnable 
medical disorder other 
than the sound itself 
usually have a history of 
exposure to intense sound 
over long periods of time 
or an ear infection, and 
the tinnitus is probably a 
permanent disorder of the 
auditory system. Hamb¬ 
ley said. 

Patients referred by 
their physician to Island 
Acoustics are put in a 
sound booth where Hamb 
ley matches the sound 
they hear as closely as 
possible with an artificial¬ 
ly-generated sound He 
Ihen orders a tinnitus 
masker, which produces a 
noise In a narrow band 
width matched to tha 
sound of the tiimitus, for a 
trial period la determine 
how it works 

So far. it has worked 
very well. Of the dozen 
patients Hambley has 
treated with the tinnitus 
masker so far. all but 
one have had some relief. 

The tinnitus masker has 
only been in use for about 
two years, fallowing the 
time when a Portland 
man. in spite of his physic¬ 
ian's conviction that ad 
ding an external 3.000 
cycies-per-second sound 
to the 3.000 cycles-per- 
second sound in his head 
would do nothing for him. 
listened to the device for a 
while and liked what he 
didn't hear. 

For the future, much re 
search in both the disease 
itself, and the technology 
for treating It, remains to 
be done. Hambley said. 

For one thing, all the 
masking devices avail¬ 
able up to now produce 
sound in narrow bands of 
sound frequencies, rather 
than pure tones of a single 
frequency, but pure tone 
tinnitus is the most deblli 
fating. While narrow band 
maskers have proven cf 
fective. development of 
more sophisticated de 
vices should improve Ihe 
situation even more 


Trustee suggests 
an all-year school 


A school which runs year 
round should be considered 
by the Greater Vieterie 
school district, trustee Peter 
Dorazio has suggested 

In a notice of motion to be 
dealt with at a school board 
meeting Tuesday. Dorazio 
asks for a study of the idea 
As yet, Dorazio says in sup 
porting material, no Cana 
dian schools operate year 
round, although aboul 100 
school districts in the L.S 
use the system. 

The year-round school 
should be considered an edu 
cational option rather than a 
compulsory entity, Dorazio 
says. 

"It can ... improve educa 
tional quality through an or¬ 
ganization which provides a 
flexible instruction 
style . . . Specifically, the 
learning pace and pattern fur 
some students (for remedia 
tion. enrichment, accelera 
tion. make-up), their vaca 
tion and unique life styles and 
those of Iheir families can be 
accommodated more rcadi 

ly" 

Students who have learning 
difficulties, and those whose 
families take winter vaca 
lions might find the year 
round school to be useful. 
Students might have less dif¬ 
ficulty finding jobs if they 
look a break during the win¬ 
ter. Instead of in summer, he 
adds. 


The program could be im¬ 
plemented at either the ele 
mentarv or secondary level, 
w ith the elementary curricu¬ 
lum adapting to the year 
round approach more easily, 
or present summer programs 
at the high school level being 
expanded. 

The board will also get a 
request lu establish an ele¬ 
mentary summer school 
from pupil services .superin 
lendent Court Brousson. 

"Without constant repeti 
tion in the basic skills 
through the summer months. 


a serious regression will 
occur on the part of some of 
our students. Parents of 
learning disabled and Intel 
lectually slow youngsters feel 
this need most acutely.” 

An elementary summer 
school was proposed during 
197k budget discussions, but 
was later eliminated from the 
budget Brousson suggests 
that funds allocated to the 
career education department 
for use of a computer term! 
nal. which the provincial got 
ernment has not decided to 
continue using, could be di¬ 
verted to the summer school. 


Ferries brace 
for next rush 

Drivers at the Swartz Bay ferry terminal on Saturday 
had a one-sailing wail on some morning and afternoon 
departures, a B.C. Ferry spokesman said Saturday 

Saturday overloads occurred at 7. S. II and 11.13 
a m . and al 3:13 p.m. By aboul 4 p.m.. Ihe big rush 
which had started on Thursday for the Victoria Day holi 
day weekend was about over, he said 

The usual jamup for drivers returning to the Island 
was expected all day Monday and Tuesday, he said. 

On Friday, about 133 vehicles at the Swartz Bay termi¬ 
nal were left behind at the 3 p.m. sailing, and a special 
run of the Queen of Albemi at 3:15 took some of the extra 
vehicles. 



Bystanders flinch along with John Ges- 
man as he fires model of 16th century 
Dutch naval cannon at Victoria's Inner 
Harbor Saturday. Smoke-belching can- 


—Cotonift photo bv At** Bar ta 


non emitted a loud blast. Gcsman. 
who lives aboard boat at West Bay Ma 
rina, built it himself. Salute honored 
Cook bicentenary and Victorian Days. 
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Saanich can have best of both worlds—planner 


Bv PAUL BENNETT 


It is vital that Saanich 
municipality hold its present 
urban containment bound 
ary. municipal planner Gil 
;].aurenson said Friday 

Laurenson. in an interview 
on Ihe status of the official 
■community plan—which has 
been in limbo since just be 
fore the elections Iasi No 
vember—said the urban con 
talnment boundary was im¬ 
portant in at least two ways: 

• It helps Saanich—and 
Greater Victoria—residents 
maintain a good quality of 
life in environmental terms; 

• By limiting the demand 
for new services such as 
'roads, sewsrs. water, power 
and schools, the urban con 
talnment boundary helps 
keep municipal property tax 
Increases within reasonable 
hounds 

Laurenson said that with 
aboul 100 amendments re 


quested by aldermen and the 
public during the course of 
public hearings, he's satis 
fled lhal Ihe revised draft of 
Ihe community plan is "at 
crptable to the majority of 
council" although a couple of 
issues remain to be sealed 
Although il would appear 
council is committed to a 
course of developing Ihe 
Royal Oak area fur rcslden 
tial purposes, instead Of as 
an industrial park, the issue 
is still unresolved. Laurenson 
said, until the Capital Region 
Board rules on ■ Saanich 
application to rezone the area 
from Industrial to urban. 

The other Issues are wheth¬ 
er Minnie Mountain will be 
developed for single-family 
use and whether a major re 
glonal shopping centre will be 
built on the western fringe of 
■he Broadmead subdivision 
Laurenson said he expects 
a special council meeting will 
be called In June to resolve 


those Issues. Then perhaps 
Ihe official community plan 
could be formally approved 
well before the next election 
in November. 

laurenson and many other 
administration officials at 
Saanich are perturbed over 
the threat of a coterie of 
wealthy businessmen— 
among them former mayor 
Kd Lum and Aid. Geoffrey 
Vantreight— who have indi¬ 
cated they Intend to try to 
overthrow the current "mod¬ 
erate" majority on Saanich 
council come November. 

Much of the thrust of what 
Laurenson. In particular, is 
trying to achieve could be lost 
in that event. For example, 
the status of Roysl Oak has 
been debated for 12 years 
now and If the current coun¬ 
cil's Intention to have it de¬ 
velop for residential purposes 
were to be overturned by a 
1979 council, the process 
could conceivably lake as 


long as another 12 years to 
resolve. 

Laurenson declined any 
comment on what effect 
Mayor Mcl Couveiier's idea 
for a municipally-developed 
industrial zone might have 
on Ihe community plan 

Couvelier said recently he 
expected to call a special 
council meeting lo discuss 
the matter within a few 
weeks. The area concerned, 
which Couvelier hasn't made 
public. Is widely believed to 
be around Roy Road. 

A formal application has 
yet to be received from 
Broadmead Farms Ltd. for 
tha proposed Broadmead 
shopping centre, although the 
planning department has had 
some preliminary discus¬ 
sions on studies produced by 
Broadmead 

Laurenson conceded the 
municipality has considered 
asking Ihe development com 
pane in Include a major rec¬ 


reation complex In the pro¬ 
posed shopping centre as pert 
of the price of municipal 
agreement to the develop 
ment. but said until a formal 
application is received from 
Broadmead. the concept can¬ 
not be taken further 

The planner said there was 
no doubt In his mind that 
Greater Victoria needed a 
third major regional shop 
ping centre, based on popula 
tion and shopping habits. 

Broadmead managing 
director Gordon Ralston Indi¬ 
cated In an Interview that tha 
Broadmead shopping centre 
proposal would stay on the 
"back burner" until the Min¬ 
nie Mountain development Is 
approved or rejected by 
council 

"A revised application is 
currently being considered 
by the municipal adminlstra 
tion." he said, "but the final 
decision will have to be a 
political one." 


That application, which 
proposes about 210 low-rise 
units for the site, retaining 
much of the treed, rocky en¬ 
vironment In its original 
slate, gains a lot of sympathy 
from Laurenson. who said 
that North Americans in gen¬ 
eral have to become less 
■fearful" of a more demo 
cratlc mix of housing. 

“Particularly In view of Ihe 
fact that many younger—and 
older—people Just can't af¬ 
ford the cost of today's sin¬ 
gle-family detached dwell¬ 
ing." he said. 

"Many people fear they 
will lose tome of the value of 
their biggest Investment— 
their home—If apartment 
blocks and other forms of 
higher-density housing come 
Into the neighborhood." hr 
salt!. “People have to realize 
there Is no need for fenr 
There Is room for everybody, 
as has been proven In many 
other communities.'' 


Returning to Saanich's 
policy of containing urban de¬ 
velopment to the area rough¬ 
ly south and east of Wilkinson 
Road and Royal Oak Drive. 
Laurenson said growth of the 
municipality should be con¬ 
fined to "Infilling" of that 
area and redevelopment of 
some of the older parts of the 
municipality to higher rest 
dential (tensities. 

He added that “there is not 
that much room left for 
growth in Saanich and lhal 
tha Weatern Community 
would hava to begin taking up 
the alack fairly soon." 

' "You can have the best of 
both possible worlds (In 
Saanich) If growth la con¬ 
trolled. Growth for growth's 
sake lan't necessary 

Laurenson said that If 
Saanlch'a policy of urban 
containment was to be con 
tlnued. there would have lo 
be a totally new approach by 


the provincial government to 
assessments on rural land. 
“You have to encourage peo¬ 
ple to live on the land, to 
continue using It in the fullest , 
sense of the word " . 

"There will come a time 
when we are going to neeed 
this land to support our 
selves." he said, adding 
pointedly that senior muni 
cipal officials from Califor- 
nla had recently called on 
him to tell him of their own 
problems In protecting farm 
Ing areas. 

Laurenson believes rural 
B.C. farmers will end up sup¬ 
plying much of the food for 
Canada and fears that sooner 
or later, with the rising cost 
of fuel, hot even the transport 
links that we now enjoy be¬ 
tween here and the produce- 
raising areas of California 
will remain. 

"We have to husband our 
resourres as carefully as pot 
slhle.' he cautions 
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KEITH LINTON, currently the leading harness racing 
driver in Canada, is coming to Sandown Park as soon as the 
Calgary meet is over and may be here for opening day, June 
.1. He'll have much good competition for driving honors. 
Including Jee Hadoa. who finished fourth in the recent world 
driving championship. andStu Erickson .Sandown is look¬ 
ing much brighter with a new paint job and much busier 
with horses arriving steadily and getting in their preparato 
ry runs for the summer-long meeting...it was pleasant to 
hear that veteran Dave Fyvie is well and getting much 
enjoyment out of television sport. And belated congratula 
tions on his 91st birthday...the National Golf Foundation has 
estimated that an average of almost a million rounds of golf 
are played daily in the U.S, tabbing the figure for 1977 at 332 
million. Other conclusions drawn from its research are that 
about 60 per cent of the total was played by men between 16 
and 64 years of age and about 18 per cent by women in that 
age group. Over 65 seniors accounted for 15 per cent and 
juniors for seven per cent...Glen Barlow, the Royal Colwood 
junior who reached the handicap final in the Vancouver 
Island Open match-play golf tournament, is not the son of 
former hockey star Bob Barlow. as reported on these pages 
last week following receipt of erroneous information Fin 
land got all the worst of it in the world hockey tournament, 
having to play five games in six days with the first four 
against Canada, Russia, Czechoslovakia and Sweden. It's no 
w onder the Finnish team had to scramble to stay in Group A 
after starting with that upset of Team Canada...and Team 
Canada is getting credit for more than the bronze medals. 
It's exemplary deportment won favor in Czechoslovakia at a 
time Canadian businessmen were negotiating more than 
$300 million worth of deals with the Czechs., the May 22 
issue of Sports Illustrated has an article on the Swiftsure 
race. It's a bit. quite a bit. on the flowery side but getting 
notice in the most prestigious of sports magazines compen 
sales., the first white player to win a spot on the Florida A & 
M football team was named Rufus Brown 

WWW 

ROSEMARY FULLER, currently in California with 
Doc's Blues, looks like she is going to have another banner 
season. The Victoria righthander is 9-0. her last four 
victories coming in Lodi, where the Canadian women's 
softball champions won two of four exhibition games before 
going unbeaten in a four-team tournament it's been a long 
time since Montreal Canadiens were as well beaten as they 
Were Thursday, and Boston Bruins did what has to be done 
to have a chance against the Stanley Cup champions — they 
skated with them and didn’t get out of position looking for 
cheap shots. If the Bruins can do it again tonight, they may 
finally get the notice due them. Perhaps because they 
lost some glamor when they traded Bobby Orr. it has gone 
largely unnoticed that in the past 10 seasons the Bruins have 
totalled 1.085 points in schedule play — and that's only 35 
fewer than the Canadiens managed...the Canadiens should 
be in a trading mood when the Stanley Cup final is over. 
They can only protect 20 players, two on a preferred list, for 
the intra-league draft, and that means perhaps as many as 
six of their players will be available unless a trade is made. 
It's said they will protect Pat Hughes, a rightwinger with 
Nova Scotia Voyageurs. and it's possible they will sign Mark 
Napier, who has been with Birmingham Bulls of the World 
Hockey Association to add to the crush San Diego Padres 
are still a fair step away from being among baseball's elite, 
but they do travel in style. Owner Ray Kroc. who paid 94.5 
million for a 707. had it refitted with 60 first-class seats and 
used much of the remaining space for card-playing areas a 
contending team in Nanaimo is great for the Western La¬ 
crosse Association but it still does seem a pity that Kevin 
Alexander, as exciting a player as any developed in Vic¬ 
toria. isn't with his home town team . George Harknett isn't 
saying but he's a horseman and may not get through that 
summer-long action at Sandown without adding a pacer to 
his stable 

* * * 

ANNE NORBURY has been excited often in her asso¬ 
ciation with horses and horse-racing, but her biggest mo¬ 
ment came last Wednesday when Jai Alai, a three-year-old 
filly which had finished an unimpressive fourth in a $6,500 
maiden race earlier, moved up among winners in the 98.000 
bracket and turned in s smashing 931 60 win while running 
for her owner, with husband Walt, and breeder. Jai Alai, by 
Struck Out out of Humahawk. is half sister to I,oma Hawk, 
which was sold by the Norburys, and a full sister to Caaeda 
Hawk, a two-year-old owned by Derek Green Rhys and 
Loma Davis are now great grandparents but there may 
never be a horse named Rhys Hawk. Anne wouldn't 
dare , the last Western Conference team to win a Grey Cup 
game played in the east was the 1964 B.C. Lions best of 
luck to Jim and Lynn Chapman and Don Rogelstad in their 
effort to bring back professional baseball to the city. Every 
baseball fan should give Victoria Mussels a look, they could 
well be an attractive addition to the sports scene...it's 
difficult to decide whether to envy or feel sorry for one 
teen-ager who was In the crowd which welcomed Toronto 
Maple Leafs back home after they had eliminated New York 
Islanders in the Stanley Cup quarter-finals. “When things 
had cleared,” the Toronto Star reported, "one teen-age girl 
stood sobbing by the elevators. 'I touched Tiger Williams. I 
touched the Tiger.'" she said. ’"And he touched me." Well, 
at least they let her remain anonymous , some idea of the 
money-raising potential of closed-circuit cablevision can be 
gleaned from figures which show that if only five per cent of 
U.S. homeowners paid an average of 927 a year for closed- 
circuit football and baseball it would equal what the two 
sports now get in television revenue ..Calgary Stampeders 
must hold the football record for producing general-manag 
erv Three former Stampeder quarterbacks are head hon 
i hos in the NFL — Jim Finks with Cktcaga Bears, Don 
hlo'lerman with I os Angeles Rams and Eddie LeBaron 
with Atlanta Falcons. Then there is Earl Lunsford with 
Winnipeg Blue Bombers Bob Shaw with Hamilton Tiger- 
Cats. Bob Geary with Montreal Alouettes and. of course. 
Jack Gotta, back with his old club as manager and coach 


Marcotte big factor in success of Bruins 


BOSTON (CP) — Coach Don Cherry gave yet another 
warning aboul over confidence, then led his Boston Bruins 
through a light workout Saturday In preparation for Game 
Four of their Stanley Cup final series with Montreal Cana 
diens. 

The over-confidence that worries Cherry stems from 
the Bruins' last two performances. In both Game Two. 
which they lost 3-2 In overtime, and Game Three, a con¬ 
vincing 4-0 victory, the Bruins have been superb 

So. the Boston coach doesn't want success to get to 
their heads, especially since Montreal leads the best-of- 
seven National Hockey League championship 2-1 going into 
tonight's fourth game. 


Cherry has been limiting his practices to a minimum of 
work because of injuries to Rick Middleton (shoulder), 
('ashman (knee). Greg Sheppard (knee) and goallender 
Gerry Cheevers (both knees) 

Don Marcotte, however, is in good shape and is playing 
his best ever playoff series. 

Part of the new Boston strategy has been to have the 
forwards hang back and cut off the Canadiens speedsters 
breaking for open ice and Marcotte has been particu¬ 
larly effective against Montreal's Guy Lafleur 
Marcotte, however, denies he's shadowing the fast right 
winger 

“That's not the way I play him." Marcotte said. "I don't 
chase him all over the ice. 


"When I'm on the Ice and he's on the ice, I play him like 
a third defenceman.' „ , 

Cherry said Marcotte always comes to his mind when 
he's driving home after games 
“I snap my fingers like I forgot something." he said. 
"What I always forget Is to praise Marcotte in my post 
game press conferences. 

"He plays so well every night, year after, year, that 
you take him for granted When young wingers come In 
the team, I always tell them to watch Marcotte if they 
want to learn how to play well in this league." 

The game will he Merast on channels 2 and I. starting al $ 
p.m. 


Pitcher’s only delivery 
caps defeat of Giants 


Randy Moffitt only threw 
one pitch Saturday but that 
was enough to give Los An¬ 
geles Dodgers a victory and 
end the San Francisco 
Giants' win streak at eight 
games. 

The Giant reliever hit Bill 
Russell with the bases loaded 
in the ninth inning to force In 
the winning run as the 
Dodgers edged the Giants 3-2 
in a National League base¬ 
ball game at Los Angeles. 

Bill North, playing only his 
second game since coming to 


the Dodgers from Oakland 
A s. led off the ninth with a 
double against Gary Lavelle 
Steve Yeager was walked in¬ 
tentionally and pinch-hitter 
Manny Mola advanced the 
runners with a sacrifice bunt. 

Lavelle then intentionally 
walked Lee Lacy, filling the 
bases before Moffitt took 
over and hit Russell with his 
first pitch. 

The victory put the 
Dodgers w ithin one and a half 
games of the first place 
Giants and they remained 


half a game behind Cincin¬ 
nati Reds who outscored San 
Diego Padres 10-6 at Cincin¬ 
nati. 

George Foster's two-out. 
bases-loaded triple off Roilie 
Fingers in the eighth inning 
powered Cincinnati. 

Trailing 9-4, the Reds load¬ 
ed the bases in the eighth 
against Fingers when Dave 
Concepcion tripled, Dave 
Collins walked and stole sec¬ 
ond and. with one out. Pete 
Rose w alked 

After Ken Griffey popped 


up on a 3-2 count. Joe Morgan 
drew a bases-loaded walk 
and Foster tripled. 

Dan Driessen singled home 
Foster and subsequently 
scored on Dave Concepcion's 
single, his second hit of the In¬ 
ning. 

NATIONAL LlAGUa 


IOC names second Canadian 

ATHENS (AFP) — Richard Pound of Canada and 
Hassan Bin Abu Samah of Malaysia were among the 
five new members admitted to the international Olympic 
Committee Saturday, bringing the strength of the world” 
sporting body up to 89 members. ** 

Pound. 35. a former Olympic swimmer and winner n& 
gold, silver and bronze medals in the 1962 Perth Common 
wealth Games, joins Toronto lawyer James Worrall as , 
Canada's second IOC member. JJ 

Pound, president of the Canadian Olympic Association - 
and a member of the Canadian swimming hall of fame, 
attracted IOC notice with a penetrating speech at the 
Olympic congress in Varna in 1973. 
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LEAPING HIGH, New York Yankees' 
Thurman Munson avoids tag by Toron¬ 
to Blue Jays’ catcher Rick Cerone to 


score during Saturday baseball action 
at Toronto. Bine Jays emerged with a 

10-8 victory. 


NANAIMO - It was Mac 
Maude's turn to shine Satur¬ 
day night for Nanaimo Tim- 
bermen. 

The rookie goalkeeper 


came up with 52 stops in help¬ 
ing his club knock off Victoria 
Shamrocks 10-8 in a Western 
Lacrosse Association game 


Bakers shaded 


RICHMOND - Greg Jen 
sen scored his second goal 
with 13 seconds remaining 
Saturday night to lead Rich 
mond Roadrunners to a 10-9 
squeaker over Victoria 
McDonalds. 

Jensen's goal scuttled a 


Skylarks split pair 


After soaring to victory in 
the opener of a women's se 
nior 'A' exhibition softball 
doubleheader Saturday. Vic 
toria Skylarks learned in the 
second game that there's 
muscle in those Fraser Arms 
after all. 

The Skylarks, inspired by 
the near-flawless pitching of 
Debbie Derkson. won the first 
game 2-9 at Central Park. But 
the Vancouver club erupted 
for five runs In the first two 
Innings of the second game to 
hand the Islanders a (-2 de¬ 
feat. 

Derkson spun a beauty In 
the first game, handcuffing 
the visitors on four hits and 
walking one batter. 

She and Fraser Arms' 
starter Tammy Dixon were 
locked in a scoreless duel 
until (he fourth inning when 
first baseman Laurie Grim 
slon tripled to lead off. 

I.nrna Me Hattie followed 
with another three-bagger 


Softball 

roundup 


then scored the last run of the 
game on an error 

Vancouver didn't hesitate 
lo retaliate in the second 
game, jumping on Skylarks' 
starter Sharon Ferrill for a 
pair of runs in the opening 
inning. Helped by two Vic¬ 
toria errors to open the sec¬ 
ond, Fraser Arms piled up 
three more runs before the 
inning was out. 

Vancouver added its final 
run in the fourth, while Vic¬ 
toria notched runs in the third 
and fifth innings. 

Leadoff hitter Sheila 
McGrath was Vancouver's 
offensive spark In the second 
game, collecting three hits, 
scoring four runs and driving 
in one 

Capital Builders dumped 

Remeo Office Supply 7-2 at 
Hcvwood Park, improving Its 


record to 2-9 in the Heywood 
league tournament Capital 
also won the tournament 
opener Friday 
Sharing the tourney lead is 
Webb and Trpce. which 
clipped Hygrade Radio 7-5 
and James Bay Inn 10-2. 

In other games. Remeo 
blanked Strathcona 7-9 and 
Hygrade Radio tripped Vic¬ 
toria Athletics 3-1. 

Meanwhile in a women's 
Invitational tournament at 
Vancouver's Southhill Memo¬ 
rial park, Sandy Mllliken 
fired a three-hluer. striking 
out five, lo lead CJV1 VI- 
cettes to a 2-9 win over Sur¬ 
rey. 

In a men's tournament 
game in Richmond. Elks of 
Victoria's Stuffy McGinnis 
League dropped a 2-9 deci¬ 
sion to Mulligans 
Len Caroian of Elks struck 
out 14 batters and scattered 
six hits In the losing cause but 
a two-run Richmond home 
run proved his undoing 


comeback bid by McDonalds, 
who battled back to tie 9-9 at 
18 :16 of the third period after 
Richmond grabbed an 8-5 
second-period edge. 

Richmond outscored Vic¬ 
toria 5-3 in the first period. 

The victory moves Rich¬ 
mond into a second-place tie 
with McDonalds, each with a 
record of 3-3. Unbeaten Bur¬ 
naby Cablevision leads the 
Western Canada Major Ju¬ 
nior Lacrosse League with a 
5-0 mark. 

Doug Angrove fired three 
goals for Victoria, with 
Wayne Reeve and Jeff Whit 
ney-Griffith scoring two 
each. 

Terry Jay and Mike Game 
scored one goal apiece. 

Jon Caviglia also scored 
two for Richmond, while 
Mike Colmont. Rob Grant. 
Ken Storoshenko. Art Hazell. 
Chris Rlx and Dave Baraz- 
zoul pocketed single goals. 

Mike Duch turned aside 52 
shots for Victoria while two 
Richmond goalkeepers com¬ 
bined to make 38 stops. 

McDonalds play the Sal- 
monbellies In New Westmin¬ 
ster Monday. 


■urnaOv 

VICTODIA 


N Wttunlnstsr 
Cooultlam 


* * 
AWLS 
S S I St 

1 S 3 

S I } 

4 1 2 

5 I I 


A AN 

S3 IS 


7t St 

S3 7] 
St ss 

41 14 


Ntxf tarns 
mlmttr 44 9orntbv 


VICT08IA 

Vancouver 


Additional sport 
Pages 1«, 17, 18 


Philadelphia 031000 100 05- 9 19 0 
New York 300 000 100 00- 4 11 1 
Carrion, Peed (?) McGraw 2-2 (9) 
Garvar (11) andMcCerver. Boone(7), 
Bruhert, Cornelo (7) Slebert (7) 
Mettger (I) Murray 12 (9> Kobei 
(11) and Stearns HR: NY—Henderson 
(S). 

Atlanta 000 000 000- 0 4 1 

Houston 203 022 40x-13 17 0 

Boqoa I S Solomon (3), Campbell 
(5). Easterly (7), Devine (!) and Po 
coroba. Murphy (I). Richard 4-3 and 
Ftrguson HR* Hou—Walling (1), 
Crm (1). 

Pittsburgh 300 300 000- 6 9 0 

Montreal 000 000 000- 0 3 0 

Blyleven 34 and Ott. Twitched 2-4 
Dues (6) Knowles (8) and Carter 
HRs: Pgh—Stargell 2 (6) 

St Lomt 80) 010 000- 2 8 3 

Chicago 102 103 30x- 10 11 2 

Falcone »3 Urrta (S> Hamilton (a) 
vuckovich (8) and Simmons, Lamp. 
Fryman 3 4 (3) P Reuschel (6) Moore 
(71 and Rader HRs: SL—Tyson (3) 
Morales (3). Chi—Kmgman (9) Rader 
( 1 ). 

San Francisco 101000 000— 3 11 3 

Los Angeles 000 001 101- 3 7 0 

Helicki. Lavelle 3 3 (8), Moffitt (9) 
and Hilt; Rau. Forster 1-0 and Oates, 
'eager (9). HRs SF-Evant (4). 
LA—Garvey (5) 
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East 


Maude thwarts ’Rocks 
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before about 1.000 fans at 
Civic Arena. 

The win moved the Timber- 
men into a tie for top spot 
with the Shamrocks and Van¬ 
couver Burrards, all with six- 
points. 

Maude, who joined the 
Timbermen this season from 
(he Ontario Lacrosse Asso¬ 
ciation. was at his best in the 
first period as Timbermen 
built up a 5-0 lead and took a 
5-2 edge into the middle 20 
minutes. 

League-scoring leader 
Kevin Alexander of Nanaimo 
was held to two goals while 
teammates Jim Lynch and 
Ken King also scored twice. 
Jack Kastelein. Bob Cool. 
Bob Avender and Brian 
Evans, who also set up five 
goals, also scored for the 
Timbermen. now 3-3. 

Former Timberman Rick 
Baker led the Shamrocks 
with three goals, Ron Mac- 
Neil scored two and others 
came from Jerry McKenna. 
Dan Green and Charn Dhil- 
Ion. 

Larry Smeltzer made 34 
stops for the Shamrocks, who 
play host lo the Timbermen 
on Wednesday night at Me¬ 
morial Arena. 

The game ended on a rough 
note with Chris Hall of Vic¬ 
toria tangling with former- 
teammate King. Frank Alex¬ 
ander of Nanaimo joined in 
the fray and continued the 
fight with Hall after being 
banished from the game. 

In another game Saturday, 
Coquitlam Adanacs scored 
their first win of the seasen, a 
10-17 shootout with the visit¬ 
ing New Westminster Sal- 
monbellles. 

* * * 
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INTERNATIONAL SOCCER 

Hibernians - Edinburgh, Scotland 

vs Vanpouver Island All-Stars 

Royal Athletic Park - Tburs., 28 May, 1978 

KICK-ORATiaOn-m- - AOMinglON M.OO 
O.A.P. • CHILDREN M OO 

sponsored by 

Vancouver island Soccer League 8 Lo*er island Youth Soccer Aw¬ 
ard Cosmopolitan Royal* 


SENIOR “B” 
LACROSSE 


SUNDAY 

MAY 23 


GEORGE PEARKES ARENA 


8 P.M. 

VICTORIA 
ATHLETIC 
ASSOCIATION 

HAMPTON PAM 
HUSTLERS 
urn it M 

• A 7. Ml CM4na Ml 



8 P.M. 

ESQUIMAU 
UNIVERSAL 
SHEET METAL 

SAANICH 


*•••••••••••••••••% 

EXCITEMENT „„ th , TRACK 

at 

Centennial Stadium 
Monday, May 22nd 
2:30 p.m. 

(Field events begin it 2 p.m.) 


Brett 13. Miller (5). HertnN (7) 
end Humphry. Hempton (9); Trevere 
1-1, Rortguez (7), McClure (I), Cev 
tro (9) end Martinet. HR CeF-Jeck- 
•onO). 

New York 013 000 103-I IS 3 

Toronto 200 306 00*—10 9 1 

Beattie, Clev 0-3 (4) Lyle <*) Horn 
men (7) end Munson, Lemenczyk 17, 
Murphy (9) end Cerone MU*: NY— 
Nettles (0); Tor-Mevberry (5). 

Baltimore 920 000 000- 3 10 1 

Cleveland 000 000 100- 1 4 1 

Pefmer 4-4 Stenhous* (I) end Oemp 
•ev, Wise 2 7 end Hessev 


012 002 001- * ISO 
Detroit 100 202 000- S 12 1 

Eckerttev. Campbell 2-3 (7) end 
Fisk; Slaton. Crawford (4). Foucault 
1-4(0) end May. NR* Boe-Evene (5), 
Rice (13); Del—Menkowski (2), May 
(7). 

Chicago 000 200 100- 3 5 0 

Oakland 000 000 301- 4 * 0 

Krevec, LeGrow 1-1 (7) end ?rui; 
Wirih. Langford 12 (7) end Euian, 
Newman (9). HRs Oek—Newmen (2). 
Gross (4) 

Minnesota 100 000 020- 3 9 0 

Kansas City 002 001 21*- 6 15 0 
Thormodsgerd 1-6, T haver (6). John 
son <l) end Wvnegor; Gale 4-0, Hre- 
bosky (0) end Porter 

Texes 0)0 002 OOO- 3 « 2 

Seettl* 010 012 12x-7 M0 

Jenkins 4-2, C level end (8) end Sund 
berg; Abbott, Rewtev 1-4 (6), Romo(7) 
end Stinson HR* Tex—Bonds (4), 
Sundberg (2); See—Breun (2) 
PACIFIC COAST LSAGUI 
Phoenix 000 00# 010—> 4 5 

Vancouver 200 Mt2 31 x—4 0 1 

Dressier l 7, Cornutt (6). end Lift 
teiohn, Bell 3-3. Eovert (|), and R <y 
binson. Mrs Vancouver. Hoslev (4). 
Att -2,907. 


Victoria Selects 

vs. 

Kajaks of Richmond 

vs. 

Fraser Valley Flyers 


a 




Ogbbig Scott 


VICTORIA DAY 
HOLIDAY BARGAIN 

S2 Adults *1.50 Studants 

tl Children trndir 12 in* Old A|t PMiiMtrs 

or 

s 5 per Family! J 



*8 SB.fS IN n n fc* 83 00 
-On II H it —I tNf g 0m My 


MA8C1A ENTERPRISES PRESENTS 



JUNE 1-25 
VICTORIA 
MEMORIAL 
ARENA'S 

LIVE FROM ARGENTINA 

FNCLUBfVE THEATRE TELBCA8TH 
NO HOME TV THESE MATCHES 

SINGLE TICKET GOOD ALL DAY! 



DATE 

rvtfiT no 

MATCH 

TIM 


Bet. June 3 

1 

Faru-Bcotland 

12:49 pm 


Set. June 10 

2 

Italy Argentina 

1:19 pm 


Sun. June 11 

9 

Scotland- Netherlands 

12:49 pm 


Bun. June IB 

4 




Wed. June 21 

9 




Bun. June 29 

6 

Championship Pinal 

11:00 am 


it neMoeiAi aotna 


|moumo 1 Event no. T 


' il.'-7l7'MMI'*Wri 

610.00 

•l.wMPitn 

eit.io 

L""* 1 - J J _J 

119.00 


smote nenev 


*o«iTt om to ary oa mx meexars that *Af noh amaey eeanrrTan 


VICTORIA MEMORIAL 
ARENA 

1925 Blanshard Street 


I 
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Crawford cards 61 
for tourney lead 


Affirmed, with Steve Caalten op, holds oft Ah da r and Jorge Velasquez in dash to Preakaess wire 

Affirmed earns second jewel 


} BALTIMORE (API - 
Steve Cauthen and Affirmed 
ffffeyed the waiting game Sat¬ 
urday. and it paid off in a 
freakness victory that put 
the chestnut colt on the 
|hreshhold of the Triple 
Crown in thoroughbred rac 

mg- 

J “I was waiting for Alydar 
fhe whole race.” said Cauth¬ 
en “He (Jorge Vela&quez) 
j«*t his horse down at the head 
•f the lane. I set mine down. 
Joo, and we beat him.” 

• Affirmed beat his arch 
(i\al by a neck to add a tn 
■mph in the Preakness to his 
victory in the Kentucky 
bf rby two weeks ago 
♦••I've called two,” said 
^iner Laz Barrera, who was 
onnfident before both the 
(^rby and Preakness that 

r 

jZ - 


Affirmed would win “Now 
there is one to go ” 

That one is the 1 *4-mile 
Belmont Stakes, the final 
race of the Triple Crown, on 
June 10 at Belmont Park. 

“I was gonna let Believe It 
set the pace, but nobody w as 
doing anything.” said Cauth¬ 
en. “Track Reward was in 
front (after the first quarter- 
mile) and he waa coming out 
so I decided to £o ahead and 
set him on the fence.’* 

Affirmed took the lead and 
kept it, fighting off Alydar in 
a stretch duel that had the 
Pimlico record crowd of 81.- 
261 cheering wildly. 

“I saw him (Alydar) at the 
three-eighths pole.” said 
Cauthen. “He was outside a 
horse or two.” 

Alydar was sijuth after the 


; Holiday sport 


WOLF 

M a m — Start at heal round o» 
Qibam Cater HiN Oaaa. Cedar Hill 
tSd Clue 

m LACROSSE 

.a a m — Continuation at Caetatn 
%aok paawaa tournament Juan da 
Euce Arana 

wa and I a m — Sewta island Samar 
•>' Laaaua Hampton Part Hustlers 
«. Victoria Atmatics. Saamcti vs 
&quimalt Universal Shoot Metal. 
Gy- #a Pee rites Arana 
SOFTBALL 

Saw am — Continuation ef 
ifcvwood Man s Invitational Tourne 
tipnt. Hevwood Avenue Part 
+17 and 2 a m. — Senior women » 
■tar city axtiiMtien douWehaadar 
Victoria Skylarks vs Vancouver 
Waver Arms. Central Part 
•A. 3 and A M a m — Sidney Man's 
ffheciatien Travatedaa vs Harm sen 
wouWenaadar), Saanich vs. Sidney 
mtel. Sense ha Part 
m CRICKET 

“j M a m. — Intamallenal Ertnbi 

K District Association vs Qentet et 
tralia. deacon Hill Part. 
m FOOTBALL 

M am — Vancouver Island Junior 
Ranlam Laaaua: Juan da Fuca vs 
VBamch Vampires. Cedar Hill Part. 
Wk Bay Crusaders vs CowKhan Pa 
mots. Duncan. 

BASEBALL 

and 3 p m — Samar Amateur 
Teeeue doubtcheadar: Capital Radio 
Mrs vs. Dairy Queen. Lambrkk Part 
AUTO RACING 

y im - Tima trials tor demolition 
Jerby. Western Speedway 


MONDAY 


LACROSSE 

tarn— Continuation at Captain 
rook peewee tournament (tmals at 
won). Juan de Fuca Arena 
I p m — Vancouver Island Junior 
a Leaaue Victoria vs Juan de 
ntca Juan de Fuca Arena 

SOFTBALL 

If JB a m. — Continuation of 
tevwood Man's Invitational Tourn* 
nent. Haywood Avenue Park 
»3f pm - Sidney Mens Assoc la 
ion Prairie Inn vs. Brentwood. Sans 
ha Part 


Corse Hotel vs Capital Radiators. 
Lambricfc Part 

TRACK AND FIELD 
1 a m. — Tri meet, Victoria Selects. 
Richmond Kaiaks. Fraser Valiev 
Flyers. Centennial Stadium. 

AUTO RACING 

) a m — Time trials for stock car 
program plus Orval the Daredevil 
Clown thrill show. Western Speedway 


TUESDAY 


SOFTBALL 

.3* p.m — Stuffy McGinn*. Mul t 
L...... Inpr.nam n. Jw. Pi Fuca. 

CnitrM Far*. 

AM p.m — MpcdonpM P*f* Mpn't 
L.AUuc Bircn BuitdAC US. Trpfplppr 
L cion Stratftcono Hold n Jam** 
Bay urn, Jama. Bay AIMafKi.. May 
fair Inwranca. Macaonata Par* 

A:3S p.m. — SiPnav Min . Assoc la 
lion Hcrmsan ys. Haryrv s Soortsn, 
GoaPA. Samclsa Par* 

A M p.m — Combos *s Victoria 
AIM.IKS Inprafiam Hold ys Viclana 
Skvlar*s. Hvacintn Par*. 

BASEBALL 

t:Bpp — San tor Amataur Laappa 
Gorpa Hold ys Dairy ■ ~ * 

brick Par* 


first half-mile. 5'y lengths 
back of Affirmed. He had 
been 17 lengths off the lead at 
one point in the 1 V, -mile Ken 
tucky Derby. 

Before the race. Alydar's 
trainer John Veitch said: 
"We can't be that far back 
this time. We have to be very 
close turning for home." Aly¬ 
dar was close turning for 
home and the race was on. 

Down the stretch they 
came, with both jockeys urg¬ 
ing their mounts on and Af¬ 
firmed was equal to the chal¬ 
lenge. 

Affirmed ran the final 
three-sixteenths of a mile in a 
sizzling 18 1-5 seconds, tying 
Ihe fastest final three-six- 
leenths in the 103-year his¬ 
tory of the race. He crossed 
the finish in 1:54 2-5 to tie 1973 
Triple Crown winner Secre¬ 
tariat and last year's Triple 
Crown winner Seattle Slew 
for the second fastest Freak 
ness ever. 

Canoncro II set the record 
of 1:54 in 1971. 

"I was where I wanted to 
be," said Velasquez. “I was 
right with him at the head 
of the stretch, but he wouldn't 
be passed. My horse ran a 
fine race, we tried, but.. 

The victory got Cauthen off 
the hook with Barrera who 
was upset with the 18-year- 
old jockey because he hadn't 
contacted the trainer until 
just before the race. Cauthen 
said he arrived in Baltimore 
from New York on Saturday 
morning. 

Barrera talked to Cauthen 
In the saddling area and told 
him: “If the pace is slow, go 
with the horse. Don't fight 

it." 

Cauthen followed instruc¬ 
tions perfectly, and Affirmed 
responded brilliantly to be¬ 
come a millionaire. The win¬ 
ner's share of (136.200 from a 
purse of (188,700 pushed Af¬ 


firmed'* career earnings to 
(1.023.227. 

Affirmed paid (3. (2.10 and 
(2.10 in winning his seventh 
straight race, beating Alydar 
for the sixth time in eight 
meetings and running his ca¬ 
reer record to 13 wins and two 
seconds in 15 starts. 

Alydar, owned by Calumet 
Farm, paid (2.10 and (2.10. 
Hickory Tree Stable's Be¬ 
lieve It, ridden by Eddie 
Maple, also third in the 
Derby, was (2.10 to show. 

Completing the order of 
finish behind Believe It, who 
was 7 Vi lengths in back of 
Alydar, were Noon Time 
Spender. Indigo Star, Dax S 
and Track Reward. 

"I have to say Alydar is a 
nice horse," Cauthen said in 
reference to Affirmed's supe¬ 
riority over Alydar. "Another 
horse might have had his 
heart broken. But he just 
keeps on trying." 

Alydar pushed Affirmed to 
the limit. It was the duel that 
was expected in the Derby 
but never really material¬ 
ized. 

Once Affirmed got Into the 
lead. Cauthen set a pace with 
Alydar in mind. He complet¬ 
ed the first three-quarters In 

:11 4-5, a length in front of 
Noon Time Spender with Be¬ 
lieve It third another head 
back. Alydar was fourth at 
this point and moving. 

Affirmed completed the 
mile in 1:36 1-5 and had some¬ 


thing in reserve when Alydar 
made his big challenge, the 
devil's red and blue silks of 
Calumet Farm glinting in the 
SUB. 

It was a stirring challenge 
and an even more stirring 
rejection. 

Maple summed up the 
growing feeling about Af¬ 
firmed's superb ability by 
saying. "That first guy, you 
just can't get by him." 

The attendance broke Ihe 
record of 77.346 set last year 
when Seattle Slew stopped 
here on his way to the Triple 
Crown. 

The money bet on the 
Preakness also was a rec¬ 
ord—(1,598,911. bettering the 
1978 mark of (1,372.169. The 
nine race handle of (4.484.405 
also was a Preakness day 
record. 


Debbie tops 
U.S. meet 

MODESTO, Calif. (CP) - 
Debbie Brill of Aldergrove, 
B.C., representing the Pacif¬ 
ic Coast Club, won the 
women's high jump Saturday 
in track and field competition 
at the 37th California Relays. 
Brill leaped six feet to beat 
Annette Tannander of Swe¬ 
den who had a mark of 5-10. 
Chris Remmling of UCLA 
was third at 5-10. 


Lyle Crawford wasn't too 
sure how It happened but he 
set a course record at Cedar 
Hill Golf Club Saturday. 

The veteran pro playing out 
ef Cedar Hill fired a six- 
under-par (1 to beat the old 
record by one and take the 
first round lead in the Labatts 
Cedar Hill Open golf tourna¬ 
ment. 

“There was nothing fantas¬ 
tic, it Just kind of snuck up on 
me." said Crawford who shot 
flve-under-par 30 for the first 
nine (be started on the 10th 
bole) and one-under-par 31 
for the second nine. 

He said he didn’t string any 
birdies. 

“1 got a couple under par 
and a then a little while later 
I was flve-under-par. I kept 
waiting for something to hap¬ 
pen but it never did," said 
Crawford. 

The record round gives 
Crawford a three-stroke lead 
over Bruce Rands of Uplands 
going into today's final 18 
holes but he Is only one stroke 
ahead of amateur Doug Rox¬ 
burgh of Vancouver. 

Roxburgh, a former Cana¬ 
dian amateur champion, shot 
31-31 on the way to tying the 
old course record of 62 set in 
last year's tournament by de¬ 
fending champion Dave Barr 
of Kelowna. 

Jason Ferguson of Doug¬ 
las Golfland and Neil Murray 
of Ledgeview shot 65s to 
share third place in the pro 
ranks while Don Norbury of 
Gorge Vale was second low 
amateur with 64. 

Barr shot 66 and was 
in a group that included tour¬ 
ing Victoria pros Cec Fergu¬ 
son and John Morgan, Island 
Open champion Grant Milli- 
ken and Canadian junior 
champion Jim Rutledge. 

Morgan was coming off a 
record tying performance in 
WWW 
LCApaas 


the Island Pros tournament 
at Victoria Golf Club Friday. 
The Uplands golfer shot «to 
win the 36-hole tournament 
with 145 and tie the course 
record set by Sam Snead. 

Bill Wakeham of Cowlchan 
shot 67 but had to take 68 
when he signed an Incorrect 
score card—he marked down 
a bogey instead of a par on 
the eighth hole. 

John Mozel of Quilchena 
and Howie Larke of Vancou¬ 
ver share the first round lead 
in the handicap competition 
for the John Merriman Me¬ 


morial Trophy. Both shot 
gross 72 and carried 16 handi¬ 
caps for net 56. 

Play resumes at 6:30 a.m. 
today, Crawford tees off at 
16:22 a.m. and the other fea 
lure foursomes go at 2 and 
T. 15 p.m. 


weooooooo. 


•A'WKECX.* 


fJtEMT ’< 

Jeaw • 


1420 Quadra 386-9441 


MILLSTRBAM SPORT* 

Trara-Canada Mwy. at MM Bay 
OPEN SUNDAY 10 a.m. - 4 p.m. 
Bauwr and Adidas nan 

BALI SPIKES TS 

Reg. $21.95, $31.95 
and $34 95 


$22“ 

0 6 8 6onbea (Move, 20% OFF 

Phone Martin Thompoon re: 

.UPCOMINO OOLF CLINICS 743-4211 


"S0PER1 
SUNDAY! 
SALE 



COLLISION LTD. 

106 Oalafla 8 . camr if St. liwrwca 

1333-1014 


OPEN MONDAY TO SATURDAY 8:30 to 5:30 

AKSEl PEDERSEN—Business 363-1014 Beside*cs 477-0567 
* EUROPEAN QUALITY a REASONABLE BATTS 
• ALL BODY BEPAIBS AND PAINTING • FBEE ESTIMATES 

, * COURTESY CARS AVAILABLE ★ 


Lrt# Crewtord, V* 

41 

Doug Roxburgh. Van 

6? 

Brnce ReowH. V* 

44 

Don Norbury. Vic 

44 

J team Formnen, Vic 

4S 

Cac Fon>m V(c 

u 

Dare %arr. KM 

*4 

John Mar***. V* 

44 

Den Hgnry, Vic 

06 

OlIk Edit. Vic 

06 

i an Dtmct. Van 

66 

Grant Milliken. Vic 

66 

Jim Rvtkdge. Vic 

66 

Gary Scromitod, Non 

47 

MCM.VM 

47 

MUrt Hademen Van 

47 

O are Anderson Vic. 

47 

Don Gowen. Vic 

47 



ALAM ASSOCIATION 


MEMBER 


Victoria 
Alarm 

Service Ltd. 

1412 Quadra Taiaphona (604) 366-7505 


CAR and TRUCK ALARMS 

COMPLETE 
DO-IT-YOURSELF 
SPECIAL . 


$4450 



BURGLARY 
HOLD UP 
FIRE 

24 HOUR 

MONITORING STATION 

AIM KWIM aSJUUaO/COUFTEKtY 
IBM ouum HUM KAVICtSI 



THIS WEEK'S PROGRAMME PRESENTED BY 

LUMBERW®RLD 

DEMOLITION DERBY: 




BASEBALL 

I. S and 3 a.m. — San« 

Lm«wi F arm tn Construction vs 
Gr saves Movers (ReuMeReader). 


1977 SANGSTER CHINOOK 

23 feet of luxury cruising, sleeps 5 comfortably. 190 
h.p. Volvo mboard-outboard engine with only 90 
hours, trim tabs, dual battery system, anchor- 
package etc Replacement value approximately 
$19000 

SACRIFICE AT $15,650 or 
BEST REASONABLE OFFER 

598-1359 




i 



Oak Boy pawks arm Recwcatkxj 


3RD ANNUAL SUMMER HOCKEY SCHOOL 
AUGUST 7TH - SEPTEMBER 2ND, 1978 

(Centrally located at the Oak Bay Recreation Centre) 
corner of Fort and Foul Bay Road 

3 - NINE DAY SESSIONS: 

AUGUST 7TH-15TH 
AUGUST 16TH • 24TH 
AUGUST 25TH • SEPT. 2ND 

w 2 lea sessions par dty and dryland training (chai* 
talk*, films, roller skating, tannia, soccer, circuit 
training, baseball, floor hockey 
w Participants recalve hockey jacket 
a Realistic registration rata for Individuals and 
families 

a For Boys and Oirls. ages 6 and over 
a REGISTER TODAY — last year's sessions wars lull 
- don t mist out ... classes are tilling rapidly' 

For turthar Information plaaaa dial 



SAVE 20% 

Sears brake job 

Service only on installation of new brake shoes 
and/or disc pads, replace all springs and hold¬ 
down parts, caliper hardware, remove rust, 
lubricate guide pine, replace front grease seals, 
repack bearings, rebuild wheel cylinders and/or 
calipers, machine turn all drums and/or rotors, in¬ 
spect master cylinder, hydraulic lines and hoses, 
adjust emergency brakes, check rear seals tor 
leakage, flush, bleed hydraulic system, road teat. 

Our Brake Job guarantee 

Sears brake shoes, disc pads and brake parte, 
whan used in private passenger car aervice are 
fully guaranteed (parte and labour) against 
manufacturing or material defects and against 
waarout for 18 months or 16,000 miles, whichever 
comes first. 

Sears Auto Csntrs (IN) Phons Inquiries: MI-S111 
Advertised offer in FflF c t tiN cun. Tu n*a ny, 

May 21 through tiM p.m. Friday* May 2 Sth 

limpsone-Seare Ltd.— 

3190 8helbourns Street. Lola of Free Parking. 


DAY, MAY 21st 


GATES OPEN 1:00 P.M. 

• BEST APPEARING CONTE8T • POWDER PUFF (Woman Drivers) 

• TROPHY OA8HE8 • CAT and MOUSE RACES • HEAT RACE 

• BIG MAIN EVENT - UNTIL NO CARE LEFTltl 
Adults $3.26 Studanta and O.A.P. $2.75 Children 6-12 $1.2$ 

WESTERN “THE ACTION" SPEEDWAY 

THIS PROGRAM IS RATED “6” FOR FAMILY VIEWING 



at WESTERN SPEEDWAY 

THIS MONDAY, MAY 22 

KIDDIES FREE 

(UNDER 12 YR8.) 

SPECIAL FEATURE 


COMPLETE 
Stock Cars 
Programme 

— TROPHY DASHES 

— HEAT RACES 

— TWO FEATURE 
MAIN EVENTS 

GATES OPEN 2:00 P.M. 

TIME TRIALS 3:00 P.M. 

RACING 4:00 P.M. 

ADMISSION $2.SO, 8TUOBNTB and O.A.P. $3.00. 

FOR FURTHBR INFORMATION 

478-2148 

THIS PROGRAM RATED "8" FOR FAMILY ENJOYMENT 
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Canada topped 


PEKING (CP) - The Chi 
nose women's national team 
easily handled Canada's na 
lional side while a Klangsu 
provincial (earn beat the Ca 


ANNOUNCEMENT 



Seaboard Properties is 
pleased lo announce the ap¬ 
pointment of John Oster to its 
insurance Sales Staff John 
invites his many friends to 
contact him at 

652-11,41 

suioamT 

r^BpROPtnriES 

ITO. 


71TJ Watt Saanich Rd. 
Brentwood Boy. B.C. 


nadian men at a five country 
invitational volleyball tour¬ 
nament Saturday. 

The Canadian women were 
drubbed 14-1. lid. 0 2 while 
the men were beaten 14-11, 
14-10. 14-12. 

The Canadian women, 
must taller than their oppo¬ 
nents. seemed to be awed by 
the highly-regarded and 
speedy Chinese. 

“We were too nervous." 
explained Canadian coach 
Moo Park of the Vancouver- 
based women's team. "Our 
service was very bad and 
their’s was extremely good. 
China (ranked fifth in the 
world) has a very good 
team.” he added. 

“I think we could have had 1 
them if we had played togeth¬ 
er a little bit more.” said 
setter Tom Jones of Winnipeg 
after the men's game. "They 
run that quick Chinese of¬ 
fence. but they aren't nearly 
as good as their national 
team." 

‘The Canadian women lev¬ 
elled their tournament record 
at 1-1 while the men lost their 
second in as many starts. 
China and world champion 
Japan are unbeaten In play 
here. 

The Canadian men go 
against China's national 
team today while the women 
can relax until Tuesday when 
they meet Japan. 



Scots jolted 


GLASGOW. Scotland 
(Reuter) — Scotland's World 
Cup nopea were given a se¬ 
vere Jolt Saturday when it 
lost 1-4 to England In the final 
match of the British soccer 
championships. 

A goal by Steve Coppell 
seven minutes from the final 
whistle stunned the home 
supporters who had been 
hoping to see Scotland win its 
last match before opening 
Cup play against Peru In Ar¬ 
gentina on June J. 

After disappointing draws 
against Northern Ireland and 
Wales, Scotland's manager 
Ally MacLeod had promised 
something better against 
England. Despite dominating 
two thirds of the match, Scot¬ 
land was shattered by a late 
goal following a blunder by 
goalkeeper Alan Rough 

The Scottish goalkeeper 
floundered as he tried to cut 
out a centre from Peter 
Barnes with Trevor Francis 


challenging. The ball fell lo 
Coppell who side-footed it 
home easily. 

England, under manager 
Ron Greenwood, won all 
three matches in the British 
championship to finish top. 
with Wales second. 

MacLeod was without key 
defenders Gordon McQueen 
and Sandy Jardlne but. after 
two matches of experiment 
tng. he selected his leading 
midfield and attacking play¬ 
ers. 

Several chances fell to the 
Scottish forwards, but the 
finishing of Joe Rodon. Willie 
Jebaston and Kenny Dalglish 

was week. 


AI’S SUPER 

LAWNMOWER 

SALES • S89VICI • PARTS 

CLOeeO SATURDAY ONLY 

5481 HAM8TERLY RD. 


CLEARING FROM DANGER, fullback Tom Wilson 
of Eldorado Glenavon books ball away from Dan Hood 
( 15) of Victoria Athletics on Saturday as goalkeeper 


Colon*tf photo bv Al*x Borta 

Vannls Fabbro and Al Errlngton move into play 
during Province Cup semi-final at Royal Athletic 
Park. Glenavon scored 2-1 victory. 


Hibernian here Thursday 

Glenavon stuns Athletics 



Since 1912 



The Sands Family 
Serving 
Vancouver 
Island 


SANDS WFSTWOOD 
CHAPEL OF FLOWERS 
Nanaimo. B.C. 7j.1-20.12 

SANDS LADYSMITH 
FLNERAL CHAPEL 
l.adv smith. B.C. 24a-2331 

SANDS FUNERAL CHAPEL 

Duncan. B.C. 744-5212 

SANDS FUNERAL 
CHAPEL OF ROSES 
Sidney. B.C. 454-2932 

SANDS MORTUARY LIMITED 
The Memorial Chapel of Chimes 
and The Family Chapel of Memories 
Victoria. B.C. 389-5155 

SANDS FUNERAL CHAPEL 
OF HEATHER 

ColvAood, B.C. 478-3821 


Rely on Sands 
Members ot 

NATIONAL SELECTED 
MORTICIANS. 

Since 1952 
ibv invitation' 


SANDS MORTUARY Limited 


Bring on the Hibt. 

That's the talk around the 
Vancouver Island Soccer 
league now following a stun¬ 
ning upset of Jackson Cup 
champion Victoria Athletics 
on Saturday afternoon at 
Royal Athletic Park. 

Athletics, who won the na¬ 
tional senior soccer crown in 
1974 as London Boxing Club, 
dropped a 2-1 decision to Van¬ 
couver Eldorado Glenavons 
in the semi-finals of the Prov¬ 
ince Cup and were eliminated 
from further play this season. 

However, many of the Ath¬ 
letics will see action Thurs 
day when Hibernian of the 


Scottish League Premier Di¬ 
vision visits Royal Athletic 
Park for a 7:20 p.m. game. 

Hibernian, on a seven- 
game tour of North America 
which includes games 
against some professional 
clubs, will face the Vhncou- 
ver Island Vistas, the VISL 
entry in the new Pacific 
Northwest Soccer League. 

Vistas coach Brian Hughes 
has been playing exhibition 
games against the Athletics 
in the last two weeks to keep 
his squad sharp and Friday 
added Athletics coach Brian 
Robinson, a former national 
team member and pro with 


Vancouver Whitecaps of the 
North American Soccer 
League, to the side. 

Athletics, who hadn't been 
beaten in league or playoff 
action since Feb. 4. fell be¬ 
hind early against the B.C. 
Soccer League first divi- 
sionsquad. giving up a goal 
after only four minutes when 
a defender put the ball into 
his own net. Midfielder Steve 
McCargo was credited with 
the goal. 

McCargo came back 1* mi¬ 
nutes later to score what 
proved to be the winner, 
heading in a Ron Hurley 
cross. 


Simons retains lead 


DUBLIN. Ohio (AP) — 
Journeyman Jim Simons 
boldly rammed in a 10-foot 
birdie putt on the final hole 
and re-established a one- 
stroke lead Saturday In the 
third round of the Memorial 
golf tournament. 

Simons struggled to a one- 
over-par 73 and had to make 
the last hole birdie lo break a 
tie for the lead with Bill Krat- 
zert. 

Simons, whose only previ¬ 
ous victory in seven years of 
tour activity came last sea¬ 
son in the New Orleans Open, 
put together a 54-hole total of 
210. six shots under par on the 
difficult. 7.lOt yard Muirfield 
Village Golf Club course. 

Kratzert. generally regard¬ 
ed by his colleagues as one of 
the most promising young 
playeo on the tour, holed a 


Victoria Days Specials 
at Victoria Carden Centre 
CORDOVA BAY'S LOCAL CARDEN CENTRE 

Spring Bulb Specials 

ALL HALF PRICE 
Gladioli 10/79 e 

Dahlias 49* pti 
Begonias 49' 

3I1 00 



VICTORIA QARDBN CKNTRE 

8328 Cordova Bay Road 

at OLD MCDONALD’S FARM 


OPEN DAILY 
10 a.m.-5:30 p.m. 

WEEKENDS • B.m.-« p.m 


JUST 
NORTH 
OP FABLE COTTAGE 


sand shot for an eagle three 
on the 15th that highlighted 
his round of 69 

He was a shot off the pace 
at 2T1 going into today's final 
18 holes of the chase for a 
440.000 first prize. 

Rod Curl, who has played 
his last 36 holes In a blazing 
134. was another shot back at 
212. He had a <8. 

Jack Nicklaus, the touma 
ment founder, course archi¬ 
tect and defending champion, 
had lo rally from a double- 
bogey six on the third hole for 
a 71 that put him in a tie for 
fourth at 214. four shots back. 

Despite the nine-iron shot 
that found the water on the 
third, “it was a pretty good 
round of golf." Nicklaus said 
before hustling off to officiate 
at dedication ceremonies for 
Francis Ouimet, the 1913 U.S. 
Open champion being hon¬ 
ored this year. 

He was tied with South 
African Gary Player and 
Australian Bob Shearer. 
Player didn't have a birdie in 
his round of 74. Shearer shot a 
70 in the hot, windy, overcast 
weather. 


Tom Watson, holder of 
three 1978 titles and the 
year's leading money-win¬ 
ner, fired a 71 that left him at 
217. U.S. Open champ Hubert 
Green had a 76-221. 
ished 74-223 

Eight men In the field of 73 
of the world's best players 
failed to break 80. And some 
of those who broke it were 
considerably less than en- 


chanted. 

* * 

* 

Jim Simons 

aaao 73—? 10 

Bill Kratzert 

77-7405-211 

Pod Curl 

77-67-00—?1? 

Bob S nearer 

77 77 70-214 

Gary Player 

67-72-75—214 

jack Nicklaus 

87 76-71-214 

Gary Koch 

71-70-78—215 

Keith Fergus 

7? 70-78—214 

Ed Sneed 

68-70-70—217 

Gil Morgan 

7807- 78—217 

Morris Hataiskv 

7865-75-217 

Bob lender 

74 77 71-217 

Gary McCord 

71-78-70—217 

Fuzzv Zoel'er 

71 73-73-217 

Tom Watson 

73-72-72—217 

Lou Graham 

71-75 71-217 

Tommy Aaron 

71-73-78—210 

He* Caldwell 

45-75-78—219 

Terry Diehl 

7? 73-74-219 

Howard Twitty 

75-71 73-219 

Steve Melnyk 

71 75-73—215 

Hale Irwin 

73-73-73-219 

Wally Armstrong 

75-72-72-219 

David Graham 

7369 72-219 

Larry Nelson 

77-71 71-219 

Bob Gilder 

75-7870-219 


GLENLYON SCHOOL 

1701 Btach Drlva, Victoria, B.C. VSR 6H9 


An independent day school tor boys. Glenlyon stresses in¬ 
dividual attention m a well-directed educational environment, 
the pursuit of academic excellence, end a concern lor social, 
cultural and athletic development 

SCHOLARSHIP EXAMINATIONS 

Saturday, June 3rd, 1978 

Description: 

A number of Academic Scholarships are awarded to boys cur¬ 
rently enrolled m Grades 6 and 7 m B C schools Criteria for the 
awards include success m entrance end scholarship examine 
tions. evidence of superior standing in present schools end a 
record of good character Very special talents (eg musical 
achievement) will be strongly considered m making the IWerds 

Value: 

Value o< scholarships ranges from a nominal $100 00 to two- 
thirds of tuition leas, depending upon circumstances Renewal 
m subsequent grades >s subject to the maintenance of a high 
standard of achiavamant. 

Examination: 

Candidates will write examination papers 9 00 A M -12.30 P M 
on Saturday. June 3rd. The examinations will include a Mental 
Ability test, and papers In English and Mathematics 

Application Forma: 

May be obtained at the School or by writing the Headmaster — 
Mr Hamfsh t. F.. Sknpeon 

Completed forma must be returned not later than May 3let. 
1974. 

ENTRANCE EXAMINATIONS: 

Qentrei •ntranc, examination, for non-tcholaraftip can jiaatai 
will also Da halo on ma aama day 9:00 A M. • 12.30 P M tor boy, 
antanng Qradaa 4 lo 10 

Application lorma lor antranca and School Proapociua may oa 
raqoaalad by taiephona (682-24011 or by writing tha Hand 
maaiai by May 31at. 1878 if possible 


Steve Carroll got one back 
(or the Athletics a minute 
before the interval by finish¬ 
ing off a fine passing play 
with Howie Anderson but the 
Victoria squad couldn't get 
untracked in the final 44 mi¬ 
nutes. 

Athletics held much of the 
play but a combination of 
hesitant shooting and steady 
goaikeeping by Vannis Fab¬ 
bro kept them out. 

Glenavon which finished 
fifth in its division this sea¬ 
son. will meet the winner of 
today's semi-final between 
defending-champion Vancou¬ 
ver ltalia-Canadian Colum¬ 
bus and Langley Borsato in 
the Fraser Valley commu¬ 
nity. 

The Province Cup cham¬ 
pion goes on to the national 
finals later in the year. 

SHORT SHOTS All VISL 
teams must have their regis¬ 
tration forms for the 1978-79 
season compelted and re¬ 
turned to secretary treasurer 
Toay Grovers by June 
30...Hibernian plays the 
Whitecaps in Vancouver on 
Tuesday night and arrives 
here Wednesday afternoon. 



PLANNED YOUR 0 
HOLIDAYS YET ? 


Why not relax, near or far. in r* 
one of our Camper Rental Units ( 

FOR AVAILABLE DATES AND RA TES 
CALL 

EXECUTIVE CAR LEASE LTD. 

(Dtv. of Peter Pollen Ford Sales Ltd ) 

«■'» 1060 YATES ST.. IMCTORIA. B.C. PH. 384-1144 


peter 

pollen 

ford 



PARTS 

OPEN 

SATURDAYS 


f SPECIAL OFFER! 

FORD BRAKE SHOES 
or FRONT DISC PADS 


FOR EVERY SET 
PURCHASED 
YOU WILL RECEIVE 

AT NO CHARGE 
Fort QmvtoM or Chrvslir 

FILTER 


SPIN ON 


(Buy both front and roar aats 
and rocatva 2 Mtaro) 



1060 YATES AT COOK PARTS. 388-5101 


HONDA specials 


3148.00 

V w Pita 


CB750F 



CB-750K 


L 2919.00 
7"- me Ft t rot 



$300.00 ACCESSORY BONUS! 

With purchase: 

Helmet. Gloves. Carrier with Backrest 
and Safety Bar 


$250.00 ACCESSORY BONUS! 

With purchase 

Helmet. Gloves. Carrier with Backrest 
and Safety Bar 


f 24 

. nd 


2449 00 

yin 


CB-550K 




$200.00 ACCESSORY BONUS! 

With purchase: 


$150.00 ACCESSORY BONUS! 

With purchase: 


Helmet. Gloves, Carrier with Backrest Helmet. Gloves. Carrier with Backrest 
and Safety Bar 


CB-400T1 




$100.00 ACCESSORY BONUS! 

With purchase: 

Helmet. Gloves, and Rear Carrier 

TRADE-INS WELCOME 

Spacial Ends Juna 15th 

Come in. see for yourself and 
get a Honda Belt Buckle for only 
(until June IS) 


$60.00 ACCESSORY BONUS! 

Wtth | 

Helmet and Gloves 



MULLINS MARINE SALES 

925 YATES ST. PHONE 382-4515.382-1928 


You’re ahead on a HONDA 


T 
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Debbie 
but it's 


By REG REYNOLDS 
Debbie Blssenden's big 
dream is fading away. 

The l»-year-old Victorian 
Is one of the more promising 
young equestrian riders in 
the country but she is losing 
» hope of breaking into the 
elite circle of the nation's top 
riders. 

The huge amount of money 
required to compete in the 
major equestrian events 
makes it nearly Impossible 
for the average young horse 
enthusiast to ride for the na 
_lional team. “ 
i "For years I dreamed of 
riding in the Olympics.” says 
Debbie who is obviously dis- 
i couraged by the obstacles 
' that separate the local and 
! international competitions. 

To have a chance of mak- 
Jng an Olympic team a rider 
'must gain a reputation. To 
. get the reputation the rider 
J must compete in most of the 
i major international shows, 
t That lakes lots of money. 

» "To do that you would need 
{three or four horses.” says 

• Debbie a fiesty jockey-sized 
! rider."And the kind of horses 
J that make the Olympics are 

• worth as much as $250,000.” • 

• Consequently the eques- 

< trian sports at the top levels 
J are—at least in Canada—lim- 
i tied to the wealthy 

j Debbie would like to see 

• Canada adopt a system simi¬ 
lar to West Germany's. The 
; German horses used in inter- 
inational competition are 
‘owned by the state and a 
-good rider from a modest 
..background can make it to 

• the upper reaches of the 

• equestrian scene. And Deb- 

• bie points out the Germans 
J are currently the best In the 

• world. 

{ it would be a shame if Deb- 

• bie is unable to try for the 
! national team because she 

• has shown the talent and de- 
i sire that could make her an- 
. outstanding competitor. 

■ An Oak Bay resident most 
J of her life, Debbie was seven 

1 years old when she started 
riding at the Victoria Riding 
Academy on Cedar Hill X 

4 Road (it s in the process of 

• being moved to a new loca- 
' non on the Saanich Peninsu 

• la) and a few years later she 
t started to take up the sport 
; seriously and trained at Sae 

< gebrechl Stables on West 
„ Burnside. 

• Her interest In the sport 
. and horses grew each year 
“tihe heard about an Ontario 
Mcollege that offered an equine 
••studies course so she worked 

as a waitress and at various 
priding jobs to raise money 
•and when she graduated from 
^high school in 197$ she en¬ 
rolled in the two-year pro¬ 
gram at Humber College in 
“Rexdale. 

a The course included 
glasses in stable mainte- 
"tiance. show judging, (rain 
Jjng processes and equine nu 
trition. anatomy and 
5>h ysiology. 

2 “I did everything from 
shoeing to veterinary work." 
^aid a smiling Debbie as she 
4ook time out from her riding 
*JTor an interview on a recent 
«unny afternoon at Saege 
JJirechts. 

i Also the school provided 
.'Jier with the opportunity to 
Compete in major interna 
£ional competition. And she 
came through with fixing 
Jolors. 

• Humber College was the 
Jfirst Canadian school to com 
*pete in the 172-school Inter 


^Champions 
beaten 
s in finale 


■ Losing its final game of the 
Reason may have bruised 
Saanich's pride but didn't 
3teep the team from winning 
She 1978 Royal Oak 
?Lions/Homets Peewee Foot 
%all League title. 

J Saanich. 4-1-1. suffered Its 
•first loss of the season Sat¬ 
urday. 12-6 to last-place Vic- 
•toria in one of two season- 
Jendtng games at Glanford 
“Park. 

i Kevin Rudd and Trevor 
Jlollgate each scored touch¬ 
-downs for Victoria, which 
Jrlosed out the season 1-5. 
3wayne Roach replied with a 
Jtouchdown for Saanich. 

• in the other finale. Gordon 
jHead romped over Juan de 
•Fuca 27-12. 

J Mike Reid had two touch- 
wdowns and a single for the 
pinners and Ramie Pool . 

5 cored two touchdowns and a 
wo-polnt convert. Robert 
■purval's two majors stood for 
Suan de Fuca. 

• Gordoh Head finished sec 
wind with a 4 2 mark. Juan de 
Fuca was third at 2-3-1. 


clings to big dream 
getting discouraging 


Sneva earns Indy pole 


collegiate Horse Show Aswv It usually takes two or 
elation and as a first-year three years to collect enough 
student Debbie became the points to qualify for the l'. S. 
first equine studies student Inter-Collegiate regional- 
to win a major intercolle- finals but Debbie made it her 
giate horse show in the U. S. first year and then went on to 


score a stunning triumph In 
"open horsemanship over 
fences class" at the New 
York IHSA regional cham¬ 
pionships. 

She later corny ted In the 



national IHSA finals at Char¬ 
lottesville, Va., where she 
"gave a good ride but didn't 
place.” 

This year Debbie qualified 
for the Canadian Collegiate' 
team and competed in a 
major European show In 
Austria. She was third over¬ 
all in the “A” level Jumping 
against riders from the lead¬ 
ing equestrian countries, in- 
cuding West Germany. Eng 
land. Ireland, Australia and 
the United States. 

She had excellent guidance 
at Humber College where one 
of the instructors was Liz 
Ashton. Canada's horsewom 
an of the year in 1976 

Detibie also worked for for¬ 
mer Canadian Olympic cap¬ 
tain Jim Day on his Sampson 
Farms at Hornby, Ont. and 
she was offered several jobs, 
including one in Germany. 

But somewhat dishear¬ 
tened by the bleak riding 
prospects she returned tb 
Victoria and is presently 
schooling a horse for Pete 
and Barb Saegebrecht and 
giving English riding lessons. 

"If we had the money we 
could help her get into the 
international competitions. 
But we'll just have to hope 
one of the bigger stables 
gives her a chance." says 
Barb Saegebrecht. 

Sunny Mountain, a five- 
year-old thoroughbred that 
raced under the title Source 
of Funds at Sandown last 
fall, is the stallion Debbie is 
schooling and Peter Saege 
brechts says, "If she gets 
somewhere with Sunny 
Mountain she might get a 
break and go on to bigger 
things.” 

There is only one "A" class 
show in B. C., the Vancouver 
International In September, 
and it's the only major show 
that Debbie has prosects of 
riding in this year. 

For the moment she's con¬ 
tent to school and ride In the 
local shows but if opportunity 
should knock...who knows 
she may yet get a chance to 
fulfil her dream. 


INDIANAPOLIS (API - 
Defending national champion 
Tom Sneva wrestled an un¬ 
settling wind and the awe¬ 
some speed of his Cos worth 
powered Penske racer Satur¬ 
day, smashing his own track 
record and winning (he pole 
position lor the $1 million In¬ 
dianapolis 500 on May 28. 

Four-time Indy winner A.J. 
Foyt lost his chance for the 
No. I starting position when 
he pulled off his qualifying 
run and complained of a me¬ 
chanical malfunction. Foyt 
checked his car and said the 
problem was his own fault. 
He then moved his car to the 
rear of the qualifying line for 
a later attempt 

Sneva recorded the first 
10-mile run entirely over 200 
miles an hour in the history of 
the Indianapolis Motor 
Speedway. He averaged 
202.156 m p h. and had an as¬ 
tounding first lap of 201620. 

Last year, Sneva won the 
pole position and became the 
first driver to officially crack 
the 200-m.p.h. barrier, with a 
top effort of 200.525. 

Roger Penske. the car 
owner, saw two of his racers 
average more than 200 m.p.h. 
Saturday, and his "designat¬ 


ed hitter." Mike Hiss, quail 
fled a third team car for 
Mario Andretti at 194.647. An¬ 
dretti. racing this weekend In 
the Belgian Grand Prix, will 
have to start the 500 at the 
end of the 22-car field since he 
did not qualify the car him¬ 
self. 

The other Penske driver, 
rookie Rick Mears. earned a 
spot on the outside of the 
three-car front row with an 
average of 200.078 m.p.h.— 
fastest ever for a first-year 
driver here. 

Danny OngaIs, who 
escaped injury last Tuesday 
in the most serious practice 
crash of the month in his 
backup car. nailed down the 
middle position at the head of 
the field with a 200.122 m.p.h. 
average. 

All the front-row starters 
complained that gusty winds 
made it difficult to get 
through the corners. 

Two-time winner Bobby 

COLONY 

Moron inn 

BILL SAMPLE 

AT THf PIANO BAN 
385-2441 

ClllACHI.K.HT ROOM! 


Unser. the first driver in the 
"second day" qualifying line, 
was the last to qualify, earn¬ 
ing 20th spot. 

Six more hours of quali 
fying was scheduled for 
today. 



MAZDA GLC 



"It's a Great Littte Car!" 
with loads of room up front 
and bach 

50 MPG Hwy 39 MPG City 


paciPic 



Where To Go For Your 

PRESCRIPTIONS 

When Most Of The Town Is Closed! 

LIKE THIS 



WEEKEND! 

Delivery of Course 
Phone 384-1195 


When most of Victoria-enjoys a long Victoria Day 
Holiday Weekend, the Main Dispensary at McGill & 
Orme is open to serve for PRESCRIPTIONS and 
other needs. Open Sunday and Monday from noon 
til 8 p m You can count on us. 

M c 0lB 6 Oifm^, 


E 


PRESCRIPTION CHEMISTS 


Main Dispensary 649 Fort Street in The Yarrow Building 
“A HOME INSTITUTION SINCE 1929." 


Debbie lakes schooling break with Sunny Mountain 


Jo Anne storms 
into golf lead 


JAMESBURG. N.J. — 
JoAnne Camer fired a blis¬ 
tering five under par 66 Sat¬ 
urday to take a two-stroke 
lead over Pat Bradley after 
two rounds of the $100,000 
LPGA Classic golf tourna¬ 
ment at Forest Gate Country 
Club. 

Camer shot an even-par 71 
in Friday's first round for a 
two round total of 137. The 
eight year veteran veteran 
recorded a course record 
seven birdies in Saturday's 
round 

Carner bogeyed the first 
hole after landing in the bun 
ker on her second shot, but 
then birdied the fourth, sixth, 
eight and ninth holes to make 
the turn in three under-par 33 
over the 6,056-yard course 

Carner was forced to 
scramble for par on the I8th 
after putting her drive into a 
fairway bunker She played a 


B.C. unbeaten 

TORONTO (CP) — De- 
fending champion British Co¬ 
lumbia and a team from Mon¬ 
treal were undefeated with 
3-0 records after round-robin 
play Saturday in the cham¬ 
pionship flight of the Cana¬ 
dian junior men's water polo 
competition. 


three-iron over a tree 
then chipped to within three 
feet where she salvaged par 
four. 

Bradley, who was tied with 
Nancy Lopez and Dot Ger¬ 
main following the first 
round, fired a one-under-par 
70 for sole possession of sec¬ 
ond place at 139. 

Lopez, winner of last 
week's Greater Baltimore 
Classic and the tour's leading 
money-winner, shot an even- 
par 71. She tied with Sally 
Little. 70-70, for third place at 
M 0 . Germain is in fourth 
place, aftr shooting a 1-over 
72 for a 141 total 

Sandra Post, the Oakville. 
Ont.. native who now makes 
her home in Florida. Beth 
Stone. Pennie Pulz and Jane 
Blalbck were tied at even-par 
112 

Louise Bruce, a native of 
Toronto, had a second round 
75 for 153, while Dale Shaw of 
Victoria had a 76 for 154. 


RX .71 WE THOUGHT HOU 
1 SHOULD KNOW... 


\A major breakthrough 
tor the enthusiast 



rilCIPII 4 - CHRYSLER 
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McDonalds switch 
rather than fight 


If you can't beat 'em, join 'em. If you can’t Join 'em, 
retreat...and fast. 

With somethin* like the above In mind. Victoria 
McDonalds have rescheduled their next Western Can¬ 
ada Major Junior Lacrosse League home game to May 28 
from May 21 ^ 

McDonalds have been playing before meagre crowds 
at the Esquimau Sports Centre on nights which coincide 
wtth Stanley Can hockey telecasts. 

So the club switched to the new date, a Sunday, one dav 
after the series between Montreal Canadtens and Boston 
Bruins ends should It go the full seven games. 

McDonalds face Coquitlam J-Hawks at I p.m on the 
new date. 


Speedway active 
today, Monday 


Gordie Stone and Al Miller 
resume their stock-car bat¬ 
tles this weekend at Western 
Speedway. 

They'll be competing In the 
full stock-car program that 
highlights a busy holiday 
weekend of racing at the 
Langford Oval. The fitst 
demolition derby of the sea¬ 
son wiM be held today with 
time trials at 2 p.m. and the 
stock-car program opens 
with time trials at 3 p.nt. 
Monday. 

Stone and Miller have had 
it their own way in the first 
three stock-car races of the 
season. Stone won the open 
ing race and last Wednes¬ 
day's feature and Miller won' 
the second race of the sea¬ 
son. 

Stone has been able to post 
the better times, he set track 
records each time out and 
lowered it to 19 72 Wednes¬ 


day but Miller was close be 
hind with a time of 19.77. 

The two drivers have been 
wheel to wheel In almost 
every race, including trophy- 
dashes and heat races. 

Stone's 1966 Mustang coupe 
appears to have better speed 
on the straights but Miller's 
1966 Cougar appears to have 
better cornering ability. 

AUTO PARTS - An added 
feature Monday following the 
stock-car program will be 
Orval the Daredevil Clown's 
thrill show.. Monday is chil¬ 
dren's day and all children 12 
and under will be admitted 
free if accompanied by an 
adult This year the demoli¬ 
tion drivers will be compet¬ 
ing for a points champion¬ 
ship and before each race 
there will be a best-looking 
car contest 


Glen Meadows 
to host tourney 


Glen Meadows Golf and 
Country Club will host the 
annual National Handicap 
Awards Tournament Thurs¬ 
day. 

A field of 86 is entered in 
the 18-hole tournament for 
women with handicaps front 
23 to 36. 

The six low net will com¬ 
pete in the medal round of the 
women's city championship 
tournament June 12 at Gorge 
Vale and the two low net scor¬ 
ers there will represent the 


Victoria club 
splits openers 

DELTA — Foresters of the 
Carnarvon Park Pony 
League split a pair of open¬ 
ing-day games Saturday in 
.the Sun God baseball tourna 
ment 

Led by Steve Dietrich's 
four KBIs, the Victorians 
pounded Port Coquitlam 8-4 
after bowing 7-2 to Tsawwas- 
sen. 

Foresters continue in the 
double knockout this morn¬ 
ing at 10. if they win. another 
game is scheduled for this 
afternoon. 

Cuban scrapper 
retains crown 

BELGRADE, Yugoslavia 
(Reuter) — Teofiio Stevenson 
of Cuba stopped Dragomlr 
Vujkov ic of Yugoslavia in the 
second igptind Saturday night 
to retain his world amateur 
boxing heavyweight cham¬ 
pionship. 

Stevenson's victory gave 
Cuba five gold medals in the 
tournament which ended Sat¬ 
urday. The Cuban heavy¬ 
weight now has won two 
world amateur and two 
Olympic titles. 


Sroome Hill; 


- Victoria. 


CANADIAN TRANSPORT COMMISSION 

NOTICE OF PUBLIC HEARING 

The Railway Transport Commute# of the 
Canadian Transport Commission will hold a 

S ubtle hearing In Victoria, B.C. June 15, 1978 lor 
le purpose ol: 

Determining whether to grant an exten¬ 
sion of time within which Canadian 
National Railways la to Install automatic 
protection et the crossing of Its tracks and 
Highway No. 1 in Saanich. B.C. at mileage 
1.86 Cowlchan Subdivision, as required 
by Order R-24878 dated May 27, 1977. 
The hearing will commence at 1.30 p.m., 
Thuraday. June 16 In Court Room No. 311, Laws 
Courts Building, 860 Burdett Avenue, Victoria, 
B.C. 

All Interested parties are Invited to attend the 
public hearing and present their views. 

J. d'AvIgnon, * H 

Secretary, 

Railway Tri 


Haste Ye Home captures 
Exhibition Park feature 


VANCOUVER (CP) - 
Haste Ye Home, a * 20.000 
clalmer at Santa Anita. 
Calif., last March out of his 
third winning race, edged out 
Solid Purchase in the stretch 
to win the SlO.OOO-added Ker 
risdgle Handicap Saturday at 
Exhibition Park 

Haste Ye Home was out of 
the money In two starts here 
but was primed for the Ker- 
risdale. the first 1 1-1S mile 
race of the season for three- 
year-olds. 

Haste Ye Home, ridden by- 
Jim Arnold, was well back 
for the early going but made 
a big move leaving the back- 
stretch. It moved up from 
sixth to second around the 
turn but then had a tough 
head-to-head battle with Solid 
Purchase down the lane. 

The horses.exchanged 
leads but it was Haste Ye 
Home in front by a nose at the 
wire. 

Haste Ye Home covered 
the distance In 1:47 2-5 on a 
fast track and paid *14.00. 
*8.20. *3.20 as third choice to 
the Harold Barroby entry of 
Jungle Mac and Great Shanty 
and the Washington-bred Re¬ 
cyclable. 

Solid Purchase, which also 
had been racing In California, 
left the race still a maiden. 
He paid *3.00 and *2.90. Jun 
gle Mac was third, three- 
quarters of a length back, 
and paid *2.40. 

Haste Ye Home won *7.227 
to bring its season earnings to 
*23.667. 

The 9,889 fans on hand for 
the 10-race card wagered 
*960.832. 

Saturday results and en¬ 
tries for Monday: 

Fir**-*L988, claiming, I v««r old*, 6"i 

5m 5!3\ Arnold) 10 00 4.90 3-70 

Ocean Perk (Wmick) 18 30 9.30 

Antonio Sanchez (Art arbor n) 1SJ) 

Time: 1:»>S 

Morrocco. John Beer. Parkhead Prince, 
Sw,ft Summer. itwon in History, William 
‘ * ^ i Strldt all 


Rufu*. Freely S 


Nmtfee 

JedT* D*»lr* (Welt*) S 3D 

Sans 0 War (Creighton) 


district In the provincial 23-36 
handicap championship Aug. 
22-23 at Chilliwack. 

100 am — Kay Ricklnson (PC), 
MeufJeMiller <CH>. Freda Bond (GM). 

8:06—- Heldn YoaChlm (PC). Shirley 
Bendall (CM), Mur tel Twit* (GM) 

• 12 - Arm Belither (RC), Oorti 
Whlttot (CH). Maroeret Fry (GV) 

8 18— Obednt Proud*oot (PC). Syl¬ 
via Large (CH), Nor ah Cabeidu (V). 

1:24 — Margo Davison (PC). Ada 
Wood lev (SSI). Edna Sargent (GV) 

8 30 — Marg Graham (V), Hatti# 
Paters (PC), Carmel Marshall (GV) 

8 36 — Puth Trelawnv (GM), Lois 
PookmClurman (SSI), Clara Webber 
(Met). 

8 42 - Margaret Sutton (OM), May 
Peasiaftd (Mat), Phoda Duncan (PC). 

8 48- Donna Finlay (CH). P*acca 
Kidd (GV), M MacFarlant (PC) 

8 S4 - Pat Staphans (V), Jo PoJi tano 
(CH). Batty Brock (GM) 

« 00 - Emily Medland (RC), J ana 
Dohan (V), Phyllis Ross (CH) 

9 06 — Sarnie Davies (GM), Mary 
Fortune (CH). Debbie Roy (Met) 

o 12 - Irene Nvbero (SBH). Phyllis 
Stafford (G). Joan Perks (PC). 

9 18 — Bessie Law (Met). Marion 
Gumev (SBH), Dot Robinson (GV) 

9:?4 — Winnie Liver (G), Betsv 
Smith (V), Trudv Bennett (GV) 

9 JO — Jean Pookms (SSI), Jean 
George (GM), Irene Holland (RC) 

9 36—Jocelyn Dickson (V), Mildrac 
Gurney (SSI),Pa) Leahy (CH). 

9 42 — Jane Jettrev (GM), Naomi 
Coihsorf (Mat). Joan McKenzie (V). 

■5 48 - Sadia Campbell (PC), U#» 
Smilh (V), Ejtelle Ingram (CH). 

9 S4 — Margie Mills (SSI), Bette 
Moore (V), VI Collins (PLI. 

10 00 — AAerlon McLean (V), Jean 
Henderson (SBH), Carol Bred6hew 
(PL) 

10 06- LouiseCatchoola (Met). Svf 
via Burntp (GV), Doris Lewis (GM) 
10:12— iris Allan (Met), Addl Smith 
(GM), Paerl Bergman (PL) 

10:18— Benia Hellatf (V), Jean 
Both well (GV), Motile Schofield (CH). 

10 24 — Liz Hawes (V), Tens John¬ 
ston (Mat), Helen Speight (GV). 

10:30 - Esther Pauwels (CH), Mar 
geret Robson (G), June Trekter (PL). 

10 36— Peggy Swallow (CH), Maria 
GUI (V). Charlotte Cooper (SSI), Gaor 
gma Gardiner (PL) 

10:42—LlfldeLaughlln(G) Barbara 
Webber (Mat), Phyllis Knight (PL). 
Helen Denny (V). 

Key: CH-Coder Hill, G-Galiano. 
GM — Glen Meadows, GV — Oorga 
vela. Mat — AAetchoain. PL — Pros 
pact Laka. PC— Roval Colwood; SSI - 
Salt Soring island. SBH — Sooki 
Hill; V — V 


The Original Knight 

Ksolunar tables 

V^Wften To 
Or Hunt 


Fith^jX 


Mlaor Major Minor 
A.M. P 

TODAY 


3 55 

16:45 4:30 

TOMORROW 

11:15 

4: 55 

11:56 5:30 

TUESDAY 

— 

fi 00 

12:26 6:35 

WEDNESDAY 

12:35 

7.05 

1:25 7:35 

THURSDAY 

2:66 

8:15 

2:36 8:40 

FRIDAY 

3:65 

9:20 

3:35 9:43 

SATURDAY 

‘ 4:11 

10:25 

4:49 10:50 

SUNDAY 

1:11 

11:25 

5:25 11:45 

MONDAY 

4:64 


4:25 12:13 

TUESDAY 

4:15 

12:35 

7:05 1:00 

7:36 


s&tw. 

s Champion 


also ran 

“ i. Holly OHv 


tributary Ace Of 
Track scri ' 
and Nushies 


P earth 0 , 288 , dawning,* 
eg. 1 1 UmikH 

Hushing Knight (Arnold) 16 «148 4 28 
Oh Really (K. Smith) 4.60 ? to 

Hallo JUOB* (WM&) 288 

Tima: 1:98 VS. Exactor ttJ JO 
Prince Richard Enlas Bov, K iva Beach. 
ScralcnHerrv. Prime Bit. CeuM The Pear 1 1 
also ran. 

F tflh—8M88rdaNnmB4vaaraldS4Wi«a. 

Of mIssWi (Stein) 16 60 8 08 5.38 
Ldd> Derkfoet (Williams) 5 70 4^0 
Devil's Daughter (Johnson) 6 60 

Time: L»2-5 

Easter Gam, DeisAObie. Newfltlda, Gun 
Music, KifeFlight. F mnay'sF umbla. Near 
ly irWietaoren 

Sixth— ttaM. deimtne, 3 year eta*. 6‘ * 

4 38 3.11 


Exactor 1123.68 


**fh f h t tm ciwmtwf 4 year a m NX 

It? V 38M8UI 

WBfc. “ s 

•sattiSziMi 

Welcome Home 4 Nor an 

Pimm's m. 

Ntnth-4!Ua. hanMcaa, 1 year eta*. 1V 
16 miles 

Haste Ye Home (Arnold) 14 80 6 28 2.3$ 
Solid Purchase (Loseth) 5 08 3 % 

Jungle Mac (Johnson) 2.41 

Tima: 1:47 2-5 

Trs A Spirit. Great Shanty, Recyclable. 
Physiotherapist, B. Den B., Newsboy mu 
iich.Mongoiloasom, MedpicMerkeheren 


Aces dash home 
for track meet 

So the story goes, young for Monday'* opening at 2:30 
Abe Lincoln would walk 26 p m. 




Smokeut P<rse ,Carter > 

Minoru Pi'h (Wilkins 
Tanya Lynn (Dallav) 

_ Time. 1.19 2-i Exactor M2 »^H 
j Rock Melody Bud N Wendy Rosa Old. 

BOOt 


_also ran 

Trackscratchas Speck Of Dust and Vu it 


Star 

Tr _ 

nomah Soring 


r Oea a 


f s m w am c u nnin g , 4 year atdi and 

• (Skinner) IB 5 28 3 30 
jandrew (Brownell) 9)66.58 

Frdecti (K. Smith) 1200 

Time: 1:49 3-5 Ouinafla IS4 20 
Tanusa. Mi Sotdtor, Tudor Lou, Arctic 
Saber. Teddy Bear D . Hammer Foxy Pi 
rata D. also ran 

Hendto: 9968 832 Attendance t «t 


Page N'Saga (Arnold) ns 

Chili Chinook (Browne!!) IIS 

Tin TtBrty Spotlit (W)tkn) 110 
PrtPQgCMMfWMBfc) 115 

April Sound (Skinner) i» 

$acawd—*3,200, allow one a, i year 
aids, a 1 * furling* 

Tesla (Walkar) MS 

Pound Tf»Markat (Oamerast) m 
French Sonnet (Wimck) i» 

Willla's Tam (Brownell) 115 

S Mwmi Ub (W m a ra ) no 

Taka Till Money j Johnson) lis 
Trial Oata (LooaM) ns 

Ritalistic (Skinner) >20 

Third-iim attawance, 3 year aids. 


ns 

120 

120 

MS 

MS 

MS 

120 

MS 

121 

128 


Harpoon (Arnold) 
Chatters (Artartum) 

Galt Shot (SkInner) 

Float Advance (M. Mena) 
Commend B. (Krasnar) 
Splinters (Loseth) 

Soerton Power (OaHev) 
Sweat Ribs (A. Smith) 
Macho Macho (J Mena) 
On Your Wav (Johnson) 


Off The Pact (M Mena) 29 to 13* 798 
Kevin's Award (A. Smith) 8.20 5.60 

Lyric Lino (J Mona) 4 30 

Time: 1:311-5 

Tomplan' s T l m, Pr i ncaot Dw r v. Parttha I. 
CejualDude, Danmtar, Fleet soma. Movie 
Director also ran 


MONDAY'S ENTRIES < 

First—*1,190, claim mo. S veer etdt. 
6 1 1 f urtone* 

Tony Laowlck (Damorast) MS 

Little Pooua (Krasnar) MS 

Thunder Root (A. Smith) 120 

Ruddlgora (Arttrburm MS 


Founts U.88B, ciaimtno, 4 year atds 
up, 6’»furlongs 

Lots or Spaed (Krasnar) 113 

Dr Hast (Carter) ms 

Barb s Knight (Mantling) 114 

Jpectlon 


ParfMpacflon (Artgrfcurn) m 

Naval Pasarva (Wilkinson) 112 

Ambling Art (M. Mane) 107 

vanishing Coda (Johnson) 1 12 

Transport Dan (WMck) 114 


Namdor in national final 

FREDERICTON, N.B. Namdor Hammers of Esqui¬ 
mau advanced to the final of the Canadian Juvenile men's 
volleyball championship Saturday and two of Its mem¬ 
bers received special honors. 

Namdor. which defeated Wetasklwln. Alta. 2-0 in-quar- 
ter finals and Etobicoke. Ont. 2-1 In semi-final play, will 
meet Quebec City Citadeles for the title today 

Dave Shokar of tyamdor was named moat valuable 
player in the tournament and Judy Bourne of Namdor 
was named top coach. 

In the women's section. Victoria "Y" dropped a 2-l 
decision to Scarborough. Ont. In the quarter-finals and 
downed Newcastle. N.B. 24) In the consolation round. Vic¬ 
toria meets Laphare of Sherbrooke, Que. today for fifth 
place 

Darlene Leung of Victoria was named to the all-star 
team. 

Hirondelles of Quebec and Ottawa Greenpeppers meet 
In the women's final. 


Firm—M.m,cUMUM.4rMrM>u«. 
fene w 

AW TIM FlMI (LWMl) 111 

ScviMao Suits (Osmarstn lit 

asUyffalor (AriMunu in 

Oaring Morn (patter) l IS 

Mor ni ng Dor, (Skttnr) MS 

M4 Of Tho Tlmot (Wllk'n) ,07 

FrtncaulStoM) 11} 

EmeroM Dot (Conor) 117 


Sixie—04.MS. cMimtno , roar aia, uo, 
i ( mn gi 

Soon Ouolttv (J. Mono) 

Samoan iwS (Wottior) 

Moonof Flro (A Smitt)) 


miles to return a library 
book. Honest Abe's record 
still stands. 

But two members of Vic¬ 
toria Selects have plenty of 
ground to cover before mak¬ 
ing tt to the track and Beld 

club's first meet of the sea¬ 
son. 

Harold Wlllers. who'll heft 
Hie discos and javelin Mon¬ 
day at Centennial Stadium, Is 
fresh from a career-topping 
hammer throw of 35.40 
metres, good enough to win 
the event-at the NAIA cham¬ 
pionships In Texas. 

The Simon Fraser Univer¬ 
sity freshman returns from 
Abilene to help Victorie face 
Richmond Kajaka, Fraser 
Valley Flyers and Victoria 
Reserves (formerly Under- 
dogs) In the four-way meet. 

Joyce Yakubewlch doesn't 
have so far to travel. One of 
two Victoria entries In Mon- 
Hay's women's 106-metres 
event competed in the Modes¬ 
to. Calif., Relays through Sat¬ 
urday, and will re 


Victoria women's entries 
total 24 In Individual events, 
with two athletes competing 
in each except the relays. 

On the other aide, two men 
will' also enter each of 16 
events, with the exception of 
the 4xl00-metre relays. 



I return In time 


YAMAHA 

A/ho-i I you *»«<•* 4m»«* »it f n bit'll 


Luxlngton u 
Swan Khgl (I 


LB* (Frtzwo 


• alio ran. 


Ir 11 

Mis 

Jungl« Fox <K Smitti) 2.40 

Tim*: 1:49 4 5 Daily Double S2I80 
Dandy Lea. Anything Will Do, Le Pepil 
lion. Bend Ago Go. Reformed also ran. 

Third—11,261. atHwmca, I year Ms, ) 
fur low end 150 yard* 

Lunch Break (Walker) 11.00 5.78 4.40 
Glenllvet Jamev (Trevino) 13.90 6 00 
impreuive Ann (Johnson) 4 80 


impressive Ann ( 

Time: 0:43 4-5 
Quiet Reflection. Northern Balsam. Con 


According to the Sotuner Table* cal¬ 
culated for this area, the best times for 
hunting end fishing for the next 10 dav* 
will be as follows (times shown are 
Pacific Standard 


Major 

M. 


Oak Bay 
sparked 

Jan Aten whacked fo sixes 
Saturday en route to piling up 
a season-high 126 runs for 
Oak Bay in a Victoria and 
District Cricket Association 
match against Albion at Bea¬ 
con Hill Park. 

Oak Bay declared at 235 for 
seven but Albion battled back 
to earn a draw with 178 for 
seven. 

Mike Cochrane added 39 
not out for Oak Bay and Don 
Hughes took three wickets for 
55 runs. 

Mike Vaughan led Albion 
with 37 n.o. and Mai Shanks 
added 36. Ken Atiz took two 
wickets for 26 and Aten two 

for 37. 

In other matches, front- 
running Incogs romped to a 
129-run win over Cowichan at 
St. Michael's University 
School and Alcos scored a 
three-wicket win over Cast¬ 
aways at Windsor Park. 

Jim Wenman led the Incog 


attack * 
by Aten 

batting with 45 runt aided by 
Grenfell Featherstone (27 
n.o.) and Rob Wilson (25 
n.o.). Cowichan was dis¬ 
missed for 30 runs, Dave 
Gladden taking five wickets 
for 11 runs, Anton Larsen 
three for 15. 

Castaways were all out for 
98. Tony Quarlesa scoring 23 
and John Newton 18. 

Steve Hanson (*-28). Sandy 
Hutchison (2-2) and Bob 
MacKay (2-20) led the bowl¬ 
ing. 

Alcos reached 102 for 
seven, brothers Michael and 
Peter Nation scoring 31 and 
22 runs, respectively. Dave 
Auld (*-24) and Alan Rees 
(3-39) were top Castaway 
bowlers. 


rlKraanar) 

Comic Sut (johmon) 

imelk—e4.FM.cMtmMg.4vMr Me, 

AM AS.- I, 11S 

•u, m Xwi^p 
Plvar of lot (Arnold) 

Charlascrosf (Johnson) 

Talk On (K. Smith) 

Cl Baoorial (Skkwwr) 

Poona Shot (Stain) 

Astro Comat (J. Mans) 

Navar Char gas Jr. (Wln(ck) 

No Arrhythmia (Dailav) 

Marching Wlllia 
Ola Conkla (Losath) 

Also atfgibla 

Early Braaza (Damorast) 

C.oulaa Saga (Krasnar) 

Cadwan (Williams) 

Color Ma Bold (Brav) 

■la h f h *5408, claiming, 4 yaor aMs 
up, 11 ttmtlas 
Saucv Vardlct (Sfclnnar) 

Statnwav (Krasnar) 

Mam Gallant (K. Smith) 

Maiba Marshall (Artartourn) 
Commoncharo (WinKki 
Solid Paactlon (J. Mona) 

Skara Braa (Williams) 

Printer* Ink (Carter) 

Ninth—*15,888, handicap, 3 year olds 
un 1 1.1 a niriM 

Smooth Sifter (Damorast) 

Trustwood 

Junior Tomahawk (Dailav) 

Tow The Line (M. Mena) 

Grand# Ribot (Wolski) 

Rusty Scupoar (Smith) 

Alberta Green (J. Mana) 

Willies Revenge (Slain) 

Pampas Host (Johnson) 

Two Bowls of Rk# (Krasnar) 
AisoHlgibla 
Lord Hubert (Losath) 



M4 

115 

109 

105 

108 

114 

1)8 

117 

12) 

112 


113 

Tenth—*3,280,claimin«.4yterold* 

Srval'chkano (Rocha) 187 

Win Kav (Williams) 109 

Split The Atom (Skinner) 117 

Brauer Rabbit (Trevino) lie 

Darshan s Reward (Frazier) 109 

Cheetah Child (Dailav) 114 

Mr. Double G. (A. Smith) 11/ 

Deeour (Wlnick) 

Crime Fighter (Stain) 


S&7M 

wilfa* 

Mss! 


Featuring the Chevy Chevette or 
other fine car. And the first 200 kilo- ' 
metres per day are on the house! 

Other Weekend Specials available In 
most Canadian cities and airports- 
most with 200 kilo¬ 
metres per day on^ 
the house! 

TILDEN 

Reservations 386-1213 



B.C. bowlers capture title 


Minor periods, shorter duritlon, 
llghl tvpe 

Meier eer,ed» leetiaa 111 to 1 hour* 
ere shown in bold. 


THUNDER BAY, Ont. 
(CP) — British Columbia 
won Its first-ever world five- 
pin bowling aggregate crown 
with a strong final day finish 
Saturday. 

The B.C. bowlers finished 
with 82.5 total points to edge 
runnerup Manitoba which 
had 78 points. 

Defending champion, On¬ 
tario. finished a slim one 
point behind Manitoba. 

Rounding out the team 
totals were: Liberia 58.5 ; 
Saskastchewan, 36.5; North- 


*15—*15—*15 

FreeW, emptied 

45-BAL OAK WHISKY 
—BARRELS— 

PH.383-1328 


NEED NEW 
GLASSES? 



en 




BIG SAVINGS 
ARE COMING! 

'.AVI VOIIUi 71 F.LAV. PRESCRIPTION 

St I i/VLDNI :,DAY'S ('Al'EU I OR Dt I All 

THE OPTICAL DEPT. 

OF LOflDOA DRUGS 






















































A lot of good names. All in one place. 

DL Ml227A 


We’d like to do a little name dropping. 


MIKE CASTLE 

SALES MASTER 
GW HONOR CLUB 


MARTIN CUMMINGS 

SALES MASTER 
OM HONOR CLUB 


BARNY FOSS 

GRAND SALES MASTER 
GM HONOR CLUB 


TOM HOWELLS 

SALES 

REPRESENTATIVE 


NEWT LARGE 

SALES MASTER 
GM HONOUR CLUB 


BILL REYNOLDS 

SENIOR SALES MASTER 
GM HONOUR CLUB 


This year the quality, the styling, the selection and the prices 
of our cars and trucks has never been better. When you come 
to Empress you’ll see great names like: • Acadian 
'S’ • Acadian • Sunbird Coupe • Sunbird Sport Hatchback 

• Phoenix • Phoenix LJ • Firebird • Esprit • Formula • Trans 
Am • Special Edition Trans Am • Lemans • Grand Lemans 

• Lemans Safari • Grand Lemans Safari • Grand Am • Grand 


Prix • Grand Prix SJ • Grand Prix LJ • Laurentian • Catalina 

• Parisienne Brougham • Electra Park Avenue • Riviera 

• Skyhawk Hatchback Coupe • Skylark • Skylark Custom 

• Century Special • Century Custom • Century Sport Coupe 

• LeSabre • LeSabre Custom • LeSabre Sport Coupe • Buick 

Estate Wagon • Electra 225 • Electra Limited and GMC 
Trucks. " 


JOHN STRINGER 

FLEET a LEASE 
MANAGER 


LORRAINE HANSEN 

. CUSTOMER 
SERVICES MANAGER 


KEN ALDER 

SALES MASTER 
GM HONOR CLUB 


DES BATES 

SALES 

REPRESENTATIVE 


SALES 

REPRESENTATIVE 


KARL KUESTER 

SENIOR SALES MASTER 
GM HONOR CLUB 


CHARLIE PETERSON 

GRAND SALES MASTER 
GM HONOUR CLUB 


ALAN SHEARNE 

SALES 

REPRESENTATIVE 


SAM TAYLOR 

SALES 

REPRESENTATIVE 


ERROL RICHARDSON 

SALES 

REPRESENTATIVE 


Question: How long has Empress sold 
cars in the Victoria market? 

Empress has been selling cars (or over twenty, 
five years. We're one of tne oldest car dealership 
names in Victoria.. However, the franchise goes 
back a long, long time. Our senior employee - 
Sam Taylor — has been with Pontiac Buick GMC 
here in Victoria since 1929 


Question: This seems like a pretty big 
business — how many people work here? 

Yes. Empress is one ol the largest retail businesses in town. We 
have over seventy-five lull-time employees. We sell more tars 
and trucks Ilian any other dealership on Vancouver Island 


Question: What’s today's car buyer like?' 

They're informed, value conscious with a high expectation ol 
their car. They want efficiency with economy and they want to 
buy something that they're proud to drive. 1 guess that's one ol 
the reasons we re such a successful dealership We sell General 
Motors products and there just aren't any better vehicles on the 
road today, it is recognized in the industry that GM are years 
ahead in engineering, styling, gas mileage and downright good 
value. 

Question: What's some good advice for a car buyer? 

I'd like to say buy your next car at Empress but of course, it's 
more than that. Buy from a reputable established dealer who will 
back up your purchase with first-class service, including a 
salesman who vou can trust and respect. A car is a big 
investment, the biggest investment a consumer makes after a 
house, he's got to go for quality at a competitive price 


Question: Can I get a good buy at Empress? 

If you mean a good car at a fair price — emphatically yes. Some 
people tend to think price is what it's all about. That just isn't 
true Our customer gets value for money and at Empress good 
value means a quality vehicle that is priced right 

Question: What would you say the joh of your salesman is? 

Obviously to sell cars. But it s more than that. It's to fit the 
customer with the vehicle he needs. And to do that you have to 
know the business and know your product. A customer may come 
in with some idea as to what he wants but our salespeople 
have to look past that and see what he needs. And that isn't the 
most expensive car he can afford either. It's the car. or truck 
that fits his lifestyle. If you sell him the wrong vehicle he won t 
come back and Empress customers do cpme back — we get a lot 
of repeat sales. Sometimes we sell vehicles to a whole family — 
father, kids, in-laws, everybody 

Question: One last point — what's your business philosophy ? 

In a word — fairness. We sell a quality 
product, we service Uiat product and we 
want our customers to come back. We ll 
put you in a car that we're proud to sell and 
you II be happy to drive. That's the way we 
run Empress and frankly I can't think of a 
better way to conduct business Just ask 
someone who's bought a car or truck from 


PRESIDENT & GENERAL MANAGER 
EMPRESS PONTIAOBUICKsGMC LTD 


FRED FARLOWE 

PRESIDENT AND 
GENERAL MANAGER 




STAN LIM 

GENERAL SALES 
MANAGER 


BRIAN McLEAN 

NEW CAR SALES 
MANAGER 


JACK YOULDEN 

SALES MASTER 
GM HONOUR CLUB 


I, 

CARL SPICER 

USED CAR SALES 
MANAGER 


(j) EMPRESS PONTIAC • BUICK * GMC LTD. 2867 DOUGLAS STREET (AT TOPAZ) PHONE 382-7121 























V, 


Moroccan Human hangs out her clothes like 
Homen all over the world except that some ol 
(he clothing Is sheepskin (In foregnmti.) 


VISIT 

THE BEAUTIFUL WEST COAST 
& STAY AT THE 

BAMFIELD 

TRAILS 

MOTEL 


• 15 Comfortable Units • Some Cooking 
• Restaurant • Gov't Dock • Sea view 
• Reasonable Rates 

CALL: 728-3231 

or Write: Box No. 7,Bamtield,B.C. VOR 1B0 
lor more information todayl 
Manager: Shirley h Barney Smith. 


Leisure Island Tours lm. 

1114 Langley Street 366-4131 

PROUDLY INTRODUCES 

Vancouver Island 
Day Tours 

Seven different sightseeing tours 
for your leisure pleasure. 

FULLY ESCORTED DELUXE COACHES LUNCHEONS INCLUDED 
for your consideration at 

SPECIAL INTRODUCTORY PRICES 

Monday, May 22 and 29 

OPEN PACIFIC $ib.00 

Out the west coast to Jordan River and a stop at Royal Roads. 

Tuesday, May 23 and 30 

SOUTH ISLAND CIRCUIT $16.00 

A ride on the Mill Bay Ferry and a tour of Fort Rodd Hill. 

Wednesday, May 24 and 31 

SALT SPRING ISLAND $ift.00 

\ delightful day spent exploring this beautiful Island. Two ferry 
trips. 

Thursday, May 25 and June 1 
CATHEDRAL GROVE $ig.00 

Luncheon at the George Inn at Qualicum Beach and an afternoon 
stroll among nature's masterpiece. 

Friday, May 26 and June 2 

DAYLINER DELIGHT $20.00 

Early morning Journey by rail to Duncan. Tour continues by 
motoreoach Returns to Victoria approx. 2:45 p.m. 

Saturday, May 27 and (une 3 
LAKE COWICHAN CIRCLE $16.00 

Very scenic trip up the Cowichan Valley and around the lake. 
Luncheon at Cedar Inn in Youbou. 

Sunday, May 28 and June 4 

FORGOTTEN COMMUNITIES Slb.OO 

Visit the manv little communities that dot the Island between Vic¬ 
toria and Nanaimo. 

INFORMATIVE, SPECIALIZED SIGHTSEEING TOURS 

1114 LANGLEY ST. 

Between Bastion Square and fort Si. 

TELEPHONE 388-4131 

Leisure Island Tours Ltd. 

You'll like our tours, you'll like us. 

P lease Purchase ticket earlv for choice of seat*. Tickets must be picked up 
bv noon, the dav prior to the tour. Our office ts open fVIRY DAY 



EUROPEAN TOURS 

LOW COST — PAYABLE IN CANADIAN FUNDS 

EASTIRN EUROPE WE8TERN EUROPE 

<•"•? *1,1*5. C4n.) -(only *1.215. Cdn.) 

GREAT BRITAIN 
includes: («my 11 ^ 75 . can.) 

747Jumbo Jet Vancouvnr-London Rntum lit Clan Sar- 
vica by Wardalr. All Hotata and Brnkfaata. All Dmnara («*- 
capl London). All Panoramic Coach Traval. Engllah Char- 
nal Ferry Crossing. Tours of Most Chin with Local Quids. 
Transfers and Baggage Handling. All Entrance Fan- 
Tours. Fully Conducted Tour from Vancouver. Multi¬ 
lingual Courier In Europe. 

Depart Vancouver Aug. 31,197D 

For complsti itinerary md dstills or tar trttnr 

lofomtlloi atom tad- 

lew muva atvaav van ■ 

EMPLOYEE TRAVEL SERVICE 
592-3875 (24 hr*.) 

Bn 1501 
Victoria, B.C. 

Travel Act Mag. No. 202-5 


Biblical sojourn unfolds 


By NEIL MORGAN 

MEKNES, Morocco — Be¬ 
hind the ancient town gates, 
among the labyrinthine mar- 
ket stalls where no map can 
spare the stringer from los¬ 
ing his way. live 30.000 of the 
people of Meknes. They must 
all be in sight this afternoon, 
and each face is in its way 
compelling. 

It is my first walk inside 
one of the medieval commun¬ 
ities of Morocco, and my 
senses are seized and held. 

Nothing I have read pre¬ 
pared me for the medina 
[he old town — and nothing I 
can write is likely to convey 
its exotic impact. It is like 
being set back in biblical 
times, and yet that burro 
there sags under a modem 
burden: cartons of Tide and 
toilet paper. It is like being 
cast back in the farthest 
place on earth, and yet those 
children there, holding spools 
of yam like human bobbins 
for their parents squatting in- 


PASSPORT 

PHOTOS 

Color or Block and Whito 
10-Minuto Sorvlco 


TIVOLI 


§ 

STUDIOS 


1541 Oak Bay Av«. 
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Eaton’s Travel 


Great 

Destinations 

EGYPT 
15 days 
via 

Seattle 
999.00 



from 

(U.S. currency) 


Arrange a trip to Seattle through Eaton's Travel. See the fabulous 
King Tut exhibition, then fly on to Egypt Itself! You’ll leave 
Seattle August 15th returning August 29th. Your flight will 
include: 14 nights and 15 days at the deluxe hotel Mena House 
Oberol; roundtrip jet to Cairo from Seattle; continental breakfast 
daily; sightseeing tours, a fashion show, tour guides, taxes and 
service charges. ^ 

Optional Tours in Egypt 

• Egyptian Museum and Mummies 

• The Citadel, Mosques and Bazaars 

• Shopping Tour 

• Islamic Museum and IBN Toulon Mosque 

• Alexandria and El Alameln 

• Suez Canal and Ismallia 

• Nile Cruise 


Just say charge it oa your Ealoa's Account 


Victoria 

382-7141 


Nanaimo 

753-0161 


EATON'S 


_ 


side their shops, smile slyly 
and ask if I am American. 

No wheeled vehicles are al¬ 
lowed in the medinas of Mo¬ 
rocco. 

Though this law is enforced 
only as closely as crowding 
demands, it establishes the 
medinas as thronging places 
for people, and the intensity 
of humanity dazzles and 
eventually fatigues the visi¬ 
tor. 

Cars and trucks are out of 
the question, anyhow. There 
is not room between the walls 
of stalls, beneath the over¬ 
hangs of roofs and walkways 
and mosque walls, nor any 
way that four-wheeled vehi¬ 
cles could manoeuvre the 
sharp, sudden twistings of the 
cobbled pathways. 

So the burros are the truck¬ 
ing industry, and here in 
Meknes a little yellow cart 
with a single-stroke gasoline 
engine is used to haul out the 
rubble from a construction 
job within the medina. Its 
operator moves carefully, 
giving way everywhere to 
human Vails. 

Quickly the v isitor senses 
that the medina is not simply 
a marketplace, or a conces¬ 
sion for the visitor, but a com 
munity balanced with manu¬ 
facturing and trade and all 
the habits of daily life. 

There is a candy district, 
where the aroma of cooking 
syrup drifts from behind each 
stall. Nearby are the innu¬ 
merable shops where crafts¬ 
men sit hammering designs, 
tap by tap. into brass of every 
shape 

In each block, a bakery: a 
dark dungeon below street 
level, from which the heat of 
ovens rises with the sweet 
smell of fresh bread. Chil¬ 
dren walk into these dark 
doorways, bearing raw dough 
kneaded and placed on a wide 
board. The baker imprints 
each bit of dough with the 
family code and slides the 
board into his oven. Later he 
and the child find the family's 
bread by its markings and 
retrieve it from the jumble of 
boards 

They live behind the stalls 
and above the shops and ba¬ 
keries, and, if they are more 
prosperous, behind shutters 


of stately upstairs windows. 
Eyes peer down into the maze 
from these windows, and the 
visitor feels them even when 
he cannot see them. 

Women stride along in their 
djellabas. veiled, their babies 
strapped to their backs. The 
veils do not mask the darting 
of dark eyes toward the 
strangers: frankly curious 
and inquiring gazes, without 
hostility. The Western visitor 
is not yet so familiar as to 
destroy some mutual sense of 
discovery. 

Later, at the Meknes tour¬ 
ist office, there is the journal¬ 
ist’s usual visit with the tour¬ 
ism official. His name Is 
Moulay ali Alaoui. A burly 
man, he waits patiently while 
a guide Interprets his paeans 
to the ancient beauties of his 
city. 

When the guide stumbles 
over the superlatives and 
breaks into a smile. Moulay 
ali Alaoui is encouraged to 
new bursts of rhetoric. Mean¬ 
while. the children of his two 
secretaries play quietly out¬ 
side his open office door, 
awaiting the end of his orato¬ 
ry. and thus their mothers' 
working day. 

it comes finally, signaled 
by the serv ing of mint tea and 
monstrous snail-like sweet 
cakes, and the invitation to 
use the Western-style bath¬ 
room with which the tourist 
office has been thoughtfully 
equipped. 

Next September. Moulay 
all Alaoui says as he unfurls a 
splendid poster, there will be 
more than 1.300 riders in the 


DRURY’S 
TOURS 

(Driver Eecort John Drury) 

LUXURY COACH 

n. 478 6520 Ilf or night 

RARKSVILLE 6 

QUALICUM REACH $7 

SUNDAY, JUNE 4 .f 

MAYNE ISLAND TOUR 

Inckjdee luncti, lerry 

end lour of Mend $10 

THURS- JUNE 16 I L 

JORDAN RIVER - 
FRENCH CREEK PARK $C 

SUNDAY. JUNE 25 . U 

■ — Cut Out end Save ■■■■ 


BOUNDLESS 
INTERNATIONAL 

RENO 

7 DAYS BY COACH 
FIRESIDE.:. 5 1Z5 001 

(3 (LOCK* FH0M AU. THE ACTIONII 

REEF HOTEL . *129 001 

(0000 ACCOMMODATION. CASINO AND IJOLI 

ARLINGTON PLAZA *135 001 

(CASINO. RESTAUNANT. 2 (LOCKS FROM TOWN) 

THE ONSLOW s 149 001 

(OUR BEST MONT ON THE STRIP) 


DISNEYLAND COACH 10 DAYS 

| INCLUDES TRANSPORTATION, ACCOM- , 

I MODATION, PLUS DISNCYLAND AND 

111 ATTRACTIONS .PROM IUU 

CALIFORNIA ,...,.‘379!? 

INCLUDES SAN PRANCISCO. SANTA BARBARA, 
DISNEYLAND, PALM SPRINGE, PHOENIX, LAE VBOAt I 
| AND RENO. __ 

1 RENO FLIGHTS 4 DAYS 4 NIGHTS 

WS HAVI NO HIDOSN COSTSI 

For more datallt: 

| 388-0464 720 YATIS | 

BOUNDLESS INTERNATIONAL 

Mann Of HR KTTD HNMOt MMUII 


second annual Meknes fanta- 

Turbaned and menacing in 
appearance, the riders in Mo¬ 
roccan fantasia thunder 
across a set course to a sud¬ 
den halt, wheel around and 
fire muzzle-loaders, splaying 
gunpowder and smoke and 
riotous excitement all about. 

At Meknes they will ride for 
three hours each afternoon on 
a field next to the granary 
built by the ruler Moulay Is¬ 
mail in the early 1700s. 

For those who tire of the 
fantasia, the Kafkaesque 
landscape of the old Meknes 
palace gardens and its crum¬ 
bling ochre walls will serve to 
spur later memories almost 
as vivid as those of its me¬ 
dina. 
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DrRjxp. Ownoc-Eecoctod coach town 
A RoQ tat ora d Tour Oparator 

PORTLAND ROSE PARADE 

DU. SWw. Jam I to 11 t4 days) Twin tie m 

E n loy ttw cotajr and Mnantry of th* Pacific Northwest's most 
famous parade from tha comfort of reserved seats Inside the 
Coliseum. Join us on this, a memorable occasion, and sea the 
best of American and Canadian bands floats, and precision eill 
teams. Watch as the routines ere performed in front of roe and 
the review!no stand which Is also located within the building. We 
KfWamme of events for your instant Identltlctlon. 
Vlsitthe Infernattonallv acclaimed Rose Show prior to the 
parade, and tour with us to the Columbia River Gorge and 
magnificent views from Crown Point. Relax for 3 nights at our 
motel, located close to Lloyd Centre for shopping at your 
leisure. Please phone today and reserve vour seat! 

QUEEN CHARLOTTE EXPLORATION 

DM.'SITS M. Juota 2J-H (4 day*) Twin IMS — 

DM. U9SM. Aoa. H-17 (4 days) TwMMMdd. 

An exciting new tour to one of Canada s last frontier*. Slightly 
rugged, but very appealing to those who love to experience 
location* not vet fully developed for tourism, vis't Sendsplt, 
Queen Charlotte City, Messet end fish In the Tied River If you 
wish. See ancient totem pole* carved bv the Halda Indian* over 
100 veer* ego end unspoiled scenic beauty found nowhere else In 
this greet province. This tour Is ell inclusive (bus to end from 
airport, return flights, motel, meals end transportation on the 
Islands). Please phone today, both tours now half full 

COME AND SEE US! 

We're Miufl enough to know YOU, Urge enough lo *erve YOU 
It Veers in VkloeU 

DETAILED ITINIBABIES AVAILABLE ON ALL TOUM$ 

lit Tame M* 645 FORT ST. 306-4732 



Orient Tours with JAL: 

Orient Paradise Tours: Comprehensive 15-28 day 
itineraries of the Orient, including excellent hotels, daily 
American breakfasts, and a "dine-around" plan. Frequent 
departures from Vancouver. Land tour costs from US$599, 
group air fare from CDHS961. (Add CDN$103 for June- 
October departures.) 

Venture Tours: Extensive 15-24 day Orient and Circle 
Pacific vacations, including first class hotels, American 
breakfasts and dinners throughout (some on "dine- 
around" plan), interesting tours and excursions 
Frequent departures every month, many from Vancouvei 
Land costs from US$622, group air fare from CDN$961. 

(Add CDN$103 for June-October departures.) 

Pacific Affordables: Budget-minded tours of Japan and 
the Orient including'hotels, tours, and air fares. Land costs 
from US$580, group air fare from CDN$782. (Add CDMS83 
for June-October departures.) 

Note: Above Orient tours «re based on round-trip GIT air tares from 
Vancouver, B.C. (10 or more people travelling together.) Inclusive of 
hotel accommodations on a twin-room basis, and sightseeing tours as 
indicated In the tour brochures. , 

Mexican Tours witfi JAL: 

“Moran’s Mexico”: 16-day, 15-night vacations from Good 
Luck Travel Service of Vancouver. Land arrangements from 
CDM$257, half-twin basis, inclusive of accommodations, 
transfers and a feature tour in each city visited. Departures 
every Friday, year-rouncj, 

Round-trip individual 21-day excursion air fares horn 
Vancouver to Mexico City CDN$303 plus $8 departure tax. 


Pleas* send me more Information about tours with JAL to: 
( ) Th* Orient ( ) Mexico 


My Travel A*ent 


777 Hornby Street 
Vtneouver, B.C. V6Z 1S4 



We never forget 
how important 
you are. - 
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Darwin s ins piration 

, Beauty in repelling archipelago 
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These equatorial volcano 
lops, the Inspiration for Dar 
win's Origin of the Species, 
are recent newcomers to the 
tourist scene 

The islands—13 main ones, 
sis minor and numerous 
rocks, scattered over 24,000 
square miles—have been 
known since 1335, w hen Bish 
op Thomas de Berlanga's 
bark was swept off course on 
a voyage from Panama to 
Peru. 

Charles Darw in came three 
hundred years later. He and 
i he len-gun Beagle spent five 
weeks here, discovering the 
unique flora and fauna that 
led Darwin to his great 
theory of evolution. 

In between Bishop Berlan 
ga and Darwin, buccaneers 
and privateers hid out in the 
archipelago, resting up from 
coastal raids and the plunder 
mg of treasure ships 

Whalers reprovisioned, 
hauling off the giant Galapa 
gos turtle for soup and steak, 
and fur-sealers mercilessly 
sought their prey 

But only ten years ago did 
tourists begin coming to the 
Galapagos in any numbers to 
see the strange wonders 
found no where else in the 
world. The brooding, hissing 
Iguanas that feed in the sea 
Cormorants that have lost the 
ability to fly. Night-reeding 
swallow tailed gulls. Sixty 
foot trees that are cousins of 
the daisy. Birds that hunt in 
sects with cactus spines 

If Darwin was agog over 
what he found, so are the 
10.004 or more tourists who 
now visit the Galapagos each 
year. Ninety per cent of the 
islands is now an Ecuadorian 
national park. 

Park officials rigorously 
regulate access to the is¬ 
lands. with the emphasis on 
protecting the irreplaceable 
resources. Some areas are 
closed altogether to visit* 
non. With others, visitation is 
carefully limited. 

People are nut allowed to 
wander at will, although the 
marked trails on the major 
points of interest allow close- 
up views of the intriguing 
lord and animal life 

The Darwin Research Sta¬ 
tion at Puerto Ayora. on 
santa Cruz Island, though , 
strapped for funds, has been 
a major force in assisting the 
Ecuadorian park service in 
det eloping a conservation 
program for the islands. 

Present plans call for limit 
mg the tourist flow to 13.000 
lo 13.000 a year 

We litink lliat might be a 
manageable ceiling says 
Dr Hendrick Hoeck. the 34- 
year-old director of the Dar 
win station 

Naturalist guides trained 
at the Darwin Station, ac¬ 
company all large tourist 
parties. No one who has been 
here is ever sorry for coming. 


Travel Tips 

By STAN DELAPLANK 


“On a scale Of ten. 1 would 
rank the Galapagos as 13. 
says one recent visitor 

Mucb of the island land 
scape consists of harsh, bru 
lal lava fields and patches of 
prickly chaparra 

As repelling as that may 
seem, the archipelago also is 
a place of extraordinary 
beauty and tranquility Pris¬ 
tine coral beaches with tur¬ 
quoise water for swimming. 
Cooling tradewinds as you 
look at night at both the 
Southern Cross and the Big 
Dipper. The Rare chance to 
linger at a mangrove lagoon 
where pink flamingos and 
speckled Galapagos ducks 
feed, mindless of your pres 
ence 

The climate is agreeable 
year-around. due to the con¬ 
vergence of the cold Hum¬ 
boldt current from the south 
with the warmer northern 
currents. 

The dry season is front 
June to December, when 
daytime temperatures are a 
mild 15 to 30 degrees. During 
those months, a fine mist 
called ' the garua" often 
covers the highlands 

The warmer season, which 
generally brings some rain, 
lasts from January to June, 
with high temperatures from 
the mld-20s lo the mid :«v It 
ran be fairly humid at times 
during this season 

We had a pleasant time 
aboard the M/V Bucanero. 
operated by Galapagos 
Tours, based in Guayaquil 
She's Scottish-built, 263 feel 
long, sleeps 80 passengers in 
40 cabins, all first class 

Galapagos Tours, which 
runs the Bucanero all year, 
offers cruises of eight and 
five days, starling and ending 
in Guayaquil. On Ihe eight 
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Whv don't you and your family |om us this- 

Bummor in Disneyland? Either mysoif or ono 
of our experienced escorts along with our 
superior drivers, will en|oy having you on our 
holiday to the 'MAGIC KINGDOM where 
we will stay in an Anaheim hotel within wait¬ 
ing distance of Disneyland. Give us s pnona 
call for details on tn« many super 
Inclusions'—Shane 

Sheila Gaff 
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day cruises, one leg—either 
going or returning—will be a 
plane flight between Guava 
quit and Baltra Island, the 
five-day trip has flights both 
ways. 

The eight-day cruise is $873 
per person, double occupan¬ 
cy: the five-day cruise. S465. 
Add 580 one-way air fare be 
iween Guayquil and Baltra. 
8140 round-trip 

TAME.' an Internal Ecu* 
dorian airline, has flights to 
Brltra on Wednesdays and 


Fridays, from Guayaquil, 
which we reached aboard 
Ecuatoriana Airlines 

There are a couple of small 
hotels in Puerto Ayora It’s a 
raffish village that straggles 
along the Avenida Charles 
Darwin, bordering Academy 
Bay. Looks like some place in 
the Bahamas in the l».10s 

Two lively spots in town. 
The Ninfa Bar. next to the 
fishing marina, gathers up 
cattle ranchers from the 
highlands, scientist! from the 


Darwin Station and assorted 
townspeople 

I p the road, looking oul on 
the turquoise Academy Bay 
is Rocky's bar. where you 


can sit on an arcaded terrace 
with palm trees around and 
have a splendid lobster cock- 
jail with a bottle of cold 
Ecuadorian Club pilsner 


THE GEORGE INN 

at Oualicufn Beach 

"MINI-HOLIDAY” 

$42.50 Bar Beraon Include* 

Baedd on Doubts Occupancy 

• Li com model tom Kfi and Sal 

• Naiurdat and Saadas Break!**.!* 

• I tinner and Dance Vatardas 
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THE 


SKY 


IS NOT THE 
LIMIT 


Unlimited mileage. Now you fly to Mexico, the Carib¬ 
bean. Bermuda. Puerto Rico, the Virgin Islands and the 
Bahamas or anywhere Eastern Airlines flies in the 
USA 

FOR NO MORE THAN 

Per parson minimum 2 adults fara pas¬ 
sengers It s almost like owning your owr< 
airline 

FOR DETAILS AND 
RESERVATIONS CONTACT 


323°° 


u.s. 


BAINS 

1710 DOUGLAS ST 

(Oppoeite the Bay) 


INTERNATIONAL 
TRAVEL SERVICE 

LTD. 

386-6363 



Australia. New Zealand 
and the South Pacific in 
the incomparable style 
of a grand oceanlinei 
All yours lor 17 glonou- 
days aboard the majestic 
British-registered 
Oriana 

You'll enjoy relaxing 
shipboard fife, attentive 
service and the exciting 
company of international 
travelers 

Set sail from Vancouver 


Dec. 2 for the fabled 

Seas. Call at Honolulu. 

Suva in the Fljis. Cruise to 
Auckland. New Zealand 
Arrive in Sydney Dec. 20. 
in the midst of Australia's 
delightful Summer 
January '79 Canberra 
departure. Or sail west 
from San Francisco to 
Sydney on P&O's Canberra I 
on a portion of her annual I 
World Cruise I 

Call a travel agent now, j 


i jrfii ? 2 


P&O/ftinceu Cruise* • 40bCira-w,..e ''free* 
Vancouver. B.C. V6C 1T2 
Please send me Informaftor- on 
□ Onana lo Australia lj ("-enoetTe \Kor.a C r. *a 



Holidays by Wardair i 

THROUGH TDTEIDTRAVEL 


Fly to the sunshine of 



from 


return I 
airfare 


via Wardair747 




Intervac low prices plus you’re 
free to arrange your own 
accommodation or choose 
from over 40 hotels 

Enjoy the economy of Intervac s Advance Booking 
Charter fares to Honolulu and the Wardair service of 
delicious meals and bar service in flight: stay away 
for 1.2.3, or 4 weeks: and be free to stay with 
friends, go camping, do just as you please lust 
remember to book early 

Non-stop flights depart Vancouver 
every Tuesday, July 4 to 
October 3 (Nightflight) 
every Sunday, October 15 
December 10 (Dayfllght) 

via Wardair 747 


BOOK AT LEAST 45 DAYS AHEAD 
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BMBMI 
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Need a place to stay? 

Intervac can also arrange accommodation tor you at 
over 40 hotels throughout the islands of Oahu. Maui. 
Kauai and Hawaii. Rates for rooms (some with kltch- 
enettel start at $12 a day per person, based on 
double occupancy 

Intec-lsland transportation 
available via r547oiia Airlines 

Hertz Rent-a-car from 

$17.75 a day. Move around at your own 
speed. Rent a sub-compact with automatic trans¬ 
mission and radio for as little as $17.75 a day Cdn 
IgasoKne. insurance and state tax extral- Larger cars 
available at additional cost Minimum age for rental. 
21 years. 
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' ks I'o'iosy 0 vr»fton» vary by on« or t*o (toys ►o"i numDer ot *rr«5 •mjirgtpd 

This >s Wardair s operating schedule Always check 
ndividual flight availabilities as some flights 
may be sold out subsequent to printing 
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Canadian Traill Cc~~ cr No- 
jsc e denos. t (KOI id w.*o e <r 0 

* tn oaijncf ua>$ ctforo otorvs Ask nt - 
lenscs F re Protection irwrce tor just $6 

be- i#-b 0 ■ Hat included S6 Cdisoa ■ 
••snipe* 0*1 tl* S3 U S Airport oewrtt/e la- 

* B*$5P0rt socal insurance or b«rtn cert ticane <\ 
•>:. -Bit tv *m * wvAngB? it time ot ooofcmg 


Wardair 

25 years of service 
1953-1978 




Htdtbij 

Mayfair 386-3277 

Mayfair Shopping Centra — Victoria 

Duncan Mali" 748-2594 

Interval 

A Wardair Company 


warn I 

Hillside 595-1181 

Hillside Shopping Centre — Victoria 

Port Alberni 723-8138 


ADDITIONAL DEPARTURES 
JANUARY—APRIL 19791 

NOW AVAILABLE FOR BOOKING 
CALL US FOR FURTHER INFORMATION 






















































Tours 


Tour operators promise paradise 
in this summer's buyer's market 


X r 
. dulrd 
airlines ovsr the traveller's 
dollar, summer 78 promises 
to be a buyer's market. 

If you've got the cash, 
they’ve got the tour. 

Are you listening, Freddie 
l-aker? 

Take tor example. Brendan 
Tours. Starting this month 
they’ll be selling 15-day jour¬ 
neys through Ireland for as 
little as $256. Included in the 
package are farmhouse ac¬ 
commodations, dally break 
fasts and a rental car with 
unlimited mileage 

t or anybody desiring to 
substitute the farmhouses for 
hotels, the package is avail¬ 
able starting at $3*5. Add to 
this the round-trip charter 
tare ($399 $489> and Brendan 
figures it's an unbeatable 
buy " 


TURNING south. Islands in 
the Sun is thumping the drum 
for a 10-day "Tahitian Es¬ 
cape" priced at $745. Vaca¬ 
tioners following the fool 
steps of Gaugin will spend 
four days in Tahiti and six 
days on the island of Nloorea 
The price includes both flight 
and hotels as well as the use 
of outrigger canoes, paddle 
boards, bicycles, xnorkeling 
equipment ad infinitum 

For those desiring a longer 
escape from the real world. 
Islands in the Sun proposes 
14-day tours of five islands — 
Tahiti, Moorea. Raiatea. 
Bora Bora and Huahine —for 
$1,189 


CLOSER to home, pleasant 
Hawaiian Holidays and Con 
tmental Express both are lur 
ing vacationers to Hawaii 
with eight day economy 
packages priced at $269 and 
5280 respectively. At the 
same time. Continental is 
featuring four- and eight-day 
trips to Mazatlan for $169 
5269. This includes flight, 
hotels and sightseeing. 

Among the season's out¬ 
standing buys is Club Uni¬ 
verse's two-week lour to 
Spain and Portugal for as lit¬ 
tle as $799, with sightseeing 
in Lisbon, Madrid. Toledo 
and the Costa del SoL. 
(Flights will be via TAP 
charter direct to Lisbon — 
TAP being the Portuguese 
national airline ) 


MEANWHILE. Club Uni¬ 
verse is being inundated with 
requests for brochures de¬ 
scribing its two-week Hong 
Kong tours. The package, 
priced from $669. includes 
round-trip jet hop. daily 
breakfasts and harbor view 
rooms in the Park Hotel. 

(Departures every other Sun¬ 
day through November). 

Others will be JMting south 
during the summer in answer 
to a nifty Saturday-through- 
Friday tour of Grand Baha- 


ON THE GO 
With JERRY HULSE 


ma that's being offered by 
Kuoni Travel. The $37* price 
tag covers the flight, hotel 
and sightseeing. For an extra 
$180. Kuoni will fly the travel 
ler to Nassau instead for a 
full week, including meals, 
drinks, scuba lessons, sail¬ 
ing. picnics on a neighbor 
island and disco dancing till 4 
am. 

It goes without saying that 
this is not one of those geria¬ 
tric tours. (Flights are via 
Miami; departures every 
Friday and Saturday.) 

TAKING TO the heavens 
each week through Oct. 7 are 
two-week Globus-Gateway 
tours of England. Scotland 
and Ireland, the entire pack 
age — flight, accommoda ¬ 
tions, sightseeing and two 
meals daily — priced at $998 

Other Globus-Gateway va 
calioners will be joining 23- 
day tours of France. Switzer 
land. England. Italy and 
Greece for $1,388 (accommo¬ 
dations, two meals daily, 
sight-seeing, etc.). 

THE MYSTICAL isle of 
Bali, a favorite of India's late 
prime minister Nehru, is the 
destination of a 15-day tour 
featured by Sita World Trav 
el. The $799 fee includes both 
the jet hop and hotel. Flights 
depart every other Saturday 
via Honolulu. Guam and Den 
pasar. (Optional tour prov id¬ 
ed to other Asian points.) 

WRIGHTWAY Tours of 
Glendale. Calif., is dangling a 
12-day vacation in Rio as bait 
for other Californians. The 
price is $134. And. yes — now 
that you ask, yes — the air 
fare is extra 

The same operator is plug 
ging away at a 15-day “Ama 
zon and Andes Adventure" 
which takes in Quito, Lima. 
Cuzco. Machu Picchu. Bogo 
ta. etc., the entire package 
ringing up to a grand total of 
SI. 188. including flight, 
hotels, sightseeing and some 
meals. 


BEACH 

ACRES 

Holiday Resort 

40 Acres of 

Playground by the Sea 
in Parksville 

Putty Equipped 

FAMILY COTTAGES 

on Acres of 

Tide-Clean Sand Mach 

Fishing 


Co-y Vie* Units With Firepiaca 

Low Off- S eason Mates 

PHONE: 24S-3424 
■ I. Ns 1 Partsvito B C. 


CAPITAL TOURS 

"Summer Hokdj y" 

Has a fine Program tor You! 

A variety of depature dates, a choice of short or long tours, 
travelling north, south, east or west (not too far west mind 
you — but still west), if you don t see what you want hers, 
ask for our detailed brochure 


SUPERENO TOURS 

Departure* every Sunday morning 

until June 2Sth * 1! * 

Super tine accommodation* at the new Onslow near 
Harrah s on Virginia Street. Great bonus packages at the 
best casinos. A tew seats available May 26th and on except 
June 11th. Don't hesitate to phone and book the best 

LAND OF THE MIDNIGHT SUN 

June 5th 15 Scenic Deye et Juet $20 Per Dey 

Includes air conditioned coach transportation, terry lares, 
hotel accommodations, a Yukon River boat cruise, a day In 
fabulous "Atlin Lake' 1 and visits to historic Barkerville and 
the massive Bennett Dam. Takes in the Fraser Valley. 
Prince George and the famous Alaska Highway through 
northern B C. and the Yukon to historic Whitehorse tor a 3- 
mght stay See our beautiful province and the Yukon Ter- 
ntories at a price beyond compare Only 8 seats available 

ALASKA BUS CRUISE 

JULY 1$ and 16 12 Daye trom $665 dbt. 

A truly comprehensive northern travel experience. Sail 
away on the "Princess Pstrlcit" cruising th* inside pas¬ 
sage Vancouver to Glecler Bay and Skagway Alaska, via 
tne "Narrow Gauge' Railway for 2 nights m sxcitlng 
'Whitehorse'' Yukon then south along th* famous Alaska 
Highway via Watson Lake. Fori Nelson, etc. Back to Vic¬ 
toria. 3 cabins only left on this great tour of tha land of the 
Midnight Sun. 

DtSNSYLAND FAMILY HOLIOAY 

July 2 - 10 Dey* FAMILY FARES 

Dozens more tor your enioymem and pleasure. Phone or 
call In lor details Wa rs proud of our holiday producta and 
love to talk about them 


CHI the holiday numbar a 

384-1432 

384-5612 

us. _ 


Other companies are pro 
moling sevrtl tempting Ori¬ 
ent tours. Leading the pack 
with a $388 (land only) pack¬ 
age .is Japan and Orient 
Tours. Datelines on the 16- 
day tour include Manila. Sin¬ 
gapore. Bangkok and Hong 
Kong. JOT is also making 
waves with a 2l-day journey 
to Tokyo. Kamakura. Ha 
kone. Kyoto. Nan, Fukuoka. 
Taipei. Singapore. Bangkok 
and Hong Kong for $1,649. 
That's for the works — jet 
hop. hotels, sightseeing, etc. 

PERCIYAL lours is pack¬ 
aging the Orient w ith visits to 
Japan. Taiwan and Hong 
Kong. L'sing deluxe hotels, 
the price tag comes to $595 
(land only). (Included are 
two meals daily). Perclval 
has extensiops to Thailand. 
Singapore and Manila that 
would raise the cost to $805. 
again minus the air fare 

Finally. Olson Travelworld 
is offering a number of "jet 
trek tours" to the Orient A 
hot item is a 23-day excursion 
to Korea. Japan. Taiwan. 
Hong Kong. Thailand. Bail, 
Singapore and the Philip¬ 
pines for $699. Tack on $1,100 
extra for air fare. 

Another Olson offer adds 
India and Nepal lo the above 
lineup, raising the land-only 
figure to $899. For the adven- 
turer they've a 24-day circuit 
of India. Pakistan. Swat. 
Afghanistan and Nepal 
priced out av$799 (plus air). 

WELL SIR. (he scheduled 
airlines haven't been sitting 
around just gnashing their 
teeth w hile (our operators are 


grabbing off the business. 
TWA, for example, has pack 
aged a 15-day tour it calls 
"Spanish Highlights" that 
takes in Madrid, Seville, 
Grandada. the Costa del Sol 
and Tangier, a total of 15 
days for $929, including the 
air fare 

And then there’s Pan Am 
with a tour of Guatemala — 
eight days for $129 plus an 
other $343 for the jet hop 


Included are hotels and sight 
seeing at Lake AtiUan and 
Chichlcastenango in addition 
to Guatemala City. 

For another $125 they’ll 
toss In Costa Rica. 

By tar Pan Am'a most Im¬ 
pressive offer, though, is its 
new around-the-worid ticket 
selling for only $999. 

As the man said, at these 
prices can anybody afford to 
stay home? 


MONEY BELTS 

AND 

PASSPORT CASES 

1605 Dougias Si 


Th« Altemutto* 

TRAVEL INSURANCE 

UNLIMITED WORLD-WIDE COVERAGE 


rme dor atom 

PfttlMUM 

TWW OUftATOM 

PREMIUM 

1-6 days 

56 00 

46-90 days 

628 00 

9-15 days 

39 00 

61-90 days 

638 00 

1 6-30 days 

61400 

91-120 days 

648 00 

31-46 days 

622.00 

121-ISO days 

680.00 


Bayshore Insurance Agencies Ltd. 

YOUR COMPLETE SERVICE AGENCY 

» 382-7203 


“BRITAIN 

AND 

EUROPE" 


DEPARTS VICTORIA 
AUGUST 15 

VISITING: 

Amsterdam. Heideibarg. 
Innsbruck. Venice. Roma. 
Florence. Lucerne, Interlaken, 
Dijon, Paris. Bath, llandren- 
dod Wells. Chester, 
Windermere. Loch Lomond, 
Edinburgh. York. London. 

This fascinating 7-country tour 
>s fully inclusive and escorted 
from Victoria. We still have 
some seats available We in¬ 
vite you to (Oin Paul Mann on 
this European adventure tbia 
va August and have a holiday of a 
** lifetime. 

For complete information, ask 
tor the lull color brochure with 
Ui detailed itinerary and prica. 


7-DAY BUS HOLIDAY 


7 tun-MNad fully escorted day* tndudtnp praat casino packages and aid* lours will, 
transportation by lusury bus and supar-aata driver And you ovon has* a ottoic* of 
oceommodatton t* aud your own roqutrosnonta. 

Departure* every Saturday — June 3, 10, 17, 24 

FIRESIDE „ ARLIN6T0N PLAZA 

Deluxe Motel Close v | | | Luxury hotel close 


_ 

s' Combine the best In Reno holidays with the best in musical entertain- L 

V ment. Fare Includes all our usual unbeatable side tours and casino A 

E packages with a special bonus lor all you music lovers — The Lawrence ■ 

Welk Dinner Show. 

^ TWO DEPARTURE DATES ONLY J^QOO EACH " 


to Virginia St. 

REEF HOTEL/CASINO 

Classy Hawaiian decor 
near the Sundowner 


to Harrahs — Only 

ONSLOW 

Fabulous hotel/casino 
on main strip. Only 


M39 

*155 


Take your choice — we use only first class accommodations. All prices 
based on double occupancy. Don t delay — book today! 


TWO DEPARTURE DATES ONLY 
June 24 and July 1st. 

DISNEYLAND 

10 DAYS BUS HOLIDAY 

Departures every Saturday during July 
and August 

FuMfifFiva n. $185 

BN./TW .M. $325 


$1 CQ00 EACH 
.DBl/TWIN 

CALIFORNIA-ARIZONA 
NEVADA BUS TOUR 

A real tun-sun vacation visitmg San Fran¬ 
cisco. Palm Springs and Phoenix tor ihe 
sun. and Disneyland. Las Vegas and Reno 
tor the fun! 

19 DAY FULLY ESCORTED HOLIDAY 

tmtotm 1 17 WRY S379 m W /tw 


this 

>UF» 


BUDGET TRAVEL LTD. 

641 JOHNSON ST.. VICTORIA 

384-7121 


QUM: 1850 M. 


What’s more, 1978’s our 
Captain Cook Bicentennial 
year, so you couldn’t pick a 
better time to take a real 
Cook’s tour of our province. 


There’s no place like home. 
Especially when home is 
British Columbia. 


Not to mention umpteen 
parades, pageants, and 
perfectly super places. 

So this year, discover 
British Columbia. 

Captain Cook did 


You’ll discover Tall Ships, 
naval ships, and all kinds 
of championships. 

Rodeos, regattas, and rip¬ 
roaring races. 


TOURISM BRITISH CdtJMBIA 

HON GRACE MCCARTHY; MINISDR 


ansi 


216-64$ Pori atrsdt. Victoria 
2nd Floor. Yarrow Bldg. 
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The Tall Ships 
are coming. 

Victoria June K> -2Q 
Vancouver June 21 - 26 . 

Be here to welcome the Nippon Marti and Kaiwo Maru, 
the first two Tall Ships to arrive. 


VC'nte today for your free Captain Cook Bicentennial Calendar of Events: 
Tourism British Columbia, Parliament Buildings, Victoria V8W 2Z2. 

. ' ’ 
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Discover British Columbia. 
































































THE GREAT GEDWSr' 

weekend for two $80 w 

Oiler good through weekend ol June 23-25, 

liu.indH deluxe room accommodation*, luxurious dining 
Friday or Saturday evening in The Georgia'* renowned 
Cavaher, plus all break fasts .from your arrival Friday to 
Sunday check out. For reservation* call a travel agent or: 

HOTEL hfc GEORGIA 

801 Writ Gtmgj St., 
Vancouver. B C.. 

Call toll fra* 

In U S A. 800 - 323 7500 
In Canada 800 - 76t 6353 


BOUNDLESS INTERNATIONAL 

h .A-ONE AND-A-TWO 
AND IT'S THE 



A 7-DAY COACH TOUR WITH 
ALL THE EXTRAS PLUS THE 
LAWRENCE WELK DINNER 
SHOW AT LAKE TAHOE 

*159.00 dbl/twin 
388-6464 »» 720 YATES 


FANTASTIC AIR/SEA CRUISE OFFERII 



TRANS-CANAL CRUISE 

19-dar crulM daparta Vancouver Saptambar 12 

Embark PACIFIC PRINCESS for this relaxing cruise that take* 
you to California and Mexican porta before transiting the famous 
Panama Canal. Than the fascinating ports of the Caribbean 
Aruba Cartagena. Martinique. St. Thomas and finally San JuJh 
Debark September 30th and transfer to the airport lor your flight 
home Complete air/sea ticket covert your return to Vancouver 

CALL THE CRUISE SPECIALISTS! 
385-1533 or 385-4312 


IUI5 TRAVEL SERVICE 

385 1533 5/8 Ya»«*»St Victoria B C 385 4 117 


Spend TWO EXCITING WEEKS in 

MAINLAND 

CHINA 

PLUS-FOUR NIGHTS IN HONG KONG 
PLUS-NINE NIGHTS TOURING JAPAN 

SORRftOO 

FROM LUJO per person 

SHARING TWIN BASIS 

Departs Victoria—NOVEMBER 3rd. 1978 
Reluming—DECEMBER 1st. 1978 


TOUR IS LIMITED 
TO 24 PERSONS 


CALL US NOW FOR FURTHER 
INFORMATION and RESERVATIONS 

fijS TOTEM TRflUEL 

MAYFAIR HILLSIDE 

Shopping Ctntm Shopping Contra 
386-3277 595-1181 



THIS WEEK’S TRAVEL TIPS 

CHRISTMAS 

IN ENGLAND 

Leave Vancouver Dec. 22 — Return Jan. 5 

ON WARDAIR DC10 



for 


419 


00 Book Now) 
Space Limited 


AN EVENING TO REMEMBER IN 

INUVIK 

JUNE 23 



Join our group and board n 
chartered PWA Jet Fly to tha 
Land of the Midnight Sun and 
return after 6 hours in Inuvik. 


From *210 


L- MINI-CRUISES 

a WITH 

^ "ISLAND PRINCESS’ 


VICTOMA-OAN PRANCIOCO 

These mini vacation* preaam the parted oppor 0 m 

\ ‘unity to Ih# first time passengers to give luxur- XI Dll 

I JUt ’ ’*• ** 1 "■ j, | Ou II » 

ESTERN CANADA TRAVEL 

SERVICE LTD. 

_ ' FREE PARKING IN CIVIC PARKADE 

; 729 JOHNSON ST. » 382-6160 




FOUR SEASONS TRAVEL 

AND 

STRAND HOLIDAYS 

INVITE YOU TO AN EVENING OF 
FILM ANO DISCUSSION J 
WITH THE EMPHASIS ON CRUISING. 

7:30 P.M. —EMPRESS HOTEL 

(TEAROOM) 

THURSDAY, MAY 25 

• REFRESHMENTS • FREE ADMISSION 

FOR RESERVATIONS CALL 

384-7108 

>» FOUR SEASONS TRAVEL 


Marguerite is ship 
from bygon e era 


Princess 

Marguerite 
'teams into 
Inner Harbor 



The Princess Marguerite set sail again Friday This Is 
the fourth year the .Marguerite tailed under the flag 
of the B.C. Steamship Co. (1975) Ltd., and despite a con¬ 
tinuing deficit there was no increase In fares this year. 

This year she sails under the Jurisdiction of Travel 
Minister (irace McCarthy, who has taken a great Inter¬ 
est in the Marguerite 

The .Marguerite's arrival and departure times are un¬ 
changed from last year. She leaves Seattle's pier 69 morn¬ 
ings at 8 a m., arriving in Victoria at 12:15 p.m , then 
leaves at 4:30 p.m., arriving back in Seattle at 8;45 p.m 

Part of an extensive refit doubled the sire of the duty¬ 
free shop and a new room, the Princess Room, has been 
created aft for meetings and seminars for 50 to 100 people. 

Passenger rates for the 1978 schedule are $13 one wav 
and $19 round-trip for adults and $6 one-wav and $10 
round-trip for children five to 11 years. Motor s chicle fares 
are $19 one-way while motorcycle fares are $5 one wav. 
Senior citizen’s half-fares are repeated this scar effective 
every day except Saturday and Sunday and ITS and Ca¬ 
nadian holidays. The extra charge for passengers bring ' 
Ing bicycles aboard has been reduced to si over and the 
regular passenger fare. 

The Marguerite's season Is In full sw ing until Oct to. 
Anyone who has made the trip can attest to the fun 
aboard. Part of .the merriment comes from tbe popular 
McQuillan Brothers, who are back again to provide hand 
clapping, slng-along pub music. Another feature is Foxes 
Old Fashioned Photo Studio whore tourists in shorts and 
sunglasses can be transformed Into proper Victorian ladles 
and gentlemen 

All In all It looks like a fantastic summer for the 
Princess Marguerite. Last year she carried an average 
of over 1.000 merrymakers a day from Seattle In Victoria 
and this summer if looks «s though there will be even 
more people aboard 

The Princess Marguerite oilers a form of travel from a 
bygone era. There are few ships of her type remaining 
anywhere In the world today. Although she carries cars, 
she Is much more than a mere ferryboat. She is a real 
steamship, one of the last of a travel era that's disap 
peared 

> | . . 

Record shaping up 


Despite Inflation and dollar 

jitters, record numbers ol 
North Americans are expect¬ 
ed to travel abroad and at 
home during 1978. A major 
stimulant will be the rut-rate 
promotional fares offered by 
international and domestic 
airlines 

That is the consensus of 
authoritative sources in vari¬ 
ous segments of the travel 
industry, official and unoffi¬ 
cial, American and foreign. 

Reports released by the 
l.S. Passport Office show 
passport applications during 
the first three months of 1978 
running ahead of the similar 
period last year. The number 
of departures for Kurope — 
still the prime destination — 
alsn are up, from seven per 
cent in January to an esti¬ 
mated 19 per cent in April 

The L.S. Travel Service 


predicts about 23.5 million 
IS. citizens will go overseas 
this year, an Increase of three 
per cent over the 22.7 million 
who went In 1977. 

Canada again will be the 
No. l destination, with an es¬ 
timated 53 per cent, followed 
b.v Mexico with about 12 per 
cent. The LSTS said Europe 
is expected to get "an in¬ 
creasing ’share" of the re¬ 
maining 35 per cent. ., / 


FOR 

TRAVEL 

INSURANCE 

P. R. irown and Sons 
Ltd. 

1*1 

‘ 712 Fori tt. 

5 7 388-3435 


1980 Summer Olympic Games 

■ MOSCOW, U.S.S.R. 

Bianey s Travel Service Ltd. will be operating a conducted 
tour, to Russia, to include the 1980 Summer Olympic* 
Games being hold in Moscow. 

Two separate Itineraries are planned, el follows, with ex¬ 
act dates to be advised. . , _ _■_ _ 

ITINERARY “A" ^ -we*”* 

Commencing In Moscow (or 1 week at tne Game*, then to 
Dushanbe. Samarkand. Bukhara. Tashkent. Tbilisi. 
Leningrad, end then returning to Moscow, and then back 
to Canada. ;***>», . - * 

ITINERARY "S’ 

Commencing In Moscow, then to Brats*. Irkutsk. Alma- 
Ata. Tashkent. Bukhara. Samarkand. Baku, and then to 
Moscow tor t week at tha Gamed, then back to Canada. 

The anticipated price Is approximately $2,800 Canadian 
Funds per person Including Air tare, however, itineraries 
and prices are subject to change and fluctuation of curren¬ 
cies. 

A deposit in the amount of $500:00 Canadian Funds lor 
each person travelling la required at the time of booking. 
Cancellation , chargee will be applicable. Please consult 
Blane/s Travel Service Ltd. for details. 
for registration, ple a se complete and return this tom. 


1(80 SUMMER OLYMFIC GAMES TOURS 

*»m register the following poroon(s) on ttvo ISSO gumma. Oamai 

Tour: v 


Phone:.. 

I p'Sftf Itinerary "A" 

herewith enclosed deposit of I 
Signed. 


Itinerary "B" (Circle which) 
.for abovo person) s). 


Mall to: Blanoy’a Travel Sorvlco Ltd.. 

•20 Douglas Street, P O Box 12f7, 
Victoria. B.C.. CANADA, VIW 2T4 


TRAVELEYDEN'S 
ORIENT ESCAPADE 

TOUR 

November 10 to December 2 
23 Days 

This lirtt clast fully conducted Orient Tour visits Tokyo, 
Kyoto, Hong Kong, Bangkok, Penang, Singapore, Bali. 
The price includes air fare from Victoria, alftranslers, all 
full breakfasts. 18 full dinners, deluxe hotels and a lirst 

class holiday $2290.00 per person sharing. 

TOUR/CRUISE 

November 4th to November 25th 
22 Days 

This first clas* tour visits Japan, Hong Kong, Singapore, 
then begins 10 glorious days of cruising the Indonesian 
islands visiting Penang, Bel^wan, Jakarta, Bali and more. 
The price includes air fare, luxury hotels, breakfast and 
dinner on tour, all meals on the Prinsendam, escort on 
tour 53000.00 from Victoria sharing. 

There is a limited spa< e on both of these tours. Stopover 
in Hawaii on return if you wish. If the Orient has been 
on your mind for some time, book now! Come in or 
phone and talk about it. * 

traveleycflen 


388-4281 


7MFortSL 


y Owner-Escort ad Coach Tour* 

A Raglatarad Tour Operator 

SUMMER TOURS 

(NOW FILLING RAPIDLY) 

^ PORTLAND ROSE PARADE 

DM. flMee. JimeS-11 (4 days) Twin 5140 ea. 

Set details In our other ad—this section. 

QUEEN CHARLOTTE EXPLORATION 

DM. UTS m. June 23-24 (4 day*) Twin 1383 sa. 

See details In our other ad—this sactlon. 

MAIDA COUNTRY 

OM- 1,8 ••• July H14 days) Twin SIM as. 

A tournsv to tbs northern end, the forgotten half of Vancouver 
I stand, Including a cruise on the best otthe Inside Passage. 

OREGON COAST TOUR 

Dbf *200 sa. July 10-15 (4 days) Twin $215 aa. 

Our favourite summer tour to the U S A , one of North America s 
most scenic coastlines covered completely and at the leisurely 
Beach V0U C * n • n,ov ' Tw ° n,flhts Unc0,n City Motel on the 

PACIFIC RIM TOUR 

t>W. SIMta. July IS20 (3 days) Twin $105 sa 

To Port Albernl and Pacific Rim National Park Includes a 
cruise on the "M V. Lady Rose" over the beautiful Berkley 
Sound, to Ucluelet. Visit Wlckenlnmsh Bay at Long Beach and 
Tofino. 

CANADIAN ROCKIES TOUR 

OM msea. July mi (7 dart) Twin SMS m 

MpsSraai tt: 

COME AND SEE US! 

We re mil enough to know YOU. Isrge enough to lerve YOU 
ta rean k Victor., 

DITAIllD ITINiaAKICS AVAilABlC ON Alt TOUIS 


HI Yarn* IMg. M6 FORT ST. 385-4732 

Hours S-.3Q to 12 and 2 >0 5 Mon.-Frt, 




MEDITERRANEAN 


CRUISES 


AS& 


Join us this summer for friendly, informal cruising of the 
kind Strand is famous for - the holiday of a lifetime. 


1 


PALERMO, ROME. 
NAPLES, CANNES, 
MAJORCA, MALAGA. 
TANGIER, GIBRALTAR. 


* 1139 .' 

Two M'sdlt* Including From 

\sncou$sr.( tlgarv or Edmonton. 

Fla* depariurw* only from Ms> 14. (oOstofcsr II. IWI 

Three wonderful cruise programs la give you • wider choice of whet 
la see and do.’You’ll marvel «t the many port* of call, some breath* 
takingly beautiful, some rich In hktonr. No other pert of the world 
can match the sunnv. dazzling blue Mediterranean for its entity, 
colour and spectacular sights, an sndlsaa kaleidoscope of excitement 
and unique experiences. All this, from tha comfort of m. Ithnee... 
fully stabilized... fully air-coodtooned and elegantly fr nilehed... 
with all tha amenities you weuld expect on a superior cmtoeshlp. 
Including bars ..lounges. casino.. nightclubs... swimming pool .. 
elevator, and so very much morel A , 


(?. PALERMO. NAPLES, 
ROME. TUNIS. 
MALTA. MYKONOS, 
ATHENS, CRETE. 
RHODES, KUSADASI. 

* 1179 .* 

fW* Wash* Including Alrftr* From 
Yaneouvet Calfary or Mmeniffi 
Pit* d.M«ur*» Mil*, new Asm 88. t*OaMOsr ».ttfl 

Features include: 


3 VENICE, ATHENS, 
CORFU, RHODES. 
DUBROVNIK, CRETE, 
ANDROS OR LESBOS. 
KUSADASI. PALERMO. 
ISTANBUL. - 

* 1269 .’ 

TW. Wratx Irciudln, tirfara from 
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Roundtrlp Jut flight * Corogtimanury Inflight moat* and bar -AH| 
tranxfcn and bgggaga handli*-All mak with chaioa of manu. Air- 
rondtUonaLoupMad cabin wtth grlvata bdlitlaa • Fun program of on 
board •ntartainmant • Optional thoca aaMfatom program at modarata 
pricaa • Strand CrutM D tractor and tuff on board, providing 
rotartainownu. ahara aacuntons and wwurkig your total otyoyawm! 

■ran. wok ok.,, now* natal. ita u nwriiw ' l.Mnrot.i oa r ..ana, 
umraaUuWtraitrarax.lWiiiir rax. trailaanpkx..k-n ...n..kkM.an, 

MwaU—xW e»* u —W>l8l—MlSWtM «»<■««-*41 pu n a —pay 
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FODR SEASONS TRAVEL 212-620 VIEW STREET 
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"Yes, I use the Classified Ads 
to tell people about my 
business ... it's effective • 
and inexpensive." 





' It's important to 
save money when 
you're a young family . .. 
we use the Classified Ads 
and shop for our 
needs there too ... 
because it's convenient 
and it saves us money." 


"I use the Classified Ads 
whenever I have 
an item around the 
house to sell! And when 
I want to buy something, 
then I read them!" 



"It's surprising 
how quickly you can 
sell things with a 
Classified Ad!" 



''The Classified Ads found 
me a job and a place 
to live ... it's a great place 
to save money!" 




The Daily Colonist 
Victoria Times 

CU8SinE0A0VEimSUI6 

386*2121 

Mon.-m.ieJB.-ep.rn. 
Saturday. I o m - M O pn. 


'The Clessified Ads 
really work!" 


























First-time honors in law, nursing, social work 


nxn.Y colonist vihom*. * r. *umUy. m*> «, «« 23 


1,172 gain UVic degrees, 15th convocation Saturday 

Degree* or diploma* will Castlegar .Patrick Joseph Kelly, Fort n>« *•««»« victoria. Conraa William Cacll Gunn. Frinc# Gaorge. Heather Sprout*. V*c tori*. Michael James Keating. vie- Elizabeth Haber . Vernon; Jeffery Alan Katfvtne Bertha'VobbrH. Victoria 


Dourer* or diplomat will 
be awarded lo 1,172 students 
Saturday at the 15th annual 
< (invocation of the University 
of Victoria 

More than 925 students 
earned their degrees this 
spring, and 245 were granted 
them last fall but had the 
choice of receiving them then 
by mail or In person at the 
spring convocation. 

The convocation Is being 
held at UVic as an official 
c\enl marking the 15th anni¬ 
versary of the university and 
ihe 75th year since the found¬ 
ing of its predecessor, Vic¬ 
toria College. 

The convocation Is also the 
first at which the university 
Is granting degrees in law. 
nursing and social work 
Sixty-seven graduates will 
receive law degrees, and 25 
each in nursing and social 
work programs 

Six honorary degrees will 
also be awarded on Saturday. 

The graduation list: 

FACULTY OF 
GRADUATE STUDIES 
D*gre* of doctor of 


Luna-Jin Baefc, Seoul. Korea, A doff 
Ceska, Victoria. John Nicholas 
Corner. Windsor, Ont . Seung Kon 
Kim. Victoria; Eric Stephan Lee. 
Souris. Men , Wendy Barbara Mar 
I owe. Silver Soring. Md , Wilfred Nien 
eber, Victoria; Claudio Kong Nam 
Pua. Victoria; Bernice May Seytort, 
Victoria. Robert Leonard** Van Mas 
tngt, Windsor, Ont 

Degree of master of arts 
George Malcolm Abbott, Sicamous. 
Wallace Georoe Bergen. Prince Ru 
pert. Valeria Gail Brennan, North Van 
couver, Rosemary Alice Brown. Vic¬ 
toria Kerry Kathlyn Carney. 
Morrisville. Pa Kenneth Herbert 
Farts, victoria; Emilia Anne Gltcks 
man Kemlo New York City; Louis 
Myron Goidith. Los Angeles; Cecil 
Edwin John Gould. Victoria; Robert 
Owen Hunter, Erythrei, Greece; 
Theresa Ann Kerin. Birmingham, Eng 
land. William John Kief arts. Sidney. 
William David Kosnik, West Chicago. 
Illinois; Met Lyn Ku. Taipei, Taiwan, 
Wavne Douglas Locke. Edmonton, 
Alta . Elizabeth Lovati. victoria; Jov 
Nan Marampon. victoria; Barbara 
Marilyn McCall Victoria; Harold Nell 
McIntyre, Victoria; Harvey Adolphe 
MJIer. Winnipeg. Tontta Murray, Vic¬ 
toria. Constantine Costia Nlkitiuk, 
Port Aiberm. Maharaot Thomas 
Gerald Per era Oehivagatha, Ja-Eta. 
Sri Lanka. Barbara Mary Peter, Vic¬ 
toria Helen Peters. Rosemary. AW*.; 
Paul Francis Rice, Welland, Ont ; Ro 
bert James Richards. Toronto; Mari¬ 
lyn Gav Siegal. Victoria; George 
MackenzieUrouhert. Victeria; Verner 
Stuart Wester berg, Colonial Heights. 
Va 

The degree ef 
master of education 

Penny Marie Aggelou, Vancouver 
Aiastair David Hally Bennett, Vic 
toria, Edward Vincent Bloom. Vic 
tor la; Carol Lynne Boomhower. Vic 
toria, lan Julian Cameron, Victoria; 
James Harold Crawford, Castlegar, 
Oerwvn Frank Percy Cfozier-Stnifh. 
Saskatoon. Leslie Ernest Dickason, 
Nanaimo. Carle DouqI asDuguW. Med- 
iune Hat. Alta Antonio FanMHo. Vic¬ 
toria. LachlanCharlesFarrell. Castte- 
gar. Thomas Nichofl B eevor Good. 
Castlegar. Thomas Douglas Goupeo n , 
Ottawa; Bernard Reginald Hambty, 
Gisborne, New Zealand. Albert Oonald 
Haynes, Delta; Penelope Heastip, Vic¬ 
toria Peter Jeckson. Victoria; Eliza 
beth Mary John, Regina, Virendra 
joshi. Trail; Bernice Lilllen Kavic. 


Castlegar, Fetrick Joseph Kelly, Fort 
Aiberm. Terence Oern Lowry, Nana 
mo; Mark Ivan Mahovlich. Victoria 
Richard Joseph Mark, Vancouver. 
Rowland Lvle Menagh, Yellowknife. 

N W T ; Allen JosephMenev, Victoria. 
Gerald Lee Montgomery Nanaimo 
Janet Nadine Mori. V»ctorta; Michael 
Gene Mori, Port Orchard. Wash , John 
Richard Mundv. Victoria; William 
Bruce Naylor, Victoria. Maureen Joan 
O'Leerv. Campbell River; Patricia 
Pearl Olson. Terrace. Hilda Agnes 
Osctenny. Victoria; Robert James 
Phillips, Victoria; Ronald Winstaniev 
Pool#. Chilliwack. Charles Dale 
Roofcer. Port Aiberm; Kenneth John 
Scorev. Victoria; Roberta Darlene 
Scotthorne, Duncan; Clinton Logan 
Smith, Salmon Arm; Terence John 
Tabor, Victoria. Romualdo Ravls Ta- 
lenfo. Madeira Park. Barry Thomas 
Tietien. Burnaby; Michael Lee Verge. 
Victoria. Allan Georoe Webster, Cour 
tenav; Matthias Joseph White, Cull's 
Harbour. Nfkl, Brian Olen Wile. Vic¬ 
toria; Jonathan Stewart Gower Woods. 
Victoria 

The degree of 
master of fine arts 

Maroaret Elizabeth Coderre, Otta 
wa, Stephen Lloyd Elliott. Kirklend. 
Wash.. Barbara Jeanne Shaw, Hull, 
Que ; Don Alfred Woticky. Montreal 
The degree of 
master of science 
Johannes Peter Blommers. Vic 
tone, Josef Juri Chermewsky, Mon 
tree!; Norman Bruce Forrest Cousens. 
Victoria. James David Darling, Vic¬ 
toria. Glvn Robert Fox, Victoria; Vic¬ 
tor Richard Grten, Victoria. Eva 
Maria Hans, Belmullo, Scotland; Mar 
lane Helene Marie Hooper, Victoria; 
Diana Joyce Urn, Thunder Bay, Ontar 
io. William Ross McKay. Nelson; Tim¬ 
othy John Miles, Victoria. Pearse 
Mary Moronev. Newry, Co Down, Ire¬ 
land; James Michael Nemec, Victoria, 
Sechdev Singh Sevan, Watford. Eng¬ 
land. Jacqueline Sherwood, Glasgow. 
Scotland. 

THE SCHOOL OF 
PUBLIC ADMINISTRATION 
The degree of 
master of 

public administration 

Peter Meredith Birch Jones, vie 
Iona. Anthony Alexander Britneft, 
Victoria; Geoffrey James Brockhurst. 
Victoria. Peter Kenhe Coiebrook. 
Medicine Hat, Alta.. Albert Omer De 
lisle, victoria; Bruce Rex Goldsmith, 
Victoria James Stanley Harold kem 
pimg, Victoria, Michael Duncan Mac- 
toll Nanaimo. John Malcolm Phillips, 
Victoria; John Gordon Terpennmg 
Victoria. 

THE FACULTY OF 
ARTS AND SCIENCE 
The degree of 
bac h elor of arts (honors) 

Roger Franklin Barliszen. Oliver, 
Reginald Richard Michael Butler, Vic¬ 
toria. Clayton Rovce Campbell. Prlnc* 
George; Brigitte Laure Cheuveeu. 
Victoria. Colleen Ann Dickey. Vic 
toria; Patrick Andrew McEachran 
Gilligen Heckatt, Montreal; Robert 
Clifford Gordon, Courtenay; LesJie 
Java Hatch, Powell River; Marian Eva 
Haupt, Victoria, Patrick Keyta 
0'Dwyer Healy, Brooklyn, N Y ; 
Christine Maria Helmer. Victoria; 
Harold Erhard Jenzen. Penticton; 
Frederick Alan Jeune. victoria. Mar¬ 
cia Lois Joyce. Duncan. Irene Beatrix 
Juliana Wilhelmma Bernhardme 
Kranenburg Feika, Victoria; Janice 
Evelyn Lemont. Calgary: William 
James Langwith, Victoria. Robert 
George Witt Laoper Sidney, Georoe 
DavidMeceulev. Victoria. DianeLynn 
Miller, Kamloops, Katherine Parker 
Miller, Nanaimo. Johanna Noble. Vic 
toria; Janice Mane Norton, Sidney. 
Margaret Jean Oliver. Victoria; Geof 
trey Nigel John David Palmer Stone, 
Victoria, Dawn Ann Pharaoh, Vic 
toria; Steohen Craig Ramsey, Altoona. 
Pa , Anna Maria Silvestri. Whitehorse, 
Y.T., Maureen Elame Smyth. Nanai 
mo; Susan Louise Stevens, Victoria. 
Tracy Lynn Ware, Victoria; Gregory 
Stephen Welch, Victoria; Trudy Leona 
Wickstrom. Victoria; Gwynnelti Jean 
Williams, Victoria; Cynthia Gayte Wi 
twicki. Victoria; John Michael Charles 
Wolff, victoria. Karan Louise Wright, 
Terrace. 


The degree ef 
bachelor ef arts. 
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David Andraw Adams, victoria. 
Marni June Alexander, Calgary; Blair 
Francis Allabv. Rottnay. N.B ; Mi¬ 
chael Theodore Mathew A nek a. Camp¬ 
bell River; Douglas Robert Russell 
Anderson, Edmonton. Mark Ernest 
Anderson. Victoria, Sally Joan An 
drekson, Edmonton, Detrdre Marlon 
Harper Angus, Victoria. July Marilyn 
Ansell. Maple Ridge. JeniceGeil Aaui- 
lon. Kelowna. William DUlworth Arm¬ 
strong, Victoria. Elizabeth Arm Arth¬ 
ur, Dorset, Vt.; Stanley Howard 
Ashcroft, Prince Rupert. John Edgar 
Aslaksen. Victoria; Gurmail Singh 
Aulla, Lake Cowichan; Karen Jean 
Ayers, Victoria; Lawrence Alan Back, 
Toronto; Shlrlev Kim Bailey. Calgary; 
Sheila Jence Bailin, Sidney; Lynne 
Anderson Beln. Victoria; Sarah Ann 
Bakony, Victoria; Patricia Margaret 
Baiderston, Victoria; Timothy John 
Clarence Baldwin, Campbell River; 
Theresa Ann Marie Ball. Victoria. 
Marion Elizabeth Ballantvne, Courten 
ay; Jlllien Ann Banks. Victoria; Ellen 
Fave Battle, Victoria; Margaret Mery 
Bawlf, Victoria; Jennifer Susan Bea 
die, Victoria; Edward Allan Bell. 
Trail; Douglas Philip Beroer, Salmon 
Arm; Brian William Arne Bergstrom. 
Victoria; Peter James Brenneman 
Berry, Lashburn, Sask.; Stuart 
Charles Berry, Victoria; Jean Emile 
Theophile Bigres. Sidney; Margaret 
Ann^Merle Bingham. Victoria; Celln# 
Lucienne Mane Blais, Sherbrooke. 
Qua.; William George Boomer, Vic¬ 
toria; Vivian* Rita Bosmans. Hamil¬ 
ton, Ont ; James Dorranct Bowers, 
Kelowna; James Williem Braden, Vic¬ 
toria. Arlena ivy Bremner, Houston; 
lan Roy Brethour, Victoria; Tracy 
Robin Brewer, Prince George. Gordon 
Calvin Bricker. Victoria; Gilbert Ed¬ 
ward Briscoe, Vancouver; James Scott 
Brodle, Edmonton; Katheryn Rose 
Bubas. Victoria; Gordon Charles Buz 
zard. Port Alberni; James Clark 
Campbell, Victoria; Sherry Jean 
Campbell, Victoria; Dennis Peter 
Carisen, Quahcum Beach, Johnny Yuk 
Wah Chan. Hono Kong, Ming-Yan 
Chan, Hong Kong, Penelope Jo Mar 
lorie Chapman, Victoria; Richard 
Alexander Chaople. Victoria; Yuk- 
Chun Maria Chow, Hong Kong; Cath¬ 
erine Alice Christopher, Victoria; 
Simon Geoffrey Churchill, Victoria; 
Catherine Clara Classen. Kelowna 
Alexandra Ruth Clay. Terrace; Nigel 
Andrew Tom Cocking, victoria. Sil¬ 
van* Virginia Condofta, Victoria. 
James McLean Cooper, Creston; 
Bruce Edison Corbett, Victoria; Ed 
ward James Craig, Fredericton, N.B.; 
Neil Alfred Creed, Duncan; Robert 
James Cummings. Toronto; Frederic* 
Willett Denenhower, *00 Mile House. 
Jean Maroaret Darling, Victoria; 
Helen Mary Davev. Victoria; Deborah 
Ruth Dabktsen, Victoria; Shellev Jane 
Dean. Victoria; Beatrice Margaret 
Lynn DeBoer, Enderby; Sheila Joan 
Delaney, Victoria. June Eilleen de 
Leon, Victoria, Carol ElizabethDennv. 
Vancouver; Michel Phillip Desjardins. 
New Lisfceerd, Ont.; James William 
Devltt, Vancouver; Deborh Anne Dib 
ben, Victoria; Jeffrey Neil Diekmeier. 
Vancouver. Angel* Maria Dllalla. 
cobble Hill, Kerry Louisa Dodd, North 
Vancouver; David Alexander Down, 
Victoria; Cheryl Dawn Driedpar Ke¬ 
lowna, James Geottrev Doddridge. 
Victoria; Donna Diane Duer. Sabasto 
ooi Calif.; Alison Mary Duke. Vic 
toria. Gary James Earl, Victoria. 
Thomas Alphonsus Egan, Ottawa. 
Marie Anne Elliott. Mayne island. 
Katharine Margaret Ellen Ellis. Vic 
toria; Douglas James Evans, Victoria; 
Paul Armend Febri, Kelowna; Ri 
chard John Fairchild. Nanaimo; Mar 
eta Lorraine Ferguson. Trail; Joanne 
Finnegan. Parksville. Elaine Fisher, 
Victoria; Faith Fisher. Bellevue, 
Alta., Sara Anna Fisher. Victoria. 
Brenda Lee Flynn, Victoria; Killian 
Folk, Victoria; Qfratdtna Louise Eon 
sec*. Victoria; Christopher Ronald 
Fortune, Victoria; Janette Harriet 
Fraser, Victoria; Jean TomieFukuda. 
Honolulu; Sara JeanGaddes, Victoria. 
Mary Alena Gallagher. Sidney; Brian 
Lloyd Gardiner, Prince Rupert; Gre 
hem Shaun Gates, Nanaimo; Steven 
Robert Giuktch, Trail; Robert Ross 
Goldie, Comox, Murray John Goode. 
North Vancouver. Rita Noreen Gor 
don, Courtenay; JohnGoudv, victoria. 
Gerald Edward Graham, Marathon, 
Ont Alexander Michael Gray. Cres 
ton; Lori Alena Gray, Victoria. Allan 
Dale Green. Crawford Bay, Diana 
Elizabeth Griffiths, Victoria, Ginette 
Ravmonde Griffiths, Victoria, Ge 
zienus Frans Groenewold, Maple 
Ridge; Roger Douglas Guedes, Nanai 
mo, James Joseph Guerin, Peter 
borough. Ont , Henry Frank Gumev, 


Taiwan 
takes 
new chief 


victoria, Conrad William Cecil Gunn. 
Vancouver. Gordon Seakampf Gunn. 
Duncan; Hector William Hedlend Vic¬ 
toria; Gordon Hugh Hak, Prince 
George; Suzanne Marie Pauline Hale. 
Chilliwack; Celeste Lucille Hamel. Ke¬ 
lowna; Lloyd Ramon Hansen, Cren 
brook; Kenneth Isaac Samuel Harms, 
Creston; Angela Bernadette Harrison, 
Victoria. Darien* Theresa Harvey. 
Saskatoon; Thomas Brian Hawker, 
victoria, DianaEileenHaves, vancou 
ver; Edward Rupert Heal, Armstrong. 
Lynda Anne nets ton. victoria; Gordon 
Douglas Herrington. Victoria; Richard 
Hiabort, Fort St. John. Gary John Hig- 
son. Kelowna, Harvey Henry Hill, Ed¬ 
monton. Rowene Dora Hill, Victorla; 
Carolvn Margaret Hole. Victoria; 
Susan Maroaret Homer, Vancouver; 
Brenda Joan Hoogerdllk, Prince Ru¬ 
pert; Jo Ann Hope, Prince George; 
Greoory Esmond Horne. Victoria. 
John William Howard, Victoria; Wil 
liam James Howe. Keremeos; De¬ 
borah Jane Humphrey, Victoria; Pa¬ 
tricia Susan Humphries, Kaslo; 
Patrick John Ireland, Victoria; Fre¬ 
derick Brent Isaac. Sidney; Masahiko 
ishlmitsu. Yokohama, Japan; Andrew 
Muir Jackson. Duncan; Janet Eliza¬ 
beth Francis Jacobsen, Victoria; Suk 
dave Singh Johl, Victoria; Anne Eliza 
beth Johnson. Victoria; Douglas 
Stanley Johnson, Victoria; Sharleen 
Lenort Johnson, Victoria; Stephen 
Anthony Johnson, Victoria; Brian 
Kimball Jones, Victoria; Leslie Pa¬ 
trick Jones. Brentwood Bay; Maurice 
Andra Jorra da St. Jorre, Victoria; 
Nigel John Joslln, Victoria; Sent** 
Barbara Jull, Victoria. Marila Male 
Jurlcic. Victoria; Mary Louise Keir 
stead. Port Hardy; Deborah Richards 
Kellogg Kamloops; Martha Ann Ken¬ 
nedy. victoria; Janice Carol Kenyon, 
Chicago; Michael Robin KlIMck, Vic¬ 
toria; Theresa Diana Kish*an, Vic¬ 
toria, Dregutin Charles Kollc, Nanai 
mo; Michael James Krai, Victoria; 
Daniel Gordon Kreller, Victoria; Mary 
Patricia Lacy, ChamaWtus; John Bruce 
Lemg. Powell River; Wei Yung Lem. 
Hong Kong; Karen Lee Larsen, Vic¬ 
toria; Robert Wharton Lawson, Vic¬ 
toria, Thomas Alan Lech, Tlell; Ri¬ 
cher d Charles Ledding, Duncan; Eddie 
Kang-Yiu Lee, Victoria; William 
James Lee, Port Alberni; Stephen 
Chung-Hang Leung. Vancouver, Rox 
ana Cheong Wang Li, Hong Kong; Rod¬ 
ney James Link. Kelowna, Christopher 
John Loan, Peachland; Aixfrey Louis* 
tougheed, Kamloops, Teresa Lowe. 
Victoria, James Brigham Lucas. Qua 
licum Beach; Jessie Ann# Lum, Fi|i 
Lesley Christine Luney, Victoria. 
Bruce lan Macallum, Victoria; Ro^ 
derick James MacDonald, Victoria; 
Shannon Watt MacEwino, Victoria; 
Thomas Henry MacLachlan, Vancou 
ver; Douglas George MecPherson, Ke¬ 
lowna; Chris Donald Main. Vancou¬ 
ver; Larry William Hillary Mais, 
Victoria; Cynthia Mary Malocha, Vic¬ 
toria; Larry Allen Manifold. Vancou¬ 
ver; Barbara Lynn* Manky, Abbots 
ford; Andrew David Merdiros, 
Edmonton; Virginia Leslie Marrlon, 
Victoria, Blair Frank Marshall, North 
Battleford, Sask , Robert Max Mavn 
ard, Enderby. Mona Ruth McAMister, 
Port Alberni, Kevin John McBride, 
Victoria; Kelvin Lorne McCulloch, 
Kamkwos; Terrence David McDonald. 
Courtenay, Keith William McDonugh. 
Victoria. Dale Augustine Gerard 
McGregor, Chemeinus; Jill Elaine 
McLean, victoria; Duncan Gifferd 
McLelland, Victoria, Richard Dale 
McMahon. Victoria; Pamela Gail 
McTevish, Fort St. John; Julek Mikoiei 
Meissner, Sherbrooke.Que ; PaulFre- 
derich Merner, Victoria; Maxwell Eric 
Miller, Victoria. Lome Dermid Milne. 
Port Alberni; Lari James Michell, 
Courtenay; Dennis Howard Moore, 
Victoria. Ricardo Raul Moreno, Vic 
toria; Robert Christopher Morgen, 
Cambridge. Ont.; Michael James Mor 
timore. Victoria; Ellen Louis* Mother 
sill, Victoria; John Brown Murray, 
Vidoria. Robert Frank Nagw Youboc ; 
Steohen Louis Nagy, Victoria; Leslie 
John Nehal, Nanaimo; Donald James 
Neil. Nanaimo; Mery Ruth Nthon, 
Victoria, lan Erskino Nimmo, Che¬ 
meinus. David Morris Nonen. Vic¬ 
toria; D'Arcy Sean O'Bvme, Edmon¬ 
ton; Laureen Patricia O'Dowd. 
Victoria. Alix O'Gradv. Victoria; Ro 
bert Lawrence Or me, Victoria; Anne 
There** Ossulston, San Francisco; 
Terrance Roger Oman, Toronto, Ra 
bert Thomas Parkinson, Victoria; 
Raymond Edward Parks. Victoria; 
Trudy Elam# Parks. Vidorla; Susan 
Payne, Victoria. Robert William 
Pearce, Victor)*; Giset* Solano* 
Marie Perreault, Powell River; Mike 
Frank Pesek, Edmonton, Lillian Pa 
trici* Peters. Victoria; Brian Leonard 
Peterson. Victoria, David Allan 
Ptiiger, Kelowna; David E<k»*rd Phil¬ 
lips, Victoria. William Richard Phllps, 
victoria; Timothy Michael Poirier, 
Comox, Frederick Earl Preston. Vk 
toria; Marla Jane Pritchard. WiMlerm 
Lake; Terence Lionel George Prosser, 
Victoria, ttanev Elisabeth Randall. 
Errington; Jee Alexis Ranscheerl, 
victoria; Julian Richard Unwin 
Rapps. Victoria; Deborah Ana Read- 
men. victoria. Lads Leon* R se u ms, 
Dawson Creak; Stephen Themes Ri¬ 
cher, Victoria; Guv Beeler Riecken. 
Victoria; Cesav Jamas Rippon, Vk 
toria; Judith Liens Roche, Richmond; 
Jill Aleen Rogers. Victoria; Peter John 
Rogers. Richmond; Maroaret Anne 
Rolls, Victoria; Stephen John barn- 
well, victoria; Darlene Gav Elizabeth 
Ruckeber, Catgery, Daphne Roe# Rue- 
kowski, Victoria; Catherine Joan 
Sands, Powell River; Peter Bruce 
Saunders. Victoria; Ronald Joseph 


_ _Vk 

toria; Douglas Jamas Slang. Dawson 
Creek; Gary Rudolph Slang, Victoria. 
Edvard Bruce Stanley. Ponder island; 
James David Darreugh Steel*, Vic¬ 
toria; Alex Monro* Stocks, Victoria; 
Sheila Maureen Strother. Vernon, Jo 
Willis Stuckenberg. Victoria; Ann 
Elizabeth Tesko. Victoria; ten Leslie 
Taylor, Victoria; William Swanlon 
Thacfcrav. Victoria, Hadda Thatcher. 
Victoria; Pamela Yvonne Merle Thar 
r ten, Victoria; Alan James Thlbadeeu, 
Victoria; Bruce Richard Thomas, 
Nanaimo; Clarence Clayton Thomp 
son, Victoria; John Lindsay Thomson. 
Victoria; Lynn* Margeret Dorothy 
Tibbltt. Victoria; Iran# Elizabeth 
Tosczak, Dawson Creek; Moreen 
Merle Tremblay. Kamloops; William 
Burk* Tumar, Calgary; Luciano Filip¬ 
po varticchK), Trail, Laureen Petricia 
voth, Victoria; Arlena Rae Walters. 
Victoria; Kenneth Michael Watkis. 
Victoria; Judith Wavman. victoria; 
Deborah Lesley Weir, West Vancou 
ver; James Hugh Weir, Victoria; Jo¬ 
seph Hudson Whlpole, Victoria; Ri¬ 
chard Ernest Gordon Whittaker, 
Victoria; Garth Edward Willson, Vic 
toria; Clinton Thomas Wilson, Port 
Alberni; Rosemary Elspeth Wilson. 
Kelowna; Victoria Ann Wilson. Vic „ 
toria; William Joseph Wilson, Kam 
loops; Russell Hylton Winn, Ovama. 
Cornelius Ary Wouterlood Van Doev 
burg, Victoria; Garth Allen Wright, 
Chase; Linda Ruth Yates, Victoria. 
Randy Wavne York. Victoria; Heather 
Jean Yule, Sidney; Theodora Wilhet 
mine Zethof, Victoria; Moira Pauline 
Zuntl, Victoria. 

The deer * * of 
bachelor ef science 
(honours) 

Calvin Guv Berber, Port Alberni. 
James Bradley Brandon, Courtenay; 
Gordon James Cain, Victoria; Robin 
William Dawes. Victeria; Margaret* 
Diiak, Victoria; Marlene Bernice 
Fuhrmenn. Victoria; Brian Nkhofson 
ingiis. Victoria; Barry Joe, Victoria; 
Harry Sue Wah Joe, Victoria; Gerald 
Albert Clive Justice, Victoria; Janet 
Isabel Maciones, Victoria; James 
Moore McCall. Victoria; David Gerald 
Mllburn, Saanichton, lan Robert Mor¬ 
rison, Prince George; Arthur Charles 
Ralts, Victoria; Robert Andrew She- 
oerd. Ottawa. Nell Douglas Shrimpton, 
Victoria. Alan William Taylor, Vic¬ 
toria 

The deers* of 
bachelor of science. 


Deborah Mary Ainsworth, Victoria. 
Richard Craig Andrews. Kelowna. 
DouglasGreham Baleshta, Kamloops, 
John Thomas Ballard. Calgary; Mar 
oaret Barker, Kelowna. BrianNormsn 
Bedard, Nelson; Carole Behman. 
Thunder Bay, Ont , Blair Douglas 
Beilis. Victoria; Michael Edward Ber 
nerd. Sidney; Gerald Dawson Berry. 
Nanaimo; Katherine Ann Bertoie, Vk- 
torla; Derek Roger Brand. Victoria; 
Thomas Henning Breuser, Victoria; 
George Bartholomew Brown, Victoria; 
lan Douglas Bruce, Victoria; Janice 
Suzanne Bruce, Richmond; Caroline 
Jaynena Bullen, Victoria; William 
Howard Sunders Burrows, Sidney; 
Ross Alan Bvers, Qualicum Beach. 
Daryl Clifford Warren Calder. Vic¬ 
toria; Robert Frederick Carlson, Vic 
toria; John Gregory Williem Cheoe- 
siuk, Vancouver; Yuet-Wah Chow, 
Hong Kong. Derek Dart Ming Chu, 
Victoria; Sandra Dawn Chung. Vic 
toria; Barbara Susan Clark. Tweed, 
Ont; Devid Anthony McMillan Clark. 
Victoria; Donald Robert Clark, Vic 
toria. Jennifer Leslie Clark, Victoria. 
Michael Spencer Collett. Victoria 
Douglas James Coiling*, Victoria, 
Erin Courtney Britain Conner, Vic 
toria; Brian James Cormie. Parks¬ 
ville; Allan Edward Coton, Victoria. 
Charles Kennedy Blake Covernton, 
Victoria; Stephen Fredrick Croat, Ke¬ 
lowna; Donald Wayna Crow*. Vic¬ 
toria; Thomas Michael Curran, Vic 
tone; Stephen Creig Delong, Trail; 
Bruce Robert Diifce. Edmonton; Der 
ien* Catherine Dodds, Medicine Hat, 
Alta,, Michael Peul Doherty, Victoria; 
Beatrice Gabriel* Doniecki. Sooke, 
Bruce Edward Dysart, Victoria; 
Dianne Gay Edocombe, Victoria, John 
Douglas Eldridge. Victoria; Brian Pa 
trick Emerson, Caigarv; Brenda Chow 
Everson, Duncan; Nigei Peter Field, 
Victoria. Robert Joseph Fielden. 
Black Creek, Paul Richard Flanagan. 
Victoria; Ewe-Ann Mae Fletcher, 
Kamloops; Robert Frank Fltndell. 
victoria Jong Wee Foo. Ku*!* Bel*it 
Brunei; Scot Fraser, Victoria; Marvin 
John Friesen, Lake Cowtchen; Patri 
da Mae Friesen. Mica Creek; Janice 
Fern Fromherz, Victoria; John Wil 
liam Fuller, Victoria; Reginald Drak 
Leake Gel*, Victoria; Robert Bruce 
Gardiner, Courtenay; Severm Joseph 
Gaudet, Victoria, Michael Stephen 
Gibson, Victoria. Roert Mackenzie 


TAIPEI (AP)—The son of 
the late Gen. Chiang Kai-shek 
was sworn in Saturday as 
president of the Republic of 
China (Taiwan), a post his 
father held for 27 years. 

Chiang Ching-kuo’s swear¬ 
ing-in for the six-year term 
took less than four minutes 

The 6ft-year-old Chiang had 
long been groomed for the 
post, serving as premier 
since 1972 and chairman of 
Taiwan's ruling Kuomintang 
party when his father died In 
1975. 

Chiang Kai-shek served 
five terms as the country's 
first president. Chiang 
Ching kuo was elected by a 
unanimous vote of the Na¬ 
tionalist Assembly on March 
20 

Chiang is given much of the 
credit for a liberalization of 
the political atmosphere or 
Taiwan since his father died. 


ice Carolyn Schmidt, Victoria. Fraud* 
Samuel Eric Scoetaa. Victoria; Ann 
Cameron Scott, Courteney. Bertha Joy 
Scott, Lethbridge, AW*.; Olivia Rose 
Scott. Victoria; Christopher Robin 
Sear*, Vancouver; Rita Florence 
Marie Seim. Duncan; Roger John Ser 
leant. Prince George; Devid Scott Se¬ 
ver id*. Langley; Geottrev Norman Se 
veride, Langley; Gwendolyn Joan 
Sewell. Campbell River; Mem** Sell 
art Shepard. Victoria; Gall Colleen 
Sfwrakv. Victoria; Donald Egnece 
Shusheck. victoria. Heather Lynn 
SMor, Nelson. Dorma Merlon Simpson. 
Victoria; Robert Gordon Simoson, 
Dale Gregory SfcefcMev. 


Steven Gilbert Gray. 

Edward James Guv. Victoria 
Clarence James Helvorson. Malm* 
lakwa Mark Wetter Hamm. Nelson. 
Blake M a tth ew Henna, Victoria; Eve¬ 
lyn Anne Harrison, Victoria; Celia 
Elizabeth Haves, Victoria; David Ray 
mood Helston. Bakersfield, Calif.; 
Roger Harrison Herrick, Kamloops. 
Robert Miller Higgs, Victoria. KettF 
lean Louis* Holmweod. Trenton, Ont., 
ien Audtev Home. Victoria; Mkheel 
Robert Hudson. Victoria, Judith Jov 
Hutchins, Victoria; John Terence 
James. Fort McMurrev. Alta , Ken¬ 
neth Ronald James. Victoria Lisa Lee 
Jang, Goieta, CaMf, Richard Andre 
Jeeaplerrc, Victoria; Robert Michael 
Johns. Parksville, Anne Moya John- 
soa. Victoria; Stewart Charles John 
son. Nelson, Lindsay Ernest Jones. 
Delta. Elizabeth Greta KarveHs. Vk- 


CHICKEN 

I ON THE RUN 

I 'mcle Freid't 
DELIVERS 
CATERS 
,385-3468i 


toria, Michael James Keating, Vic 
toria; Gerald Abram Klassen, Vic 
toria; Robert David Knight. Nanaimo. 
Jane Merle Koteb*. Edmonton, Victor 
Charles Lehmer, Hay River, N.W.T.; 
Thor# Jen* Laldman. Penticton; Allen 
Richard L angst aft, Peachiand. Gav 
lord Hutchinson Lawson, Victoria; 
David Fa Urn Lee. Victoria. Anetha 
Kathleen Leggett. Victoria; Charles 
Robert Lemery, victoria; Lora Louis* 
Leonard. Kelowna; lan Stephan Leung, 
Courteney, Heather Jane Luscombe. 
Mill Bay; Gail Judith Lyon, Victoria. 
Robert Benedict Menton, Port Coouit 
lam. Mark William Mansfield, Nanai 
mo. Thomas Andrew Martin, Kam 
loops. Terrence Lee McDonnell, 
Victoria; Rhode Charlene McFarlane, 
Victoria; Stewart Michael McKInrtell. 
Victoria; Darrell Clinton Dana 
McLaen, Prince George; Ruth Anne 
McMurchv. Victoria; William 
Lawrence McMurtrie, Ladysmith, 
Harold David McNeill. Victoria; Dawn 
Adrienne Melnick, Port Alberni; Elen 
or# Louise Meredith, Lions Bay Vera 
Lynn Moan, Kimberley; Brian Wayne 
Moen, Victoria; Robert Louis Morris, 
Victoria; Antony Ridoe Mortimer, Vic¬ 
toria; Kenneth Allan Vinc^rt Moss 
man, Victories Gail Loren* Munich, 
Ruskln; Fiona Mary Murdoch, Vic 
toria; James Prescott Murrev, Craiv 
brook; Beverley Joyce Neish, vtc 
toria; Joseph Ng, Hong Kong; Alison 
Campbell Nicholson, Victoria. Stephen 
Charles Norton, Rosemere. Que.; Ju¬ 
lian Craig Paint. Victoria. Caharma 
Cornelia Maria Pasmans, Victoria; 
Gordon William Patti*, Caloary; Ken 
neth Graham Petlapiece, Victoria. 
David George Philip, Victoria; Donald 
Francis Philip, Victoria; Gerry Gruce 
Podetz, Victoria. Therese Annie 
Yvette Putz, Nagasaki. Japan; Glen 
Rav Rasmussen. Courtenay; Oale 
Marshall Rintoul. Vernon; Deborah 
Sue Roberts, Prince Ruoert, Patricia 
June Row and, Victoria: Melanie Lvnn 
Ruth, Victoria; Mela Singh Sangha, 
Victoria; Catherine Louis* Sapsford. 
Victor!*, Michael John Sax, Victoria. 
Jocteen Gail Schlatter, Victoria; Dun 
can Lewis Bryce Scobte, Victoria; 
Hugh Alexander Sefton. Victoria. Ju 
dith Marv Sercombe. Victoria; Wil 
liam Shaw, Nanaimo; Nancy Eleanor 
Sheehan, Nanaimo. Clayton John 
Shold. Victoria. Gwendolyn Mav 
Shrimpton. Victoria; Christine Anne 
Silver, Victoria; Brenda Doreen Sim 
monds. Victoria, Jill Michelle Sinole 
ton. Victoria: Judith Ann Skinner. Sal 
mon A^m. John Peul Smilhe, Victoria; 
Barbara Etta Smith. Victoria; Eliza 
beth Ann Smreciu, Victoria; Roger 
John Soar. Penticton; Eileen Lyndon 
South, Victoria; Kevin FrancisSoence. 
Calgary; Daniel Albm Stevenson. Ed¬ 
monton, Donald Murray Stewart. Vic- 
toria. Elizabeth Anne Stewart, 
Comox; John Frederick Stickton, Varv 
couver. Dawn Lynn Sutherland. Vic¬ 
toria; Faith Takishita, Victoria. 
Marion Anne Talbot, Victoria; Althea 
Jane Thomas, Fraser Lake; Ernest 
Howard Tradeweil, Victoria; Mar 
guerite Vanderwel, Victoria; Lorn# 
John Vannelli, Trail; Rosemary Eve 
tvn Vaughan, Victoria; Laura Jean 
Vogt. Salmon Arm, Donald Malcolm 
Walker, Terrace; Patricia Ann Walk 
er, Victoria; Michael Armstrong Whe- 
len, Vancouver; Eric Robert White. 
Burnaby Michael James Peter Wil¬ 
liams. Victoria; Maroaret Jane Woi 
cik, Victoria; Rose Kam Sun Wong. 
Victoria; Yuen Fang Wong. Victoria. 
Daryl Lavne Woodburn. Victoria. 
Mary Barbara Wright. Duncan 

THE FACULTY 

OF EDUCATION 
Th* d*pr s * of 
bachelor of education 
(elementary curriculum) 

Erica Helen Alemanv. Port Aiberm. 
Edward William Alexander, Victoria. 
Florence Marvbelle Anderson. Daw 
son Creek; Marv Louis# Armstrong, 
Nanaimo, Shaili* Mary Austin, Vic 
toria; James Gordon Barber. Arm 
strong; Irvin James Barker, Duncan. 
Ellen Pauline Bartlett. Qualicum 
Beach. David Laurie Bewtmheimer, 
Salmon Arm; Nicholas Thomas Bear, 
Nanaimo; Zorka Becir. Nanaimo, 
Garth Douglas Blair. Victoria; Valerie 
Colleen Blasko. Duncan; Kathleen 
Ethel Boland. Victoria, Norma Jean 
Brodrkk, Victoria; Margaret Eliza¬ 
beth Brown, Kamloops. Carol Anne 
Burdenie. Cranbrook; Murray William 
Butt. Nakuso. James William Cam¬ 
bridge. Victoria; Carol Lynne Camp¬ 
bell, Victoria, Elizabeth Anne Carter, 
Victoria, Rosalind Ah LokeChua, Port 
Alberni. Gail Loreen Cochran, Cren 
brook. Linda Cook. Duncan; Ruth 
Marietta Cook. Cowichan Station; 
Susan Elizabeth Crow, Victoria. Judith 
Lvnn Keegan Davies. Victoria, Lind# 
Agnes Del carte, Vernon; Brenda Pa 
trici* Digby. Duncan, Patrick David 
Duff, Nelson. William Douglas Evans. 
Powell River, Marv Elizabeth Ellen 
Farmer. Victoria, Robert Allan Fer 
ison. Prince George; Paul# Ruth 


Fleischer, Victoria, Susan Margaret 
Ford, Kelowna Lawrence Willis Fas 
sett, Victoria; Dona Id Garfield Fraser. 
Victoria; Lilian Rose Fraser Victoria; 
Diane Elsie Shaw Gibney, Whitehorse, 
Yukon, Christine Ann Godfrey. Car 
diff. Wales; Gryony Lvnette Graham, 
Victoria; David Henry Graham. 
Paeroa. New Zealand; Bevan Charles 
Grant. Okato. New Zealand, Rose 
marv Elsia Grant, Victoria; Joan 


Elizabeth Haber, varnon; Jeffery Alan 
Hawker, Victoria; Barbara Ann 
Hebei, Victoria; Keith Crawford 
Hooey. Victor!*; Marilyn Ann Hooav. 
Victoria, Kathleen Marie Sainsbury 
Hosgood, Cardiff, Wales. Margaret 
Agnes Hunte, Port Alberni; Pamei# 
Ruth Jacobson, Victoria; oernck Mun 
Horn* Jang. Vancouver. Helen Ann* 
Jecoues. Victoria; Frederick Charles 
Jervis, Port Alberni; Donna Jessop. 
victoria; Audrey Loretta Kemlo, Vic¬ 
toria; Terry Carl Knlert. Victoria; 
Carmen Wendy Lancaster, Kimber 
lev; Charles Bruce Laurie. Nelson. 
Robert Edward Lee, Vanderhoof; 
Brenda Louise Leiran. Bear Lake. 
Sandra Nelson Leslie, Sandspit, Beth 
Etta Lewis, Nanaimo; Marlon* Win 
ifrad Lewis. Duncan; Nell Gordon 
Lewis, Campbell River. Norman Brian 
Llndberg, Edmonton; Lorraine Made 
line Lindsay, Victoria; Lawrence P# 
trick Linsteed. Courtenay; Winifred 
Joy Llttler, Victoria, James Kenneth 
Luke, Victoria; Darcelle McKinley 
Lustier, Kamloops. Wendy Won Ying 
Me. Victoria, Max Perceval Malthus. 
Dawson Creek; Tarleet Thomas Mann, 
Victoria; Diane Ruth Martin, Vancou 
ver; Lois Leanne Pepper Mason, Vic¬ 
toria; Kathryn Lilian Maurar, Nanai 
mo. Janice Lee McCartney. Dawson 
Creek. Donald Kirbv McIntosh, Vic 
toria; Peul Francis Montgomery. Vic 
ton*, Rose Man# Moody. Nanaimo. 
Carolyn Anita Morris, Nanaimo; Mi 
chael Leonard Morris, Victoria. Mar 
garet Anne Minter Mossop. Chil 
liwack; Karen Ann Murdoch. Faro. 
Y.T.; Edith Isabel Newman, Sooke. 
Susan Elizabeth O'Reilly, Victoria. 
Mane Janette Pel ton, Victoria; James 
Edward Powell, Victoria. Lorraine 
Dorothy Reid, Medicine Hat, Alta., 


Kathflne B*rthe>ot*eH. Victoria 
Dale Fyt* Robertson. Duncan; Keith 
Lear month Robertson. Duncan. Mary 
Nell Ross, Victoria. Frank Norman 
Rowe. Williams Lake; James Joseph 
Rowland. Victoria; Patricia Eileen 
Rowland, Victoria; Lana Berniece 
Ruddick. Nanaimo, Margaret Louis* 
Rushton, victoria. Michael John 
Scales. Smeilville; Lor ale* Elva See 
lev, Victoria; Laurie Elizabeth Shaw. 
Nanaimo; Marie Estelle Beatrice Shil- 
iono. Comox. Indar Paul Kour S**g 
tried. Port Alberni, Charles Ernest 
Alan Sundoulst, Campbell River; Ann 
Elizabeth Tallboy, Victoria, Patricia 
Thelma Thiessen. Nanaimo; Barbara 
Anna Thorp#, Duncan; Evelyn Clara 
Tull. Trail; Jack Henry Van Beers 
Vernon; Dlrkj* Everdin* Vender 
Hooft, Victoria; Leone Berendina Jo 
nanna vos. Port Alberni, Edward Wil 
liam war mo. victoria; Sally Elizabeth 
warren. West Vancouver ^Darrel Earl 
Weim, Kitimat; Michael Shane Wet 
more. Comox; Beverly Joan Wicker. 
Victoria; Deborah Lorraine Wilson, 
victoria; Carolyn Alice Wyngaards. 
Kelowna. Darlene Louise Yamaoka 
Lumbv; Marion Christine Vole. Vic 
toria; Patricia Anne Zinken, Vancou 
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Gou. KNOwn,, PfiYlHsGNtGOff. Vk , 
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BUS SERVICE 
HOLIDAY WEEKEND 

Regular Sunday-Holiday service 
will be In effect Sunday, May 21 

MONDAY, MAY 22 

Holiday Service will be supplemented with special 
early trips to city centre for the parade. After »: 15 
a.m. regular holiday service will be in effect. 
Leaving times from outer terminals are as fol¬ 
lows: 

Richardson: Lv St. Patrick and Central, 

8:20, 9 a.m. 

Oak Bay: Lv Central and St. Patrick, 

8:20, 8:40, 9 a.m. 

Gonzales: Lv Quimper and Crescent, 8:20, 9 a.m. 
Mt. Tolmle: Lv Richmond and Broadmead, 

8:20, 9 a.m. 

South Fairfield: Lv Dallas and Howe, 

8, 8:30, 9 a.m. 

Lake Hill: Lv Quadra and Beckwith, 8:20, 9 a.m. 
Gorge: Lv Admirals and Cowper, 8:22, 9:02 a.m. 
Beacon Hill: Lv Douglas and Toronto, 

8:05, 8:30,9 a.m. 

Haultain: Lv North Dairy and Keats, 

8, 8:20, 8:40, 9 a.m. 

Uplands: Lv Midland and Beach, 8 20, 9 a m 
University: Lv Student Union Bldg, 

8:05. 8:25, 8:45, 9:05 a.m 

Victoria West: Lv Jedburgh and Island Highway, 

8, 8:20, 8:40, 9 a.m. 

Cadboro Bay: Lv Student Union Bldg, 

8:10, 9:10 a.m. 

Carey: Lv Mann and Wilkinson, 

8:16,8:36,9:06 a.m. 

Cook: Lv Cedar Hill Cross Road and Braefoot, via 
Maplewood, 8:20, 9 a.m. 

Burnside: Lv Hastings and Wilkinson, via Hol¬ 
land, 8:10,9:10 a.m. 

Esguimalt: Lv Dockyard, 8,8:20, 8:40, 9,9:15 a.m. 
Colville: Lv Admirals and Esquimau, via Col¬ 
ville, 8:15, 8:45, 9:15 a.m. 

Munro: Lv Admirals and Esquimait, via Munro, 
8,8:20,8:40,9,9:10 a.m. 

Gordon Head: Lv Shelbourne and McKenzie, out¬ 
bound, 7:50,8:17,8:35, 8:47 a.m. Lv 
Grandview and Tyndall, 8, 8:30, 
8:45, 9 a.m. 

Douglas (north): Lv Royal Oak, inbound, 
8:12,8:42,9:12 a.m. 

(south): Lv Niagara and Oswego, 
8:12,8:42,9:12 a.m. 

On completion of parade, additional return 

trips will leave from Douglas and Yates 
DETOURS DURING PARADE: Douglas (south). 
Gorge, Beacon Hill, Victoria West, Burnside, Es¬ 
quimau and Colville buses will be routed to Gov¬ 
ernment Street, terminus at Pandora and Govern¬ 
ment. All other routes on Blanshard Street, ter¬ 
minus at Blanshard and Yates. 

_ For bus information 

/" l\ telephone 382-6161 

Jat7 B.C. HYDRO 



We Need You! 

• HOMEMAKERS 

• NURSE AIDES 

• LIVE-IN HOMEMAKERS 

Part Time — on Call • 
Experience Necessary 


For An Interview Call. . 

Monday to Friday 
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HEALTH CARE SERVICES 

UPJOHN LTD. 

338-6639 
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North Kitsap County, where base is being built 

Trident entry Monday to follow celebration today 

Fete of life , then protest 


After a day long ceiebra 
lion of life today at a farm 
outside the Trident nuclear 
submarine base in Bangor. 
Wash.. two Victoria women 
will join hundreds of other 
demonstrators in an illegal 
entry of the base. 

The mass show of civil dis 
obedience is planned for just 
after sunrise Monday. 

A total of about 30 people 
from Vancouver Island will 
be in Bangor for the demon¬ 
stration of conscience, ex¬ 
pected to draw thousands. 

ABOUT SIX of the 30, in 
eluding -the two Victoria 
women, plan to risk arrest 
with other demonstrators by 
entering military gates and 
scaling barbed-wire fences 
onto the base property. 

One of the women, Trisha 
MaryMoon. 25, said before 
she left that she had trained 
as a medic for the civil ac¬ 
tion. and with other Cana¬ 
dians had studied non-violent 
training. 

She said most people un 
derstood her risking arrest, 
but the reaction of many was, 
"I understand, but why does 
it have to be you?" 

SHE HAS BEEN arrested 
tw ice before at the base. For 
mal demonstrations against 
the Trident system in Bangor 
have attracted international 
attention for the past three 
years. 

She said she had prepared 
herself for the possibility of 
arrest or incarceration. 

There was always the 
chance that military author 
ities would release arrested 
persons if there were too 
many, she said. 

"THEY COULD send us to 
jail, but there may not be 
enough jails in King County 
(in Seattle). They could al¬ 
ways use gymnasiums.” 

Asked how long she was 
prepared to stay in jail, if it 
came to that, she said, "I'm 
there until I come back." 

The Trident base, in Kit¬ 
sap county, is about 125 kilo¬ 
meters from Victoria and an 
hour by ferry across Puget 
Sound from Seattle. 

On 8.200 acres along the 
Hood Canal, in view of the 
Olympic mountains, the U.S. 
navy is building one of the 
world’s largest concentra¬ 
tions of nuclear military 
might. 

ABOUT A kilometre from 
the base is Petersen's farm, 
where demonstrators plan to 
gather. 

The Trident nuclear sys¬ 
tem was designed to pack 
more nuclear wallop over 
long distances than current 
U.S. systems, with less 
chance of being knocked out 
first by Soviet missiles. 


YAMAHA 



Some US. psychologists 
have suggested that the Tri 
dent system is a symbol of 
a technological-patriarchal 
society, which must invent 
scientific ways to kill 

Other critics, like former 
United Nations disarmament 
spokesman William Epstein, 
merely say there are no win 
ners in a nuclear war 


EPSTEIN HAS said that 
the realities of nuclear war- 
radiation burns and radia 
(ion-induced cancers—are 
never mentioned by the mili¬ 
tary theorists. 

Navy and Pentagon sup 
porters say the system is a 
deterrent to a war. because 
no country would want to risk 
a war in which the missiles 
were unleashed 


The new 569-foot subs will 
carry 24 missiles each, com 
pared with 16 carried by 
todays Polaris/Poseidon 
equipped submarines. 

Navy spokesmen expect 
the base to be fully opera 
tjonal by 1985. 

WILLIAM HOOD of Bel 
lingham said last wefek in an 
interview that demonstrators 
this weekend would be pro 
testing the weapons system, 
but also supporting the con¬ 
cept of disarmament. 

He said the arms buildup 
could be stopped at any time 
—“If the government decid 
ed that the public did not 
suppport it." 

Hood said, “Civil disobedi 
enee Monday will be carried 
out by those people who feel 
that their commitment re¬ 
quires a stronger statement 
than a public demonstration. 

“POSSIBLY 400 people 
could be involved in the civil 
disobedience ” 

Monday, the day of civil 
disobedience, was significant 
for another reason, he said. 

The next day the UN Gen 
eral Assembly, in a special 
session, will for the first time 
in its history discuss nuclear 
disarmament 


Pro writing workshops 
planned for summer 


Digging In and Writing 
Like a Pro is the title of a 
course being offered this 
summer by the continuing 
education division at the Uni¬ 
versity of Victoria. 

Instructor Charles Lillard 
of the UVic creative writing 
department, author of more 
than 15 books, says the work 
shops are not for beginners 
but for people with some 


writing experience who want 
to get down and work like 
professionals. 

The sessions will involve 
reading and discussing par 
ticlpants' own writing, talk 
ing over questions of a gener¬ 
al or technical nature, 
sharing market news. ex. 
changing experiences, devel¬ 
oping the habit of writing 
every day and for deadlines. 
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Victoria Day. May 22 
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Driving tickets in doubt 


VANCOUVER (CP)—A no 
tlce will be published in the 
British Columbia litre tie 
next week to solve a legal 
problem that has jeopardized 
the validity of thousands of 
moving traffic violation re¬ 
ports. 

The action follows a ruling 
Friday in B.C. Supreme 
Court by Mr. Justice F. Craig 
Munroe. who upheld a pro¬ 
vincial court decision that a 
traffic violation report was 
illegal because its form had 
not been published in the Ga 
zeite. 

By dismissing the crown's 
appeal. Munroe cast doubt on 
the validity of about 60 . 00(1 
moving violation tickets is¬ 
sued in the province since 
last December. 

He suggested, however, 
that the problem would be 
solved if the form of the traf¬ 
fic violation report were pub¬ 
lished in the gazette that 
comes out next week. 

Some lawyers questioned 
after the hearing said that 
this would constitute retroac¬ 
tive legislation and that they 
would argue against it. but 
Bruce Donald, chief Vancou¬ 
ver crown counsel, said in an 
interview that regulations set 
no time limit on publication 
of the report. 

The form will be published 
in the Gazette Tuesday, he 

said. 

Thirty-five tickets relating 
to traffic offences involving 
injuries had been adjourned 
pending the outcome of Fri¬ 
day's appeal. Donald said the 
crown would decide early 
next week what action lo take 
on these. 

He said the crown would 
alsodecide by then whether to 
take the case to the B.C. 
Court of Appeal 

The- appeal Friday arose 
from a decision in Vancouver 
provincial court last month 
when Judge J. C. Lewis ruled 
that a traffic violation report, 
slightly altered as a result of 
a court ruling last October, 
was illegal because the gov- 
emment had failed to publish 
the altered form in the Ga¬ 
zette. 

Judge Lewis dismissed a 
speeding charge against Ste¬ 
ven Cohen of Vancouver on 
grounds the new form had not 
been gazetted in the weekly 
official government publica¬ 
tion which lists new statutes, 
regulations and other govern¬ 
ment actions 

The crown appealed, argu¬ 
ing that under the Regula¬ 
tions Act the form of the re¬ 
port was exempt from 
publication because it was a 
non-narrative document 

Crown counsel Kathleen 
Ryan said that under the act. 


documents such as maps, 
plans, or graphs or other 
documents of non-narrative 
nature did not require publi¬ 
cation. 

Pat Nichols, Cohen's law¬ 
yer. said the traffic violation 
form was a narrative be¬ 
cause it advised the motorist 
of the offence and that if It 


wasnot disputed in seven 
days, it would form part of 
his driving record. 

The traffic violation form 
had been changed as a result 
of an earlier provincial court 
decision at Vernon, where, In 
October, a Judge dismissed a 
speeding charge because the 
offender’s copy of the ticket 


differed from the copies 
which went to the police, the 
court and the superintendent 
of motor vehicles. 

The B.C. Appeal Court up 
held the ruling in December 
and as a result, new ticket 
forms, not listed in the Ga 
zette. were issued for po 
lice use. 


Blood count shrinks 
despite Friday boost 



MEAT 



BONELESS ^ BA 

CHUCK STEAK ,.l 59 

I 79 
I 19 


BONELESS 

COWBOY STEAK IX RIB) 


HAMBURGER PATTIES 


10 it 

Miti lb. 


FRE8H IMPORTED CANADA No. 1 


CORN-COB 8*99* 

RED DELICIOUS 

APPLES <=■•> - 33* 


Although the Victoria Red 
Cross blood donor clinic had 
its best showing Friday at a 
six-hour Eaton’s clinic, 
where 164 donors each gave 
150 ccs of blood, over-all re¬ 
sults from the five clinics 
held last week were a disap¬ 
pointment. 

"It was a very slow week," 
Gerry Savage, co-ordinator 
for Red Cross blood donor 
clinics in the Victoria area, 
said. "We started 311 donors 
short of our target for this 
time of the year and. after the 
clinics here, are 468 donors 
short. Our goal for the end of 
May was 6.431 donors and we 
are at 5.963. Our target for 
the year is 15.000. The hockey 
league playoffs probably had 
an effect on the clinics." 

He hopes the Red Cross will 
do better locally when the 
Vancouver clinic teams come 
to Victoria for clinics sche¬ 
duled for the second week in 
June. 


"It shows you that the Red 
Cross is always on the verge 
of being short of blood and is 
confirmation to donors that 
their donation is always 
needed,” Savage stated. 

Just how important dona 
lions are was demonstrated 
Wednesday at a Victoria 
Press clinic when the Red 
Cross received an emergency 
request from Royal Jubilee 
Hospital for five units of type 
O positive blood for s patient 
in trouble. The needed blood 
was available and was 
rushed from the press build¬ 
ing to the hospital. 

The rest of the blood donat 
ed that day was shipped im¬ 
mediately to the Vancouver 
blood bank where it was pro¬ 
cessed. Explained Savage: 
"Donations of blood must be 
treated at the lab in Vancou¬ 
ver within six hours. 

A component of blood. Fac¬ 
tor 8, must be filtered out of 
donations for the blood to be 


usable for haemophiliacs 
They require one-third of the 
blood collected through the 
Red Cross and this amounts 
to a million donations.” 

There is no acute shortage 
in any blood type that is caus 
ing the Red Cross concern, 
but Savage points out that 
Victoria is in a period of high 
demand and low supply. “It 
is a tough time for blood 
banks during holidays, and 
there is some concern that 
hospitals might run lower 
than they would like. We find 
that during holidays there 
are more accidents requiring 
blood and fewer donations 
with people holidaying." 
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6447 West 


BEDDING PLANTS 


kro H»"i 


75* 


HUNDREDS OF 5 GALLON 

RHODOS 4.99 

3 DAYS ONLY - SAT., SUN., MON. 

ACRES OF EVERGREENS. SHRUBS. RHODOS. AZALEAS 

OPU TIL • P.M. — 7 DAYS A W1K 
■VININO APPOIHTMIIITS WHOM 881-2912 


and exploring olher gen rev 
The specific program will be 
left up lo Lhe participants 

The workshops will be of¬ 
fered from 7:30 to 9:30 p.m. 
Mondays and Thursdays in 
two summer workshops, one 
running from June 19 through 
July 20 and the other July 21 
through Aug. 24. The course 
fee is $30. 


<!► GRAHAM MEATS 


NEED EXTRA 
SPENDING MONEY? 


DELIVER A PROFITABLE 

COLONIST 

NEWSPAPER ROUTE. . . 



Jain the 
j Winning 
Team... 


CALL AT THE 

COLONIST 

CIRCULATION 

DEPARTMENT 

2621 DOUGLAS ST., 
PHONE 363-4111, 

Or Mall this 4 
/> Application Form 

*% t 


FOR A LITTLE SPARE TIME EACH MORNING you can earn fron 
$2.00 to $4 a day, depending on the number of subscribers on 
your route 


ic WIN PRIZES OR CASH 

And join the progressive boys and girls on trips to other cities 

+ HAVE YOUR OWN SPENDING MONEY 

Or save for your summer vacation 




j Circulation Department, 

THE DAILY COLONIST, 

2821 Oouglae St, Victoria. B.C. V8W 2N4 


Yes I would like lo deliver a Colonist Route in my neighborhood 



8S99Him8l»tlil 


■ rM4ir»*a 
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Thulin scores big at Cannes Film Festival 


Mill Thulltt itin In th» communlctti »ltk *ick 
film, which she midp In col- other 
liberation with Ingmir 

Rergmnn. on Iho typically While recognirlng the Influ 

Bergman theme of the Inibll- ,nc f 

, - . . prused the film's originality 

Ity of ladlvlduals to break humor, sensitivity and visual 
through their isolation and beauty. 


Meanwhile, there was dls 
appointment Friday over the 
official entries —Ai no Borei 
(Empire of Passion) from 
Japan and Die Lfnkihandige 
Frau (Left-Handed Woman) 
from West Germany. 


CANNES, France (AFP) - 
Swedish actress Ingrid Thu 
Itn scored a triumph Friday 
at the Cannes Film Festival 
with her new (11m. Ea Och En 
(One and One), which marks 
her debut as a director 


Selected by French critics 
and directors to he shown 
outside the official compel! 
lion at the festival that 
opened last Tuesday, En Och 
En Immediately won more 
raves than the formal en¬ 
tries. 


SPRINGTIME 

SPECTACULAR 


Grigorenko, right, listens to interpreter in Toronto interview 


Ex-Soviet general 
blasts Russia rule 


of which the human rights movement is a 
central body, are not as concerned about 
creating new laws as having existing ones 
observed. 

“Laws in the Soviet Union are not ob 
served, they are written to be shown to the 
West," he said 

Grigorenko said dissidence in the Soviet 
Union is a mass movement, although no 
accurate estimate of membership in such 
groups is known because of government op¬ 
pression. 

HE LAID PARTIAL, blame on western 
governments for continuing human rights 
violations In the Soviet Union. He said the 
West has not spoken out stroitgly enough 
against the Soviet government ■ 

"You can talk about moral values, but you 
must be prepared to defend them," he 
said. 

“Soviet trade unions will not defend the 
workers because the unions are schools 
(or communism." he said. "The supposed 
workers' state has lalked to its workers only 
with machine guns ." 

Grigorenko said he believes unemplov 
menl is higher in the Soviet Union than in 
any capitalist country. 

"UNEMPLOYMENT IS kept low by main 
laining a large army and by increasing 
the number of labor camp inmates," he 
said. 

"If the communists come lo power here 
ihey will solve your unemployment problem 
quickly." 


TORONTO (CP) — Former Soviet general 
Petro Grigorenko lashed out at the So¬ 
viet government Friday, accusing Leonid 
Brezhnev's administration of dictatorial op 
pression of dissidents and workers 
Grigorenko. speaking at a rally in support 
of Soviet political prisoners, compared ihe 
arrest and conviction of dissident scientist 
l ri Orlov to Ihe kidnapping and murder 
of former Italian premier Aldo Moro by the 
terrorist Red Brigades. 

“The Red Brigades fortunately haven't 
come to power in Italy, but they already 
have in the Soviet Union," Grigorenko told 
about 330 persons at the rally. 


li cooka, roasts and broils Just Ilka an oven. 
Spherical bowl and hood provldaa 1 revolv¬ 
ing beat' that cooks evenly without e 
rotisserie. 


THE 70—YEAR—OLD war veteran, who 
spent more than six years in Soviet prisons 
and mental hospitals for speaking out against 
government policies, said Orlov was denied 
an open trial 

lie said that only members of the KGB, 
Soviet secret police, and Orlov's wife and 
i lose relatives were allowed to attend his 
trial, which ended in a guilty verdict this 
week. 

And this is what they call an open Irial?" 

Grigorenko was visiting the United States 
In undergo an operation when he was 
siripped of his Soviet citizenship in Febru¬ 
ary for what his government said was be 
havlor damaging lo the prestige of the 
U S.S.R. 


J l Electric BBQ Starter 

- —7 Just p , u 8 ,n * nd a. jut 

/ * under c h arcosl 98 

1 ) Features 6 moisture 

proof cord Be. 

With tripod stand , afl 

24” Barbeque..13L 

With stand on wheels 18” 

Kettle Barbeque . . 2! W lech 


PICNIC^ 

TABLED 


Outdoor living at its bpit! Enjoy the sun 
with this colourful selection of portable, 
lightweight summer furniture 


“WHAT SORT OF prestige Is it if one 
madman can undermine it?” he asked 
through an interpreter 
He said reform groups in the So\ iet Union. 


Chair 


Completely assembled, 
ready to use Features 

flip over folding hendle. 
easy on-gff switch 
Double insulated 
^ electric motor 

^ mean* safer. 

V* quieter operation 

Recessed wheels 
I, \for close cutting. 
J J Twin blade 


Two dissidents 
face hard labor 


Lounge 

Chaise. 


MOSCOW (AP) — Two leading dissidents In (he southern 
Soviet republic of Georgia were sentenced Friday to hard 
labor. One of them, w riter Zviad Gamsakhurdia. later went 
on Soviet television lo say he was guilty of “slahderous 
inventions" againsl Ihe state. 

It is Ihe first time Ihe Soviet Union has televised the 
confession of a Soviet dissident 

'I am guilty of. . . systematically preparing and distri¬ 
buting literature containing slanderous inv entions defaming 
ihe Soviet state and social system," Gamsakhurdia said 
His sentencing and that of musicologist Merab Kostava. 
both 39. followed a five-day trial that ended one one day afler 
a Moscow court ordered dissident physicist Yuri Orlov, 53, 
lo a labor camp. 


Bright ft economical 


M Spring 

-up* Chair O' 

Stacking Floral metal 4 ^ 

Table 3'.. Table 2 


18” Black 8 Decker 

Electric Lawn Mower 


Charcoal 

Briquets 


Oscillating 

Sprinkler 


Dial 4 positions adjustment 
Covers up to 2200 sq ft 


48” long handle 

Shovel 


J Styrofoam 
4 } Cooler 

f 30 quart capacity, light¬ 
weight styrofoam Keap that 
picnic lunch coolj. 


White 

Crushed Rock 


For decorative patios, walks, 
planters, etc 50-lb poly 
bags Clean — easy to pour. 


(Hot as Muatratod) 


For weeding and 
preparation. 3 fixed teeth. 4' 
handle 


4 handle. Tidy up the flower 
beds around the garden 
and the driveway. 


Vfc" x 50 Diameter hose Rem- 
forced nylon with brats coup* 
hngs _ A V 


Audi 5000 is the complete automobile. There are 
no options! Everything you may want in a grand 
touring 4-door sedan is included. 

We invite you to visit us and experience the new 
luxurious Audi 5000 


388-5446 


3329 DOUGLAS ST 




\N OPEN SUNDAYS —10 am - 5 pm 
TO SERVE YOU BETTER 
BEAVER VICTORIA L-J ■ 


BEAVER home centre 

1580 Htlletde Avs Hlllelde Shopping Centre 595 122 
M UNiSUAV T HUHSUA v 

Urtr« I VFNINf.S Til L 00 
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Norway 

braced 


against 
all odfls 

TROMSO. Norway (LP1) 
— As a nation of only four 
million people. Norway could 
hardly hope to roll back an 
attack by the Soviet Union, 
which has a population of a 
quarter billion. 

But it does aim to make 
such an attack as painful as 
possible, enabling Norwegian 
forces to hold out until its 
western allies can rush, in 
reinforcements 

Norway is one of only two 
countries in the North Allan 
tie Treaty Organization 
which shares a common Iron 
tier with the Soviet Union. 
The other is Turkey. 


IN THE FACE of a mount 
mg Soviet military buildup- 
much of it concentrated on 
the Kola peninsula east of 
here—Norway is speeding 
negotiations that would en 
able its allies to prestock 
heavy equipment in this 
country, as well as spending 
heavily to modernize its own 
equipment 

But Norway's basic mili¬ 
tary strength rests on a total 
defense conception in which 
every able-bodied man and 
woman has a place In case 
of w ar. there would be a mas- x 
vise mobilization of re 
sources, involving everything 
from farm tractors to civilian 
ships and airliners. 

Norwegian soldiers, sailors 
and airmen are instructed to 
go to war automatically 
against invaders without 
waiting for orders from Oslo 
or from NATO headquarters 
in Brussels 

ACCORDING TO A Royal 
Decree dating from 1949. offi 
eers and non-commissioned 
officers ‘ shall at once offer 
resistance against an armed 
attack with all the resources 
at their disposal they are to 
offer resistance even if the 
situation looks difficult or 
hopeless without regard to 
enemy threat of reprisal 

On the 122-mile Norwegian 
Soviet frontier, the 120 border 
cuards have orders to open 
fire automatically on invad 
ers. while further back, 
troops would be blowing up 
roads and bridges 
■ Our mission would be to 
create a fighting situation so 
that there would be no doubt 
a war had started." said Col 
Per Hansen, the border gar 
rison commander “As a 
commander I have to think a 
war could start tonight and 
he ready for it." 


BUI STRATEGIST'S fear 
an attack, if it came, would 
slice across northern Finland 
to a point where Norway is 
only four miles across in an 
attempt to cut the c ountry in 
two. 

Alternatively, the Soviets 
could use an amphibious nia 
rine regiment, air drops and 
landing craft to strike far 
down Norway's coastline 
This is why NATO officials 
are particularly worried 
about Soviet amphibious e\ 
ercises on the Kola peninsu 
la. which has the same kind 
of terrain and climate as 
north Norway 

All over the Northern Nor 
wegian command, which 
• overs a slice of territory as 
big as Belgium. Holland and 
Denmark, but with only 450. 
000 inhabitants, serious de 
fensive preparations art 
going on 


SOME FJORDS are mined 
and others would be Subma 
rines and patrol boats put to 
sea with live torpedoes and 
missiles. Ambushes have 
been set up along roads and 
valleys. Naval artillery has 
been strengthened and up- 
gunned. 
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Ladies' 
Pant Socks 


1st Quality, mesh 
rlon. .1 size tits 9 to 11 


In assorted colours. 
Approx. 12"x18" 


Work 

Cloves 


ikin work gloves in 
full roper style. 


each 

C hoose from 4 in hand 
or redi-knot styles in 
. assorted patterns, a 


Boys' 

Pants 


pair 

Assorted fancy tlare log 
lean style pants Si/es 7 
to 14 A 


12Va-oz. cotton blue 
heans. Boys' 7 to 16. 
L Men's waist sizes A 
32 to 40 


(Alovdmhdj 


SELF SERVE 

BARGAIN STORE on tha Mayfair Mall 




3 BIG DAYS 


Tuesday, 9:30 a.m.-5:30 p.m. 

Wadnaaday and Thursday, 9:30 a.m.-9:00 p.m. 


v- Boys' 
r or Men's ’ 
Underwear 

*1 

100° • cotton briefs in 
plain colours Ass't 
si/es. Some 
c irregulars. Bovs' 
white only, 


Infants' 
Plastic Pants 

3, *1 


Baby 

Pillows 

. *1 


Control Top 
Panty Hose 


Girls'/Teens' 
Knee Socks 


Dishcloths 

3 „ si 


Control top pantyhose 
in assorted shades. 

. S,M,Long or X a 

^Long Irregulars^fl 


*1 


2 


f or ■ 

Plastic pants with 
elastic waist Printed 
animal designs. 

L S.M.L.XL. A 


each ■ 

Polyesterfill pillows in 
assorted prints and 
l olains. Approx, 
size 10"x14" A 


Multi-checked cotton 
in assorted colours. 
Approx. 15"xl5" , 


1 size stretch fits 7-9 or 
9-11. Assorted colours. 
^ Irregulars. A 


“ for ■ 

Assorted socks for 
bovs Irregulars 
Si retch sizes 6- 
8 . or 8-10V* 


Ladies' 

Nylon 

Stockings 

2 ... *1 


Assorted 
Caps or Hats 

«, s l 

Sun hats or caps tor 
men. ladies or boys. 
Si/es S,M,L. 


Children's 

Thongs 

2 


Panty Hose 


Men's 
Work Socks 


Tea Towels 

2*1 


3 ... *i 


pair 


A good selection of 
colours to choose from 
Slight irregularities. Sizes 
\M,l,XL 


— pair 

One size 8’ i to 11 
stretch nylon Nude 
L. heel. A 


pair 


*>1 • • cotton/49% linen 
In multi stripes. 19’ i"x- 

28 


Child's rubber thongs 
with strap. Sizes 6 to 8Vj. 
Assorted colours. 


In assorted weights. Ir- 
tegulars. Sizes 10 to 12. 


Receiving 

Blankets 

$2 

m. irk JR 


each ** 

100 % brushed cotton 
in multi check pattern 
L Approx 30''x40'' 


r Children's t 

Knit Shirts 

$ 2 

Assorted print short 
sleeve crew neck T- 
shirts for girls or 
^ boys. Size 4 to A 

^^A 


Men's Crew 
T-Shirts 

...Ml 


Ironing Board 
Pad & Cover 


Ladies' 

Panties 

3 52 


Men s Socks 

3 *2 

Assorted stretch ankle 
length, dress or sport 
socks One size tits 10- 
13. Irregulars 


Short Sleeve Crew t- 
shirt* in assorted 
colours. Si/es S.M.L. 


Ironing board pad and 
cover in assorted plains 
and prints. 


Assorted roloured 
bikinis or regular pan¬ 
nes. Sizes S.M.L. 


Ladies' 

Shorts 


Summer shorts in 
assorted colours. 
Irregulars. Sizes 
10 to 18 




Head 

Squares 

2 *3 


Pillow 

Protectors 


WHITE PILLOW 
CASES 

rant 53 


Infants 

Sleepers 

.... J 3 


Ladies' 

Bras 


Boys' 

Knit Shirts 


Large assortment in 
plains or prints. Several 
fabrirs and sizes j 


Print cotton pillow 
protectors with zipper 
v on one end 


first quality Wabasso pil¬ 
low cases White only. 
Approx 42"x33". 


Infant print terry 
sleepers with snaps. As¬ 
sorted colours 6-12-18 


Short sleeve crew neck 
shirt* in assorted prints. 
Sizes 8 to 14 


Good selection of 1st 
qualitv bras in assorted 
sizes. 


mths 


Children's 

Pants 


Terry Bath 
. Sheets 

.... *7 


2... *5 


EVEN 

MONEY 

BEST 

BUYS 


each " 

Heavyweight terry. , 
Solid shades Approx i 
36"x70'. A 

^ Irregulars 


i irst quahiv half boxer 
waist style in washable 
cotton Assorted a 
^colours. Si/e4'4tc^fl 


Squall 


Sure Press 
Men's Shirts 

DfFM Sport! 

2.0**9 t« h *5 

Long sleeves Dress in 
plains or prints. Sizes 
14V»-17. Sports in prints. 
Sizes S,M,l,Xl. . 


Ladies 

Bikinis 

earH 56 


Matching 
Terry towels 

Hand 52 Rath 55 


Jackets 

Girts'—Men's ladies 

*6 ’7 

Nylon squall jacket* 
with racer stripes. Zip¬ 
per front. Girl* and 
Ladies’ Kasha lined. 
Ladies and men's 
S.M.L.XL. Girls' 10-14 


r Quilt ^ 
Bedspreads 

,-.M6 

All over quilt spreads in 
assorted patterns. Twin 
or double sizes, a 


each 

Attractive 


Assorted print matching 
towels face cloth also 


Attractive print nylon 
bikinis. Sizes 10 to 16. 


available at 1 00 


Western"^ 

Shirts x 

4 to 6x S,M,L 

*5 s 6 

Assorted plaid Western 
styled shirts with 
imitation pearl 
k snap fasteners for A 

^boys or girls^fl 


Ladies'^* 
^Shirts or Pant? 

Shirt* Pants 

*6 J 9 

Cotton plair (flannel 
blouse Size, S,M,L, or 
100*1 polyester pint 
k Assorted colour,. A 


r Ladies' ^ 
Casual Shoes 

,**11 


Lounge 

Cushions 


Bed 

Pillows 

2, *7 


Men's 
Dress Pants 

*12 


Velveteen 

Cushion 


„.*4 

Assorted group ol 

lounge cushions. 
Vinous colourful 
- covers with foim 
chip fill 


Covers 

2„*5 

100*. cotton velveteen 
. covers In popular . 
^colours Approx^a 


* for » 

1st Quality with piped 
edges. 100* • cotton 
cover. Foam or i 
k leather and ^4 

foam, 


All leather uppers, 
crepe soles Some 
leather lined. 
Assorted heel 
x heights. Sizes 


Polyester knit lor dress 
or casual wear Plains 
. or patterns Waist . 
K. sizes 30 to 42. A 


PERSONAL SHOPPING ONLY • NO PHONE, MAIL OR C.O.D. ORDERS • NO DELIVERIES 

♦ t 
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'Enough's 
enough! ’ 
complains 
A1 Kozak 



Sails 

Sunday, May 21, 1978 
Section Three Page 29 


SENIOR 

CITIZENS! 

It You’ve Been Finding Cleaning 
Very Expensive Lately, Look ... 

NOT A 10% DISCOUNT 
NOT ONE DAY PER WEEK 

EVERY DAY 


A 20% DISCOUNT 

Available to you at all 4 o< our Victoria etoraa 



busy bee 

ONE-HOUR DRY CLEANERS 


MAYFAtft—m Maybe CaMn OAK IAT—acres traa Mm M 
3147 Douglas St. 2174 Oak Bay Ava. 

FAIAREU)—tauHi it Fart St LANGHWO—M hM Cmsmt 

101* Cook St. 888 OoMstream Ava. 

BUSY BEE-OUR GUARANTEE 


‘Commander’ lashes out 


He’s been docked too 


You inIjeht xay that Al 
ko/ak of Coquitlam ha* a 
ready-made vehicle for pro 
testing. 

Ko/ak Is known as the Com 
mander because he markets 
“commander boards” in B.C 
and Alberta. As a matter of 
fact, he has one mounted on 
each side of his well-travelled 
truck. 

Never known to be one at a 
loss for words. Ko/ak also 
happens to say what he feels 
and he let one and all know 
last week that lie warn l very 
happy with B.C. Ferries 

It seems ko/ak bought a 
ticket at the Tsawwassen ter 
niinal at about 6 45 a m 
'I uesday and got into line He 
noted that he received ticket 
no 4W7 and that .10 t ars fol¬ 
lowed him into the com¬ 
pound. 

To make a long story short, 
he didn't make it on board 
the 7 a m. sailing while a 
number of cars which came 
in behind him did 

This undoubtedly has hap 
pened to me before but. to 
coin a phrase, enough's 
enough!” Ko/ak wrote on a 
confidential complaint form 
he requested for a ferry sys¬ 
tem employee 

And to make his point more 
strongly, he put up a mes 
sage on his truck command 
er board. B C Ferries: I 
have a complaint 1 " 

• 

Saanich police chief Rob 
Peterson left Monday for an 
extended Kuropean holiday 
with his family, his mind a 
little easier knowing that the 
eonlracl with his 118 -man 
force had been seUled. 

It remains to be seen, how 
ever, whether Mayor Mel 
Couvelier will proceed with 
disciplinary action, which. 
Peterson protested al a po 
lice board meeting just be 
fore the contract was settled, 
could drag on for a year. 

• 


Reporter's 

Notebook 



Macdonald 

. . .grudging respect 

one of his assistants. Alan 
Hopper sign all his corre¬ 
spondence 

It s all due to an operation 
he had a couple of weeks ago 
lo repair shoulder muscles 
he tore while repairing his 
house 

l.aurenson experts the ban 
dages tan come off in a 
week or so. 

• 

Alex Macdonald tNDP 
\ancouver East) Wednesdav 


Chabot 

. . .good turn 

paid grudging respect to B L* 
Hydro chairman Robert Bon 
ner's skill in answering, or 
appearing to answer ques¬ 
tions 

Outside the committee 
hearing room after a parlicii 
larly complex answer Mai 
donald muttered "We should 
have simultaneous iransla 
lions when Bonner speaks ” 


Mines and Petroleum Re 
sources Minister James ( ha 


bot. speaking in debate on his 
estimates, said that during 
the NDP years of govern 
ment between 1972 and 1975 
“the mining industry went 
underground and turned a lot 
of good ore into a lot of w aste 
rock." 

• 

After testimony to ihe ef 
feet that during construction 
of the Duncan dam in south 
eastern B.C.. coffee breaks 
cost B ( taxpayers SfiO.oou. 
Hydro chairman Robert Ron 
ner was asked how much 
a committee hearing coffee 
break was costing (There are 
it high-priced Hydro officials 
at the hearings) Regard 
it." said Bonner with a slight 
>mile. as an investment.” 

• 

There'll be no fireworks to¬ 
night. the Victorian Celebra 
lions Society regretfully in 
forms us. 

No. it's not because of fire 
marshal regulations, or be¬ 
cause of bad weather It 
seems the fireworks were ac¬ 
cidentally sent to Toronto and 
efforts to have them slopped 
here were unsuccessful 

Somewhat nervous that (he 
lack of fireworks might make 
people stay al home. Ihe cele 
brations society says ii hopes 
to have "the usual public 
support** for ihe crowning 
ceremony of the May (Jueen 
at 9: 30 p m at the steps of the 
Legislative Buildings 

See you there 

• 

Just in case moviegoers 


INVEST IN 

THERMO GLASS 



Saanich's municipal plan 
ner Gil Laurcnsoa is having 


ROSES 

JEWELERS 

pRfSfvrs 

Exciting 
New Styles 

1317 DOUGLAS ST. 



and the ‘HAIDA’ conversion system 

PROTOGARD" INSULATING GLASS 


5-Yoar 

Guarantee 


Uiatortion 

Fro# Qlaaa 


• MFAT 

• REDUCES CONDENSATION. 

NOISES md DRAFTS 

• HELPS REDUCE FADING 

OF DRAPES DESICCANT 

• INSTALLED IN EXISTING FRAMES 

• NO PANELS TO CLEAN OR REMOVE 


B.C. Hydro 
Financing 


WHY CONVERT TO THERMO GLASS? 

Thermo glass is the best window insulator possible Why 7 Because Thermo Glass 
and only Thermo Glass has a dead «lr space between the interior and exterior 
parte of glass The dead air space stops the cold air — cold. That s comfort. 
Now Thermo Glass can be installed with the HAIDA conversion system, to your 
existing windows, patio doors and skylights, quickly and inexpensively without 
any costly frame changes. Phone now for a free estimate A professional consul¬ 
tant will be pleased to advise you at no cost 



PHONE FOR FREE ESTIMATE 

595-4886 

'rVeUtfa $1*44 


Freshness in Everything You Wear 


5-12 


long 

were wondering what they 
missed in the three earlier 
runs of the disco epic Satur 
day Night Fever when it 
opened at the Coronet Friday 
night with the message 
"Warning. Altered Version 1 — 
B.C. director"—they didn't 
miss a thing. 


Actually , seven minutes of 
torrid lovemaking and some 
bad language have been cut 
out so the movie is now rated 
mature, instead ot restrict¬ 
ed. meaning that children 
t an »ee it if accompanied by 
adults. 


QUONLEY s 

GROCERY STORE 


OPENING 
SOON 

• Groceries 

• Produce 

• Flowers 

• Coffee Bar 

2 OPEN 

* 24 HOURS 

- GOVT ll FISGARD ’[ 
lo Watch for our a| 
Grand Opening ■ 


I to 



ONLY 1 MORE WEEK? 

First Lady 12.00 
Wig Trade-In 
Special! 

Bring in your old wig. fall or 
hairpiece and save 12.00 on any 
First Lady Wig priced from 40.00 to 
75.00! (Christian Dior collection 
excluded). Only one trade-in 
accepted against each purchase. For 
sanitary reasons all wigs taken in on 
trade will be destroyed. Choose your 
new wig from 100% Modacrylic fibres 
in dark to light shades, auburns, 
greys and frosteds. 

SALE ENDS SATURDAY, MAY 27th 
NO PHONE ORDERS 

Wig*. l>ep(. 225. Hoot of hlolliM 

EATON'S 


i 


. PETE'S PLACE J I Jps^PETES PLACE 



A 
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Warmup may-be show stopper 


* 


(f*\‘ 






Rain-Reusch performs in Seattle festival 


By KING LEE 


What la usually called the 
warmup act may Just become 
the feature attraction at the 
Royal Theatre on June It 
when headliner Leo Sayer 
does two shows In Victoria 

Sayer is undoubtedly the 
star attraction as far as pro¬ 
moter Isle of Man Produc¬ 
tions of Vancouver It con¬ 
cerned. but Yvonne Elliman 
may draw Just as many rock- 
music fans as Sayer because 
she currently has a hot Item 
on the Top 10 and has become 
a more contemporary star 
than Sayer. 

Elliman has been around 
the world three times with 
Eric Clapton and his band but 
her fondest memories are of 
England and 1979, when her 
rendition of I Don'I Know 
How to Love Him catapulted 
her to stardom She played 
Mary Magdalene in Jo- 
susChrlst Superstar. She 
played the L’.S. tour of the 
Mage production, the Broad¬ 
way version and the film ver¬ 
sion of the highly-praised 
rock-opera and won a Golden 
Globe Award nomination In 
the best-actress category. 

Born in Hawaii. Elliman 
left there at the age of 17 for 
London and a hoped-for rec¬ 
ording contract which never 
happened She was singing in 
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Memorial Society of B.C. 

Victoria Branch 
385-5214 


To Memorial Society ®« S.C. 

Victoria Branch 

Rm S1I — 020 View Street. 

Victoria. B.C. V«W 1JS 
l/we ere intereeted In the eime ot the Society 
. J want more Information 
wteh to enrol now 


Names' 

Aiwess 


PObJd' 

uoae 
Amou f 't 
i'-c o*ec 


Memborahip •• S5 for each adult 



INTRODUCING 

SUBURBAN 

WITH 

ULTRABAC 

A radically new concept in 
carpet backings A specially 
developed urethane sponge 
rather than a foam Ultrabac 
goes lar beyond conven¬ 
tional carpet backings and 
loflers you the features you ve 
been looking for. 


-<. A4 ■ 

ft 4 ' 

.(' V V 


The Ultrabac features for you 
are luxurious feel virtually vir¬ 
tually waterproof prevents pill- 
|mg and f u Z ? i n g easily 

1 removable easy installation and 
^ 5-year residential guarantee 




PREMIER 

SUNDIAL 

A major breakthrough m a no 
wai do-it-yourself floor Premier 
Sundial is easer to transport, 
easier to handle and easier to 
cut This unique new floor can be 
'•stalled over most previously in¬ 
stalled resilience floors 


JOHNSTON 

1855 BUNSHARO ST. 

382-9181 


PHONE 

PRICES EFFECTIVE TO MAY 30th, 1S7S 


Week in Records 
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Riven play* hen (I the 
Royal Theatre. Buffelfi 
Seattle show* will be oa the 
Saturday and Sunday. 


a folk club In London'! Kings' 
Road district when Andrew 
Lloyd Webber and Tim Rice, 
who composed Jesus Christ 
Superstar, saw her 
The rest, as they say. Is 
ancient history. Yvonne Elli¬ 
man is now an established 
superstar In her own right. 


Victoria's Randy Rain- 
Reusch is scheduled to per 
form at the seventh annual 
Northwest Regional Folklife 
Festival. May 26 to 29 at the 
Seattle Coliseum. 

The four-day event expects 
to attract 206,009 visitors for 

. . „ , the non-stop entertainment 

*"* Theatre an S unday. £ , h< . 


Word out of Vancouver is 
lhat Jimmy Buffett has can¬ 
celled his show there and has 
put on a second show at 
Seattle's Paramount Noth 


June 4. the same day Johnny 



Rain-Reusch Is a master of 
the dulcimer and has per¬ 
formed throughout Canada 
•nd the L'.S. 


1. Night Fever 
L Before My Heart... Out 
1. With a Little Lack 
4. If I Can't Have Ytn 
I- We’ll Never ... Goodbye 
1 Sweet Talkie' Wamaa 
T. Thaak Yaa ... Friend 

I. Ebony Eyes 
9. Our Lave 

II. Caat Smile Without You 
It. Heartless 

12. Mama Let Him Play 

12. We Will Rack Yoa 

It. Fed Sa Good 

1$. You're the ... I Waal 

14.1 Need Somebody Toolgbt 

17. Jack aad Jill 

Ik. Shadow Daorlig 

19. Goodbye Girl 

20. It's a Heartache 

(N) - demotes new entry. 


Victoria 

Laat Week 
Bee Geea (1) 
Geae Cottoa (4) 
Wings (l) 
Yvonne Elliman (2) 
E. Dan It J.F. Coley («) 
E.L.O. (2) 
Andrew Geld (9) 
Bob Welch (I) 
Natalie Cole (II) 
Barry Maallow (7) 
Heart (14) 
Doucette (12) 
Queen (19) 
( buck Maagtoue (II) 
Travolta/Newloe-Jaha (17) 
Foaterchlld (12) 
Raydle (19) 
Aady Gibb (N) 
David Gate* (IS) 
Baanle Tyler (N) 


Lena Horne 


Her beauty 
is inherited 


RELUCTANT TO DISCUSS DEATH? 


That'* why wa often leave our families with 
the tudden contusion of tunerel arrangement* 


UPSTAIRS, 

DOWNSTAIRS 

ALL AROUND ITS PARKER JOHNSTON LTD. 
,1-*. fa THE HOUSE FOR CARPETS. 

w 



Yvonne Elliman to start Sayer concerts 

Music teachers 
plan performance 

The B.C. Registered Music Teachers Association 
is presenting an evening of Victorian music at the Art 
Gallery of Greater Victoria Thursday at 8 p m. 

The performers will be Barbara Eadie. flute, 
Cstherine Young, soprano, Winifred Scott, piano, and 
Robin Wood, piano. 

The program will consist of Should He Upbraid by 
Sir Henry Bishop, I Dreamt That I Dwelt in Marble 
Halls lor soprano and piano, by Michael Balfe: 
Boehm's Introduction and Variations on Nel Cor Pui, 
for flute and piano; Brahms' Waltzes, opus 39, for 
piano, four hands; and after the intermission, Suite de 
Trois Moree aux. by Benjamin Godard; Lo, Here the 
Gentle Lark, for soprano, flute and piano; The Last 
Rose of Summer, from Flotow's Martha ; Emani in 
Volami from Emani by Verdi, and Fantasie Pas¬ 
torale Hongrois opus M by Doppler. 


By DARLA WELLES 


HOLLYWOOD — Lena 
Horne is, indeed, a lovely 
ladv. 

Harper's Bazaar magazine 
In fact recently named her 
one of America's 19 most 
beautiful women 

But *sk her for her beauty 
secrets and you’ll get a soft 
chuckle, a shrug of her shoul¬ 
der! and a few modest words 
about heredity. 

Though she'll soon be 41, 
the actress-singer, known 
through the years for her 
slinky good looks and rich, 
torch.v voice, could pass for 
much younger 

She carries jusl 121 pounds 
on her S-foot 5 frame. Smooth 
cafe au tail skin stretched 
taut over high, chiseled 
cheekbones Only a few fine 
lines around the dark, deep 
set eyes. A grandmother four 
timea over. 

How does she do It* How 
does Lena Horn* at 19 get 
lumped together in the aame 
list of beauties with women 
like model Laura Hutton and 
TV star Farrah Fawcett 
Majors — women Just over 
half her age? 

"I don't really know how I 
feel about being on that list." 
she says in a soft, low-pitched 
voice. “I know so many beau¬ 
tiful people. I guess I feel a 
little silly. 

“In my case. I think It 
(being considered beautiful 
and named to the list) is 
mostly a matter of geneo- 
logy My mother was a great 
beauty My father was, to 
me. one of the most beautiful 
men I've ever seen My moth 
er was from Senegal My fa 
Iber was from the South. I 
don't know where his people 
came from originally But his 
grandfather was a full blood 
ed Blackfoot Indian I come 
from strong stock. 1 inherited 
good bones. 

"I'm lucky to have it (her 
beauty). 1 guess, because in 
the beginning (back when she 
started show business as a 
teen-ager and for years 
after) that's all anybody no¬ 
ticed. 


attention 

collectors! 

We are exhibiting a heaaUfal enllnctton ot old and new 

argillite carvings 

some doting bark In the *29*. ap to the 40* 

MAY 26, 27, 29, & 30th 
IN THE VICTORIA SHOP 

Doagla* Wilson will be demonstrating 
his carving in the shop oa Trounce Alley 
from it a.m. lo i p.m. 


WORK ON MSFLAY 
RY THE FOLLOWING 
ARTISTS: 

Robert Davidson Sr 
Claude Davidson 
Pat Dixon 

The Lite Pat Maguire 
Douglas Wilson 
Rufus Moody 
Kd Russ 
Reg Davidson 
Steve Collieon 


Over thirty pieces — a great 
variety of poles, dishes, me¬ 
dallions. boxes, and figurines; 
ranging in price from SIS# to 
16.MM. 



€25 TROUNCE ALLEY 
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Harper’s Bazaar selected torch singer 


"1 never wanted to be on 
the stogo. What I really 
wanted to be was a third- 
grade teacher. I think I'd 
have loved working with chil¬ 
dren that age 

"But my mother was ill and 
I had to work So my mother 
knew some people in the 
theatre and she got me a job 
dancing in the chorus. It was 
lucky then that I was young, 
and cute and innocent. Be 
cause I had to learn the craft. 
It was not something that 
came naturally to me I had 
to learn, to teach myself to 
act and dance and sing better 
— to get into the heart of what 
I was singing. 

"It was a long time before 
anybody noticed that I was 
doing that. Before they 
stopped just looking at the 
physical me and the makeup 
and great looking dresses. 

"This is a tough business 
and I've learned to respect it. 
It's the way I've raised my 
family and paid my bills. I'm 
disciplined about my work. 
I’ls not easy. 





TOP HAT 
MAKES THE 
FINDING EASIER 
Sea spray Prop. Ltd. 

* -•-ON* 


"I started preparing for old 
age when I was im my 10s In 
this business so much atten¬ 
tion is paid to the physical. 
And I'd heard the remarks — 
not about myself, yet. but 
about others. She looks pret 
ty good for an old bag? 

“So I started to think 
seriously about what I had fnr 
myself. The public had the 
outside. But what 1 had was 
my husband — I was lucky — 
who helped me (MGM Stu¬ 
dios musical director Lennie 
Hayton). my children (a son 
and a daughter by a previous 
marriage) and the responsi 
bilities that go with having 
children, seeing to schools 
and places to live.'Things like 
that took my mind off the 
physical things of the stage I 
had two lives. The one the 
public saw. And one of mv 
awn that was intensely inter 
esting to me. 

“When I'm at home (a 100 
year-old house in Santa Bar 
bara, Calif.), I love to wear 
jeans. And boots. And to get 
oot and work around there 

“I like Santa Barbara. It 
has some age. It's a territory 
that's been lived in. It's not 
all plastic and new there. 

"And it's quiet. The sound 
of the ocean is there and I 
love that. 

‘Tve been all m.v life in the 
city except for when 1 was 
very young living in the coun 
try in Georgia and Florida, 
throughout the South. 

"When I'm home I can feel 
what I used to feel about liv¬ 
ing in the country. I'm In awe 
of nature. It’s the only thing 
left that'a real." 


LAKEHILL 
HAIR FASHIONS 



Precision Cutting 
Blow Drying 
Roller Setting 
Hair Colorino 
Hair Rebuilding 
The Latest Acid 
Balanced Perms 
The Newest 
Computerized 
Sensor Perm 
Ear Piercing 

Staff of eight 
to ensure 
quality service 


479-7115 

960 QUADRA ST.fQuadrn Centra; 

open Thursday svaidnea 


IB 
























































D*»r An Luton: Recent 1 
ly you ran 1 letter from * 
»oman whose husband can't 
read. It was signed. "In A 
Dither." That letter brought 
back some childhood me¬ 
mories. 

My father couldn’t read 
either but Mom covered up 
for him to keep us kids from 
finding out. She used to say. 
"Don’t you kids mess up the 
paper Your father hasn't 
read It yet.’’ 

Mom would often get out 
our favorite nursery rhymes 
and ask Dad to "read" them 
to us. She knew he had them 
all memorized. 

Once we saw Mom sign 
Dad's salary check. (He 
couldn't even write his 
name!) When she spotted us 
watching, she said. "Your fa 
ther hurt his hand and can t 
write very well today." 

By the time I was a teen¬ 
ager I caught on. I asked 
Mom one day, “Mom, Dad 
can't read, can he?” Her an¬ 
swer was, “No, he can't. But 
don't tell the other kids. And 
don't let your father knoto 
you know.” She then ex¬ 
plained that Dad could do a 
lot of other things — like 
carve wood. (Oh, how I re¬ 
member the beautiful table 
and chairs he made, and the 
cabinets, and the little doll 
house with tiny dishes and 
dolls with shoes — all carved 
out of wood!) 

Mom told me, “Your dad is 
the best mechanic in the 
country. He can fix the smal 
lest wristwatch or the largest 
piece of construction equip¬ 
ment there Is. And there is 
no one better at math. He can 
figure numbers in his head 
faster than any adding ma¬ 
chine." 

Mom then told me how she 
had tried to teach Dad to read 
when they were first mar¬ 
ried. He just couldn't learn, 
and he cried with shame. I 
was unable to hold the tears 
back when she was telling me 
the story. 1 kept thinking of 
my dad, that big, strong man, 
crying over a little book. 

He has been dead more 
tha n 20 years, but I remem- 


Yum yum! 

What 

a 

perfect 

parfait! 


ann 

landers 


ber so well how he always 
said, “time wilt show we have 
a genius in the family.” I 
can’t help but think Dad knew 
he was married to one. — 
Name Withheld By Request. 

Dear Name: I'm sure your 
poignant letter brought tears 
to many eyes. Mine included 
Thank you so much for writ¬ 
ing 


CONFIDENTIAL to If I'm 
Crazy Tell Me: No — you are 
not crazy. I have often 
thought it quite remarkable 
the way pets in families look 
like the people who own 
them. Or — to put it another 
way — people often select 
pets who resemble them¬ 
selves. Why? I've heard vome. 
wild theories, but none (hat I 
buy. 


Fur 

Storage - 

f * 

Jcuby furs ltd. 




911 Government 
385-4361 
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TEPPAN STEAK AND SEAFOOD 

734 Broughton Street 
(a few steps from Douglas) 
RtSCRVATIONS SUGGISUD 
We are open 7 nights 
a week from 5:00 p m 

All major credit cards accepted 
Children's portions half price. 


C OMPliTf 
DINNERS f ROM 


6 95 
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Pretty, too, in this 
clear Birks parfait 
glass-with its 
stainless steel 
spoon almost 8" 
long. 

Set of 6 glasses 
and 6 spoons, 

$6.95 

LIMITED QUANTITIES 

BIRKS 

JIWILLIRS 


706 YATO ST. 
Hilhide Shopping Centre 

t-JO 


If there’s a Rolex Oyster Perpetual in your 
future, choose yours carefully with the guidance of a watch 
expert at Birks. 

Here we show three of the great ones. Each 
has the famous seamless Oyster case and the special 
Twinlock crown. 

And each has the Rolex trio of powerhouse 
features: delicate Swiss precision, rugged strength and 
traditional design. 

Left. Date/ust Chronometer Stainless steel case and 
matching bracelet with 14kt. yellow gold middle links. 14kt, yellow gold 
fluted bezel and crown. $1435. 

Right. The Lady Dale. Stainless steel case and matching 
bracelet with 14kt. yellow gold middle links. Also 14kt yellow gold 
fluted bezel and crown. $1250. 

Lower The Submariner Dale Chronometer. Stainless 
steel case and matching Oyster bracelet with ftlplock clasp Pressure-proof 
to 660 feet $850. 


706Y.te.SL BIRKS 


Hillside 

Shopping 

Centre 


Canada Safeway 

Store Features 

Prices Effective: Sunday, & Tuesday. May 21st & 23rd. 

★ Town & Country ★ Esquimau Shopping Centre 

★ Quadra & Hillaida * Balmont Shopping Centra 

Ss; OPEN SUNDAY, 10-6 

ALL STORES WILL BE CLOSED MONDAY, May 22nd. 


Frozen. 
6-10 lb 


Canada Grade 


Regular Brands 

Young 
T urkeys 

A.95* 


Safeway Brand 

Regular 

Wieners 

99* 


Skinless 

For Hot Dogs, etc. 
1-lb. pkg. 


Cake Mixes g, si nfl 

Robin Hood Celebration Brand ■ | iHT I ■■■I 

Assorted Varieties. 9 o*. Pouch Pak .■ I VW 

BeansPork 3 ior $ 1 .00 

Taste Tells Brand. 14-II.-OZ. tin.W ■ 


Snow Star ^rand 

Ice Cream 

Assorted Flavors 



litre 

pail 


$ 2.59 


Easy-Bake Frozen 

Bread Dough 

★White ★Brown Package of 

5^ $ 1.09 


lor 89* 

Asst’d Relishes ?89* 

Town House Brand. 1Z fl. oz. Jar. Your Choice. fci lOl W w 


Town House 

Salad 

Dressing 

*1.19 


For Salads 
and 

Sandwiches 
32-fl.-oz. jar 


Grill Time 

Charcoal 

Briquettes 

20l $ 2.99 


Laundry Detergent fi„si go 

Surf Brand. For Your Washing Needs box i ■ W# 

Baby Shampoo si ig 

Truly Fine Bnnl 500-ml. Bottle .. E B ^ 


California Grown 

Head 
Lettuce 

Canada No. 1 Grade. Size 30’s. 

2 „ 89 { 


For that 
Tasty Salad 
or Snack .. 


California Grown 

Valencia 

Oranges 

Choice. Size 163’s 


lbs. 


s 1.00 


Salas In Retail Quantities Only 


CANADA SAFEWAY LIMITED 


E W E L L E R 
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SILVER THREADS SERVICE 

No. 4 Centennial Square 


1 


ANNUAL DISPLAY Of ARTS ind CRAFTS 
md FASHION SHOW 

May 25th and 26th 1.4 p.m. 

EVERYONE WELCOME 


Red refugee pens eye-opener 


Mastectomy Patients 

Central Drugs would like to inform their customers that 
mastectomy brassieres and breast prosthesis are now m 
eluded as Phatmacate benefits For people over 65 and 
those covered by Human Resources these items are fully 
paid for by Pharmacare. Other customers will receive a 
receipt that can be submitted along with then regular 
prescription receipts to Pharmacare 

CENTRAL DRUGS, 
SURGICAL SUPPLIES 

490 Dunaimilr, Nanaimo 7(3-3742 

Please phone COLLECT lor an appointment 

or further information. 


As seen in Junes 

Family 

Circle 



Even if you've 
never sewn the 
hem of a beach 
towel you can 
make this 
fabulous custonr 
swim look once 
you learn the 
Ann Person'” 
sewing method 
- the new way 
of sewing found 
exclusively at 
Stretch & Sew 
Fabrics® ' 




CALI NOW to SIGN UP I OB SWIMWEAR CLASSES SIM M. 

GATHERED SWIMSUIT 

Sat., |une 3rd — 9:30-11:30 a.m. 

TANK SUIT WITH MATCHING SKIRT 
Sal., |une 3rd — 1:30-3:30 p.m. 

HALTER ONE-PIECE SWIMSUIT 

Sal., |une 10th — 9:30-11:30 a.m. 

HALTER BIKINI 

Sat., june 10th — 1:30-3:30 p.m. 

r omr in soon lor be.f selection ol gorgeous swim fabrics. 


k 


Stretch & Sew 

North America* Fabric & Sewing Center 
2941 ESTEVAN AVE. S92-M22 


* By RAY KERR 

CM*m crwi Wrltw 

I'm certain there isn't 4 
single chess player in B.C. — 
or the whole country For that 
matter — who doesn’t have 
fond memories of the two 
great Vancouver tourna 
ments we’ve held in 1975 and 
1979. 

And really, who could for¬ 
get Vancouver 75 with its rec¬ 
ord prize fund of nearly 120 . 
000. or Vancouver 79, which 
although a bit smaller due to 
the airlines strike, still had a 
prize fund of well over 912,- 
000 

It was at that time that 
Jonathan Berry. Bob Karch 
of Seattle and Bea and Von 
Sarac of Smithers thought of 
an idea of moving the big 
tourney around, in other 
words not holding it every 
year in Vancouver. 

Had my health allowed me, 
I probably would have 
pushed to have one in, say. 
Seattle in 1977, because the 
idea of alternating the sites 
appealed to me tremendous¬ 
ly. 

But now I am happy to re¬ 
port that Von Sarac followed 
up on the original idea and 
has set up a fabulous tourna 
ment for Smithers In north 
ern B.C. during the B.C. Day 
long weekend. 

Believe It or not. this fan 
tastic event has a GUARAN¬ 
TEED PRIZE FUND of 95,- 
000. sponsored and 



Everybody 
wants to rent 
aSteamex 
on weekends. 



50%off 

Mon Tues Wed 

A' o»t>L>oat'ng dea'»-4 


rrenmex 

carpet cleaner 


Machlim avsilsMt •* sH > Mr 
Martiniiing Stor*», Thwwdsrtird 
Electric, International Paint 
Star*. Radta Shack, Sidnay 

tor intocmation phona 

386-1212 


Leather Cleaning Specialists 


Cleaning 

Alterations 

Repairs 


1717 QUADRA St REFT 


=7 £17 

HARRIS HOUSE 


A/of LEATHER 
V CARE LTD. 

EASY OFF STUFFT PARKING 


All Work 
Completed 
In Our Plant 

1 

182-2*322 


THE WORLD S LARGEST 
DRAPERY AND CARPET CLEANER 

proudly guarantees all work! It takes a specialist to offer 
quality cleaning of drapery, carpets and upholstery and 
guarantee it. Have a close look at your interior fur¬ 
nishings today, then call COIT to make everything look 
like new again. 


phon* for ■ fro* Mtlmato 
... no obligation 

386-6701 


*0*01 UNCUT DHAftNY 
I CARPET CLEANING SPECIALISTS 

468 BURNSIDE RD. E. 


guaranteed by the Northern 
B.C. Chess Association. 

As Sarac points out. the 
group is a registered 
non-profit and charitable as¬ 
sociation supported by the 
government of British Co¬ 
lumbia and the Smithers Dis¬ 
trict Chamber of Commerce. 

The tournament will be a 
five-rounder, scheduled for 
Aug. 5. 6 and 7 at the Hilltop 
Inn. where limited accommo¬ 
dation also will be available 
at a very reasonable lit a 
day for singles plus 92 extra 
for each additional person. 

Sounds terrific, as does the 
first prize In the top section of 
91.000, particularly when you 
remember that it's all 
guaranteed 

Entry fees will be 949 at the 
site or 935 in advance, if 
mailed before July 31. 

To make things even more 
interesting, there will be an 
amateur section as well, for 
thooe rated under 1400, and a 
reserve section for those 
rated under 1900 but at 1499 or 
higher. 

So actually it will be threw 
tournaments in one, with 
plenty of prizes in all sections 
and all unconditionally 
guaranteed. 

Registration will be held at 
the site Saturday, Aug. 9 
from 8 a.m. to 9:30 a.m. and 
the only federation fees re¬ 
quired will be Chess Federa¬ 
tion of Canada and the 
NBCCA, the latter being only 
92. 

Best way to handle the 
whole thing ia to contact 
Sarac, NBCCA president. 
Box 2592, Smithers. B.C. VtJ 
2N9. Von’s telephone number 
is 849-5599. 

Before the big tournament 
there will also be a Northwest 
Women's Internntional 
championship held at the 
Hilltop Inn. It will involve 
eight top women players 
from Canada and the U.S 
and will be the first of its kind 
in Canadian chess history. It 
will run July Sl-Aug. 3. 

All in all this promises to be 
quite an undertaking, but 
knowing Von Sane. I am 
sure the whole thing will be a 
tremendous success. 

I am also sure -Jut since 
Victoria ace Dannv Scooncs 
js already working .n Terrace 
— and of course mopping up 
In tournaments — he will be 
actively involved in the big 
Smithers event in more ways 
than one. 

Our Game of the Week, 
meanwhile, is a crucial en¬ 
counter from a recent Reyk¬ 
javik, Iceland, tournament 
won by U.S. champion Walter 
Browne Here he meets So¬ 
viet ace Lev Polugayevsky. 
in a real free-for-all. Browne 
went on to take first place 
ahead of Britain's Anthony 
Miles, while Lev finished weil 
back with slightly above 50 
per cent 



Eastern experts like Jerry 
Rubin of Montreal are ex¬ 
pected In Smithers 


*BV Ktrr DOOM 


STORE YOUR FURS 

WITH A 

FlIRRIERl 

Expert Repatre 
end Alterations 

383-2314 

FOSTERS FURS 

Since T09S 

7M-A VrtM St 

■ | fir*i ■ rm (8 JM— > 


CHARLOTTE ATLUNG, M.A. 

Psychologist 

Announces the re-location 
of her office to 

No. 209-645 FORT STREET 
385-2812 


DR. M. Y. YAM 

GENERAL PRACTICE and 
ACUPUNCTURE 

l^ouncee The Change of Office Address 


1022 Pandora Avanue, Victoria. B.C. V8V 
s-ii 386-7551 


3P5 


Checkmate 


Browne 

White 

1 P-Q4 

2 P-QB4 

3 N-KB3 

4 N-B3 

5 P-K3 
0 B-Q3 
7 BxBP 
0 B-N3 

9 N-K2 
10 0-0 

11 N-B4 

12 R-Kl 

13 P-Q5 

14 NxP 

15 P-K4 

10 NxNch 

17 B-NS 

18 B -B2 

19 B-B4 

20 QxN 

21 Q-B5 

22 P K5 


Polugaevskv 
Black 
N-KB3 
P-K3 
P-Q4 
P-B3 
QN-Qf 
PxP 
P-QN4 
P-NS 
P-N2 
II-Q3 
0-0 
P B4 
PxP 
R-Bl 
P B5 
QxN 
Q-N3 
KR-Kl 
BxB 
Q-N3 
B-KR3 
P N3 

1. 


23 Q-RS 

24 P K6 

25 N-N5 

26 RxR 

27 NxP 

28 Q-Q7ch 

29 R-K7 

30 Q-KOch 

31 QxNP 

32 RxB 

and Black gave ap 


B N2 

RxP 

RxRch 

P-KR3 

KxN 

K-Nl 

Q-Q5 

K-Rl 

B-K5 

Q-Q2 



ECTACHROME 

E6 SLIDE FILM 

and 

DUPLICATE SLIDES 

city photo 

1227 Government385-5633 
CAMERAS • PROJECTORS • DARKROOM • RENTALS 


f verythmg 
you ii ever need 
photographically 
that it ’ 

'0 V 


CAPITAL 


YOUR GOOD HEALTH 


IN SIDNEY 

9S16 Fifth 81. 

N«w Hours 

Men. to Friday 9 to 0 
Saturday 0 la * 
Bun., Holiday* 10-4 


SUPER 

FOODS 


50 WEST 
BURNSIDE 

OPEN DAILY 

9-9 



Dear Dr. I h us it* sun: I am 
right months pregnant. This 
is my third pregnancy. 1 had 
a legal abortion for the first 
one. then I had a baby, who is 
now five years old. Musi I tell 
my new doctor about the 
abortion, which happened six 
and a half years ago? Rh 
factor Is Involved. A friend 
says it’s important to tell 
him. I feel humiliated telling. 
-Mrs. 1..K.G. 

Your friend Is correct in 
stressing the importance of 
telling your doctor about the 
early pregnancy, particular¬ 
ly in the light of the possible 
Rh blood complication. That 
becomes increasingly impor¬ 
tant with each successive 
pregnancy, so don’t play 
games with it. It also may be 
important for the physician 
to know the type of abortion 
vou had. I doubt you would 
be the first patient he's had 
with a prior abortion. 

Dear Dr. Thostesaa: I havt 
been having a crackling and 
scraping of the neck bone at 
the base of the skull when I 
turn my head left or right or 
backward and forward. This 
has not worsened and It is 
entirely without pain. Is this 
condition common at any 
age? I am 68. Would correc¬ 
tive diet, medicine, or a visit' 
to a chiropractor help elimi¬ 
nate the problem?— A.R.B. 

You probably have mild oa- 


tcoarthritic changes in the 
neck vertebrae. This is com¬ 
mon at your age. None of the 
measures you suggest — diet, 
medicine or chiropractic — 
will help. In fact, forced ma 
nipulation of the neck can be 
harmful. You can mention it 
to your doctor the next time 
you see him. but I doubt any¬ 
thing need be done. 




featuring: 

SELBY 

GOLD CROSS 
AIR STEP 
NICCOLINI 
DUVAL 
COBBIES 

line ahoaa for women 

et 1453 DOUGLAS 




OPEN VICTORIA DAY, MAY 22 

BURN8IDE STORE 12-» SIDNEY STORE 12-6 


SCHNEIDER'S Mill SIZZLER 

SAUSAGE 

•429 



SPECIAL NOTICE 
TO OUR CUSTOMERS 
OF OUR 


ft' rjf SPRING SALE 
MAY 23-27 


THE HOLLY TREE 
2354 Beacon Ave., 
Sidney, B.C. 


HOURS— Mon. -Sat. 

10-6 p.m. 

656-8212 
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Wearing this junk jewelry can save your life 


By LEW SCAUR 
CMmil CrtMv Nn tame. 
Alfred Hodder figure!, that 


If you ire going lo wrsr junk 
Jewelry for the rest of your 
life, you might is well weir 


OAK BAT ART 
CLUB 

36th Annual Exhibition 
HILLSIDE MAT.T. 

May 23 to May 31 

Oil Paintings Drawings 

Water Colours 


whit he cills "junk jewelry 
that can save your life," 

At least that advice goes 
for one of every five North 
Americans — 40 million per¬ 
sons who have hidden or spe¬ 
cial medical problems that 
can kill or severely injure 
them if a physician providing 


emergency treatment Is un¬ 
aware of the problems. 

Hodder is executive vice 
president of Medic Alert 
Foundation International, the 
world’s oldest and largest 
provider of emergency medi¬ 
cal Identification service. 

More than 1.2 million per- 


Bulletin Board 



Vancouver Island's Largest Selection 
of quality 

STEINS —TANKARDS 

to Acceuarlaj—far Gifts, fmaaiattiu. Cilirtan 
3582 QUADRA STREET 383-2611 


DR. KILLY K.-P. CHU 

Family Physician 

wished to announce the relocation 
ot his office fo 

1121 FATES ST., VICTORIA, B.C. 
Tal. 385-4345 

If no answer call 383-1 193 

effective IMMEDIATELY 




THE TOY SHOP 

1834 

OAK BAY AVE 

VICTORIA 

598-3832 

An extansivs rang* of FISHER/PRICE on 
tha second floor as wall as the more un¬ 
usual toys on tha ground floor. 

10:30 a.m.-5:30 p.m. 

(Alao Supplier* to SCHOOLS and DAY CARE 
CENTRES by Appointment Only.) l-u 


The Ladies Evening Group 
of St. Paul’s Anglican 
Church. Esquimau Road, 
will hold its monthly card 
night on Tuesday starting at 
8 . Admission charge is 11 and 
there will be prizes and re 
freshments. All welcome 


MONARCHISTS 
Self-Defence in the Market 
place will be the subject of an 
address by Aid. William Tin¬ 
dall. when the Monarchist 
League of Canada meets on 
Tuesday at 8 p.m. in the 
lower hall of St. Mary’s 
Church. Elgin Street. 

• 

DEANERY WOMEN 
A special meeting will be 
held at St. Michael's, Royal 
Oak. Wednesday at 10 a.m. to 
determine the future direc¬ 
tion of Saanich Deanery 
Women. A good represents 
lion is sought from each par 
ish. Those attending will take 
their lunches. Coffee and lea 
provided. 


BRENTWOOD 
Brentwood Bay Block Par¬ 
ents are holding a meeting 
Wednesday at 7:30 p.m. at 
Brentwood Elementary , 7083 
Wallace Drive. There will be 
a film and a discussion. All 
districts welcome. 


ROUND DANCING 
Old Time round dancing 
will be held Wednesday from 
8 to 11 p.m. in Centennial 
United Church, with music by 
the Columbian Orchestra 


UNEMPLOYED 
There will be a meeting of 
tlie Victoria area Committee 
of the Unemployed Wednes- 


c 

p 

F 


Canadian Parents for French 

FRENCH IMMERSION 
WORKS!! 

SEMINARS & WORKSHOPS 

Guest Speaker: Dr. Robert Roy, U.B.C. 


SATURDAY, MAY 27 9:30 A.M, - 4:00 P.M. 

Room 168, Elliot Building, University of Victoria 


FOR PARENTS & EDUCATORS INTERESTED IN FRENCH FOR CHILDREN 


Registration Form — Immersion Works! — Conference 1978 (please print) 


i NAME. 


ADDRESS_ 

CITY/TOWN. 


.PHONE. 


.P08TAL CODE. 


CONFERENCE (INCLUDING LUI<ICH) $5.00 

Pr«-regi*tration is requested 

Please make cheques payable to "The University of Victoria 
Mail Registration Form to: Mrs. M. Munro. 3660 Cralgmillar Ave. Victoria. 363-969b 


day at 2 p.m. at 2730 Quadra. 
AU those Interested in com¬ 
batting unemployment wel¬ 
come. 


GOLDEN AGE 
The Esquimah Golden Age 
Club will meet Wednesday at 
1 p.m. in the Esquimau Rec¬ 
reation Centre, Fraser 
Street. 


FIRST AID 

The Industrial First Aid At¬ 
tendants' Association and the 
Victoria branch of St. John 
Ambulance will hold a practi¬ 
cal first aid training session 
Wednesday at 7:30 p.m. at St. 
John House, 041 Pandora. 
The session is open to all 
holders of valid Industrial 
first aid or St. John standard 
first aid certificates. 


SPEAKER 

The Women's Canadian 
Club will meet Wednesday at 
2 p.m. in Newcombe audi¬ 
torium, Provincial Museum, 
for its annual meeting. 
Speaker will be Yorke Ed¬ 
wards, director of the Pro¬ 
vincial Museum 


FAMILY NIGHT 
Knights of Columbus. Vic¬ 
toria council 1230, will spon¬ 
sor a youth and family night 
at St. Andrew’s hall. 1002 
Pandora. Thursday at 8, with 
bingo, lunch and a dance 
P 

FAIRFIELD 

The Fairfield Activity 
Centre (New Horizons) will 
meet at the centre at 1330 
Fairfield Road Thursday at 2 
p.m. Walter Rothe’s enter¬ 
tainers wUl provide the pro¬ 
gram and there will be a pot- 
luck supper 


sons throughout the world 
wear bracelets or necklaces 
bearing the Medic Alert 
medical symbol. 

It Is estimated, according 
to Hodder, that 2.000 lives a 
year arc saved because of the 
tags. « 

"But we think it really is 20 
times that.” Hodder said, 
"because those are only the 
verified cases. But really that 
is not the most important sta¬ 
tistic.” he said in an inter¬ 
view. . 

“1 think the most important 
thing is that more than a 
million people can lead nor¬ 
mal lives with the peace of 
knowing that if something 
happens to them they will be 
taken care of properly." 

Still, Hodder and his foun¬ 
dation found It necessary to 
conduct the first National 
Medic Alert Week and for 
him to make public appear, 
ances throughout the nation. 

Reason: Even though it can 
mean the difference between 
life and death, there is a 
great resistance to wearing 
Medic Alert Jewelry. 

“We have found that even 
when our program is offered 
to workers free as part of 
their fringe benefits, only 4 or 
3 per cent take advantage of 
it." Hodder said. 

Many persons with health 
problems, lair reasons of their 
own. don’t want others to 
know about them. Some, such 
as epileptics, are discrimin¬ 
ated against in many areas of 
society, especially employ¬ 
ment. 

For example, 94 per cent of 
epileptics who are members 
of Medic Alert choose to wear 
their medical alerts, on a 
necklace, where it is not as 
obvious as a wrist. 

By comparison, Hodder 
said that 91 per cent of dia¬ 
betics in the program wear 
bracelets. 

He said emergency profes¬ 
sionals are trained to look at 
the wrists or around the neck 
for an alerting device 

For this reason, Hodder de¬ 
plores devices worn or car¬ 
ried other places, such as on 
belt buckles. 

Medic Alert charges a one- 
lime 310 fee for lifetime 
membership. Hodder was 
asked why a person would 
pay 310 when for a fraction of 
that he can get an identifica¬ 
tion bracelet or necklace over 
the counter. 

"First of all.” he said, "we 


SAVE 10.00 



ffOPptf" by UNIRCW 

I provides comfort first. Blue or tan 
learner upper witti real crepe sole and 
good arch support system. Size b-10 
medium or narrow 


Regular Price 34*5 re jhAr 

SALE PRICE 26_ 5 
^ ar~ 

“8U. LEATHER UPPER" T^tsfefi 


DEARF0AMS by LULLABIES 

WaahabU Slipper. ' 

2 styles — closed and mule. 6 colours 
— pink, blue, white, turquoise, navy 
end red. Small, medium and large. 

SALE PRICE 3»5 

DIVIWA bv«?aV^ge SAVE *10.00 ! 

. Great savings on this an leather casual 
wedge Crepe soles for walking com 
fort. Lace or sling-back Colors of tan 
and while St/e 6-10. 

Regular Price 29 99 


SALE PRICE 19 


Designed for the ultimate m contort 
wifi super-soft cowhide leathers and 
crepe sole, colors are tan and blue m 
the skpon. Week and white m the lace. 

8ua5*l0. __ 

Regular Price 1B.M 



SALE PRICE 



AND MORE 

HOUR8 9-8:30 MON.-BAT. 

FIB. to 9 (CLOSED THIS MONDAY) 

2238 OAK BAY AVE. 


KAUFMAN “FUNTREADS" 

—SUMMER CASUAL -4 STYLES 

Navy, beige and while. Sue range M0 iy;SSr f 

SALE PRICE 8.95 

“SOFTY" 

stylish walking shoe with 
leather upper and crept sola. Tan or 
blue. Size range 5-11. 

Bpgular Price SS.M saMQr 

SALE PRI CE 27 

PHONE 598-30311 



arc non-profit, charitable and 
lax-exempt, and the world’s 
biggest. The alerting device 
speaks for the wearer in an 
emergency when he or she 
can’t communicate.” 

Information on the back of 
the device includes the mem¬ 
ber's Identification number, 
a hot-line telephone number 
and the special medical prob¬ 
lem. 

This is backed up by a wal¬ 
let card with more personal 
and medical information. 
The card is issued annually 
and is dated so emergency 
personnel know they are 
dealing with information that 
is not more than a year old. 

Members also receive an¬ 
nual printouts of their total 
computerized data base so 
the information can be veri¬ 
fied. 

Then. Hodder said, there is 
a 24-hour emergency answer¬ 
ing service. Emergency per¬ 
sonnel can call the telephone 
number engraved on the em¬ 
blem and printed on the wal¬ 
let card from any place in the 
world. 

Members may register 
with Medic Alert whatever 
medical problem they may 


have, but Hodder said thA by 
far the most common is a 
sensitivity to penicillin. 

Next most comrfion, in 
order, are diabetes, heart 


problems and the fact that 
the member Is taking anti 
coagulants, which also often 
accompanies a heart condi 
lion 


IS NOW CALLED 


0 Inges 

c HairDesigners 


FOR HER & HIM 


FOUR EXPERT 
OPERATORS. TO 
SERVE YOU: 
SHAN, ZLATA, 
KAREN and INGE 


6 Inge's 

c HairDesinners 


f13 DOUGLAS ST. 

(N«xtt«nw 
Strathcona Hotel) 

383-2721 

S-20 


20% DISCOUNT 
ON STYLINGS, 
PERMS AND 
COLOURING 
UNTIL 
JUNE 15th 



'A Lovely Difference 



Suggested 

Retail 

Price 


In-Stock Custom Drapery 

YARDAGE 

Our decorator consultants will work with 
you for the effect that will complement 
your lifestyle and reflect your good taste 
Now is the time to take advantage of our 
MOBIL*: SHOWROOM and shop in the 
comfort of your own surroundingv or >ee 
the exciting BEAl Tl—PLEAT Dls 
PLAYS at our Drapery Village 


FOR EXAMPLE: 



Beautiful Imported 

GRASSCLOTH WEAVES 

Reg. 10.95 yd. 

^ 48" wide 

Y NOW ONLY ■ 


$CT50 


^University Heights 
Shopping Centre 

477-1242 

♦ HRLLmRRK ♦ 

occonmtui aaa rac a 
488 Burnside East 

388-2418 r 


COMMONWEALTH 
Invitations have been is¬ 
sued to members of the Royal 
Commonwealth Society and 
their guests for the society's 
annual dinner Thursday at 
8:30 for 7:30 at the Victoria 
Golf Club. P.B. Clare, recent¬ 
ly-appointed consul-general 
for Australia *t Vancouver, 
will be guest speaker. 


UNIVERSITY GARDENS 
Friends of the University 
Gardens will bold their an¬ 
nual meeting Thursday at 
7:30 p.m. at the MacLaurin 
building. University of Vic¬ 
toria. Dr. Keith Wade, pro¬ 
fessor of botany, Capilano 
College, will show color 
slides of native flora of Tibet 
and Nepal. The public is wel¬ 
come. and admission is free 
of charge. 


PYTHIAN SISTERS 
Capital City temple No. 35, 
Pythian Sisters, will meet 
Thursday at 8 p.m. in the 
Orange hall, 1620 Femwood. 


Turn to Page 228 
of the Yellow Pages. 


10 AK BA' 

VILLAGE SHOES 

SPECIALS FOR LADIES -f— 



2145 Keating XRd. 

Duncan, Nanaimo, Port Afeerni -^ 652-4411 

WVra tha exduatvs Wand daaiar lor TKarm-aOtc Mown catuloaa Insulation Thr top-rmmd 
tnauMon m tha krdustry. Wa employ only tha baat mathods to tnrtal tha haiiaUon and our 
work Is guarantied m wrtdng. Serrtng tha Wind lor thr peat 18 years, we're 
good honest people to do busfeMm with 

• Ram handler Gutters • Th er m. Gmd Window s « Tar * Gravel . Shingles a Shakee 

Conserving Energy far a better future. _ 


And paste this Ad over 
our old Ad. 





- - ^ C—» ***** 

~ SERVICES LTD. 



-to 1* M4 23_ 


You see, we've expanded our company 
and changed our name to better reflect 
our service. 
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Mooed 
ideal 
on loop 
trails 
of lake 


OCR NEB MOPED tame 
in (or good use when we ex¬ 
plored the South Shore Road 
on our loop trip of Cowi¬ 
chan Lake. 

Be had stopped in at the 
B.C. Forest Products C*y- 
cuse office and picked up one 
of their new maps of the Ren¬ 
frew — Cowichan — Nitinat 
areas and on it we noticed a 
new forest service wilderness 
campsite was listed near the 
mouth of Nixon Creek, not far 
west of the Cayeuse logging 
road junction. 

We set out to find the new 
campsite, but noticed there 
were two roads leading off 
towards the lake — one just 
two-tenths of a mile after the 
Cayeuse junction and another 
seven-tenths of a mile from 
the junction. They both 
looked rough and we decided 
to explore them 

BIT THEY DIDN'T look 
too safe for the motor home, 
and as it turned out they 
weren’t. We were going to 
hike along them, but decided 
that this was exactly what w e 
had bought the moped (mo¬ 
torized bicycle) for and so off 
it came from the front racks. 
It proved ideal for exploring 
these unknown trails. 

The first road was full of 
deep puddles, which we rode 
through, and one mile down 
the trail we came to a nasty 
mud hole, where we couldn't 
even lake the moped. A short 
walk to the left brought us to 
the lake at a pile of bush and 
on the water was a float 
house. A walk straight ahead 
for a tenth of a mile brought 
us out at a lovely sandy-grav 
el beach at the mouth of 
Nixon Creek — as pretty a 
spot as we have found on any 
of our travels 

Then we went along to the 
second road 

\ B.C. FOREST SER\ICE 
sign we hadn't noticed before 
was tacked on to a tree and so 
we knew this was the spot we 
had been seeking We hiked 
down this road which was 
well-gravelled until we got 
near the lake, where it be 
came soft and silty mud 

The forest service is just 
building this new wilderness 
campground and it definitely 
wasn't ready for use yet. but 
it is going to be a nice lake 
shore camping area when It 
is finished, although the 
beach seems a little exposed 
to the rough water. Of course 
the usual mid-day Cowichan 
wind was blowing up the lake 
when we visited it. 

Now we will continue along 
the South Shore Road to com 
plete our loop of Cowichan 
Lake, providing you with 
forward and reverse mile¬ 
ages land kilometres) from 
the Lake Cowichan bridge, so 
you can make the trip in 
cither direction 




Cowichan trip is plotted in either direction 


Forward mileage Reverse mileage 

Mile 22.7 (km36.5) Mile 23.9 (km 38.51 

Junction at head of Cowichan Lake where we left off last 
week. This is the Mile zero point for a right tum to 
Nitinat-Bamfield trips, but we carry on with our loop trip 
around Cowichan Lake 

Mile 26 4 (km 42.5) Mile 20 2 (km 32.5) 

Turn left for new B.C Forest Service campsite, not 
complete vet, but it will be a lovely spot. 

Mile 26.9 (km 43.3) Mile 18.7 (km 31.7) 

Left, down a sometimes rough trail (survey before you 
take vehicle as there may be no turn-around) for one mile. A 
short trail on left leads to lake where there is a float house 
Straight ahead about one-tenth mile takes you to a delightful 
beach at the mouth of Nixon Creek. 

Mile 27.1 (km 43.6) Mile 19.5 (km 31.4) 

Junction with Cayeuse logging road. Right goes into 
logging operations during non-operational hours, for hunt 
ing, steelheading and adventure trip over the skyline roads 
into Nitinat country. 

Mile 27.8 (km 44.7) Mile 18.8 (km 30.3) 

Gas station and Cayeuse industrial offices and homes. 
Mile 31.4 (km 50.5) Mile 15.2 (km 24.5) 

BCFP Cayeuse campground and picnic site, shelter, boat 
launching and excellent trout fishing around islands. 

Mile 34.3 (km 55.2) Mile 12.3 (km 19.8) 

Bottom of big hill. Chains are required in snow conditions 
and even with Ihem (his can be a tough hill 
Mile 33.4 (km 37.0) Mile 11.2 (km 18.01 

Top of big hill 

Mile 37.9 (km 61.0) Mile 8.7 (km 14.0) 

Leave gravel road and on lo blacktop government road 
Mile 38.1 (km 61.3) Mile 8.5 (km 13.7) 

Entrance to Western Forest Industries wtldflower re 
serve April, May and June are best months to visit this 
lovely little area 

Mile 38.8 (km 62.4) Mile 7.8 (km 12.6) 

Past golf course and junction with Walton Road at Honey 
moon Bay, Turn extreme left on to Walton for .8 miles to 
Honey moon Bay provincial park, camping, picnicking and 
good boat launching ... one of (he nicest provincial camp 
grounds on Vancouver island But go straight ahead at 
junction to continue trip , 

Mile 39.0 (km 62.8) Mile 7.6 (km 12.21 

Honeymoon Bay Resort private campground 
Mile 39.1 (km 63 0) Mile 7.5 (km 12.1 1 

Sutton Creek 

Mile 39.4 (km 63.4) Mile 7.2 (km 11.6) 

Gordon River logging road on right. Western Forest Indus¬ 
tries has more than 93 miles of road and 20.000 acres of 
timberland in its Gordon River operations, reached from 
this industrial road. Ninety per cent of these roads are open 
to the public access during weekend and holiday non-opera¬ 
tional hours. They reach Gordon River steelheading pools 
and deer and grouse hunting areas 
The first 74 miles of the access road from Honeymoon 
Bay are open to recreationists at all times, but logging 
trucks use the road, so be careful 

Mile 39.8 (km 64.0) Mile 6.8 (km 11.0) 

Ashburnham Creek 


DRINKING . . . 

If you want to drink and can. 
tnats your busmssa If you 
want to atop and can't, that s 
our businsss 

ALCOHOLICS ANONYMOUS 

••2020 Douglas St 


LAST WEEK OF SALE 


AT JUBILEE 


1771 FORT ST mi Richmond) 59S-8912 



Machine and Hand Knitters! 
Coma in lor the Specials! 

I Whitt Buffalo and Cowichan 

977 1 

| INDIAN 8WKATER WOOL U3 

DIAMOND and OTHER 

BALLED YARNS FOR 
KNITTING MACHINE8 

20%' 

CONED 

29* 

YARN ENDS 

kVu 

ODD 

DYE LOTS SAYELLE 

991 

KNITTING WORSTED WOOL 

1 a05l«. 

ASTRA 

50- 

AFGHAN 

BITS and PUCES 

25L 


IN-8TORE 8PECIAL8 


Peru quake 
unchecked 

LIMA (AP) — Two earth 
quakes shook northern and 
southern coastal sections of 
Peru, causing alarm but no 
major damage or injuries, 
authorities reported. Infor¬ 
mation on the strength of the 
southern quake was not 
available as employees of the 
local seismological station 
were on strike. 


FOR NEW DESIGNS 
IN SHADES AND BUNDS 
WITH 

: JOANNA WILLS FABRICS 


ST. MICHAELS 
UNIVERSITY 
SCHOOL 


DA. IAN BRADLEY. EO.O. M.E6 

will Da Consultant in music to S' 
Micnaels University School ter :n» 
school yea*, 19<'8-79. He will develop 
and axpar J the music programme c! 
the school making use of the weal'.'' 
of music teaching talent avmiab'e < r 
/'Ctona. His aim. put simply, will be 
"to teach the joy of music 
Dr. Bradley was bom in Auckland 
Ne# Zealand, whe f e he studied music 
a"d trained as a teacher. Gom.ng to 
Canada m 19‘jb. for ten years re 
taugrt mycu in elementary erg 
secondare schools in the Vancouve’ 
School district, gamma an out 
standing reputation, in I9b6. ne too* 
f'S Wasters Degree at Washington 
State and three yeart late’ became the 
»rst doctoral graduate n mueicai 
education at UBC 

Since 1970. he has been a Prcieasor 
cf Music Education in the faculty of 
education at the University of Victoria. 

teaching ttachere of music. He hee 
pubiianed numerous papers end ar¬ 
ticles and his books on Canadian 
music ara usad by schools in all tan 
provlncas. From 1973 to 1975, Dr 
Bradley was an Executiva Member c< 
the Canadian Music-Educators' 
Rasaarcn Council. His work In the 
senior grades at St. Michaels Univer¬ 
sity bchom th-8 comma year will com 
plamant the fine mueic programme 
already developed in ihe Junior 
School by Mr. Michael Davies, one of 
Mo former pupilc . 

-i. 


Mile 41.2 (km 66.3) Mile 5.4 (km 8.7) 

Entrance to Ashburnham Beach, a picnic area with boat 
launching facilities, made available by WFI. 

Mile 41.5 (km 66.8) Mile 5.1 (km 8.2) 

Robertson Creek 

Mile 42.2 (km 67.9) Mile 4.4 (km 7.1) 

Junction at Mesachie Lake for Pori Renfrew loop trips 
Head through McKenzie Logging yard and keep on going 
But for Cowichan loop we go straighl ahead 

Mile 45.3 (km 72.9) Mile 1.3 (km 2.1) 

Kiwanis Club Lakeview Park 

Mile 46.3 (km 74.5) Mile .3 (km .5) 

Picnic area by weir at Lake Cow ichan Village. 

Mile 46.6 (km 75.0) Mile zero (km zero) 

Back at the Lake Cowichan bridge and completion of 
circle trip. 

From the intersection at the Riverside Inn it is five miles 
(eight km) to the right turn to Skutz Falls; seven miles (11.3 
km) to the demonstration forest lookout point; 7.3 miles 
(11.7 km) to the turn for Riverbottom Road and Cowichan 
River fishing spots; 10.4 miles 06.7 km) to right turn for 
Paldi; 14.2 miles (22.9 km) (o next turn for other end of 
Riverbottom Road and the old highway: 16.9 miles (27.2 
km) (o join Island Highway: then a left tum and at the 
20-miie (32.2 km) mark you reach Duncan intersection. 



penny-a-pound 
portrait offer 

only f per pound 
of your cnilds weight 
for a 5x7 

color photograph 


Sow v'ou tan get that natural on-lotation' look tor 
sour portraits in the comfort and convenience of our 
studios. For the little ones, we have a warm cheery 
nursery scene; for the older children and adCiltv 
colourful spring and fall backgrounds with the look 
ot outdoors. Our traditional background is also 
available. One offer per subject, two per family every 
t months. $1.00 additional for second subject m 
portrait. No age limit. Also — passport photos 


family groups welcome, too! 

92.87 for any family or group of 8 or more. 

Offer good through Sat., May 27th. 


Scare Portrait 
Studio 

31DD Sbelbournc St. 


Sears 


shop Tun., 
and Sat.: 0:30-3:30 
Bad., Thun.. Fri.: 
9.30-8:00 


Cowichan Lake 
offers privacy 
if you know 
where to look 
for camping 
or picnic spots 


SAVE 

10% 


on any service in our 
downtown salon when 
you present this ad 
<o««* |»*»r ,ip|M.inlment) 

This offer does not 
apply to our regular 
Senior Citizens Discount 

SUMMER PERMS 
MEN and WOMEN 


BRISTOL TOWN 
UNISEX 

HAIR FASHION 

liillortSI 181-041] 

Ytml.*S.I. 9-5 



Call 388-6023 and reserve for one 
of our traditional 

<@Ui CngliSi) Cntcftsi 

served from 5 to 10 each evening during 

VICTORIAN DAYS 


sfostHouso, 

^RESTAURAN^^^^^t^ 


IN THE 
COACHMAN 
FLAG INN 
220 GORGE RD. 


FUR 
OWNERS! 


TIRE Tim RMS MTU DOR 
COXTROUEO ERVUWaRERT 
ST0AA6E VAULTS TK. f AUI 


• COIT Protects 
FURS by controlling 
HUMIDITY Mi 
TEMPERATURE 

• COIT will claan and 
your fur if 



COIT 

CODDLES 

YOUR 

FURS 


COIT 

468 BURNSIDE RD. 

FREE PICKUP AND 
DELIVERY BY 
BONDED CARRIER 

386-6701 



272 GORGE RD. WEST - GORGE SHOPPING CENTRE 

MON.-FRI. 9-9 PRICES effective: 

SAT. 8-9 
SUN. 9-6 

Wa Reserve the Right 
to limit quentttiee 
while stock tests. 


Sun., Tues., May 21, 23 


CLOSED MAY 22 
VICTORIA DAY 



HEINZ 


TOMATO 

KETCHUP 

32-0.-OZ. btl. .. 


FRESH YOUNG 

TURKEY 

6f. A 

Sunday only white stocks test. 

: CROSS RIB 
|ROAST 


Or. A 


uallty 


I FroahLoan Qua 

GROUND 

:beef 

: SMOKED 
PICNIC 

Wtiela or Shank 



ROYALE 

TISSUE* 

4-roll pkg. 


89 


0 


KELLOGG’S 

EGGO 

WAFFLES 

natiirllMlarryllv Pi 

SALADAt 

TEA 

BAGS 60 »pxg 

LUMBERJACK 

SYRUP 

32-fl-oz. btl. 


No. 1 Bulk 

WIENERS u 


69' 

169 

89' 
85' 


FRA8ER VALLEY FIRST GRADE 


BUTTER 


Limit On# 

With *15 order 
or over. ^ 


1 


19 


Mas *1 00 j 1 69 : 

• LBS. ■ f 0-lltrebOh . * ( 


99'i 

49'! 
69* 


*89' 

nions „ 10 ° 
jjRISCO *|99 



PALMOLIVE 

LIQUID 

HrDIdm 24It az htl 
CUTRITE 

WAX PAPER 

REFILL 

100 ft . 

NABISCO 8P00N-SIZE 

SHREDDED 
WHEAT «h 




SQUIRREL 

PEANUT 

BUTTER 

4t-fl.-oi. Mn . 


919 
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Africa given word: 
Quebec won’t go 


OTTAWA (CP) — A special 
38 page supplement in a 
French-language African 
magazine features, argu 
ments by Canadian federal 
politicians against any at 
tempts by African nations to 
treat Quebec as if it were 
independent. 

The May If edition of Jeune 
tfrique hit news-stands 
across the world only a few 
days before officials of 
French-speaking African na¬ 
tions were to meet with their 
French counterparts in Paris 
to discuss what role Quebec 
will play In the proposed 
commonwealth of franco 
phone nations. 

Jean-Pierre Goyer. supply 
and services minister and 
special external affairs 
envoy to French-speaking 
nations, is quoted in one of 
several articles as trying to 
discourage a full status for 
Quebec In the proposed com 
monwealth. >, 

"It would be to place our 
friends in a curious and deli¬ 
cate situation." Goyer is 
quoted as saying. "Canada is 
the master of Its internal poli¬ 
tics. When it speaks to for¬ 
eign countries, it speaks with 
one voice.” 

Marc Lalonde. federal-pro 
uncial relations minister, 
says the independence-seek 
ing government of Premier 
Kene Levesque will not be 
a round for very long 
In an article entitled. "Le¬ 
vesque will hang himself.” 
Lalonde is quoted as saying 
that the federal govern¬ 
ment's strategy toward the 
Levesque government “has 
consisted of giving him all the 
mpe that he needs to hang 
himself." 

The Quebec government 
also recently attempted to so¬ 
licit the support of the Afri¬ 
can nations for Its desire to 
become "a participating gov- 
, ernment” in the proposed 
commonwealth 
Levesque wrote letters 
May a to the heads of 19 Afri 
' an countries calling Quebec 
the only francophone gov 
ernment in North America 
The F'ranco-African con 
frrence scheduled for Paris 
May 22 and 23 elicits the 
qreatest interest of fhe Wuc 
bee government and people 
the letter said 

Thus Quebec hopes that 
I he countries w hich wel¬ 
comed it so warmly into the 
great francophone intergo 
crnmental co-operation in 
1971 will deem it just as natu¬ 
ral that it join them in the 
context of a meeting of heads 
of -late and of government." 

The allusion to 1971 is a 
reference to the entry of Que 
bee into the Agence de Co-op 
oration Culturelle et Tech 
nique. a cultural organization 
formed by French-speaking 
nations. 

Although no countries have 
yet forcefully come out in 
favor of treating Quebec as 
aft equal partner in a com 
monweallh. French officials 
have said the province must 
be represented. 

The idea of a common¬ 
wealth emerged last fall from 
talks between Prime Minis 
ter Trudeau and President 
Leopold Senghor of Senegal. 
Some African leaders im- 


Peru riots 
flare again 

LIMA (AP) — Peru's mlli- 
iary government declared a 
-late of emergency Friday 
night to counter demonstra 
i ions against price Increases. 

Riots continued for the fifth 
siraight day in at least 12 
cities, protesting govern¬ 
ment-decreed increase in 
prices of gasoline, food, 
transport and electricity. 

Seven new deaths were re¬ 
ported. bringing the week's 
total to at least 11. 


BEST BUY 


mediately backed the idea week. Neither Canada nor 
and promised to discuss it at Quebec will attend the Paris 
their Paris meeting next meeting. 



FREE GIFT 

FREE RECIPES 
$425 


0 * 


DAILY COLONIST, Victoria. R.C., I 


, May 21, 1*T» 35 


HOLIDAY 


53/4 lb. Tub 
(MAY SPECIAL) 
OPEN MONDAY. MAY 22nd - 8 A.M. -S P M 


BABE'S HONEY FARM 

134 Walton Piece 
P.R. No. 3. Victoria, B.C. 

(58-9319 

Now Open Sund ay 
11 a.m.-S p.m. 
Weekdays — • e.m.-5 p.m. 



Saanich Residents! 

The Longhorn Steakhouse 

is 

NOW OPEN 
11:30 a.m. to 

10:30 p.m. Saturday 9:30 p.m. Sunday 

fo provide better service 
for our 

many customers 

PS CHILDREN'S MENU AVAILABLE 

FOR RESERVATIONS 

Phone 477-8022 
4066 Shelbourne 


1 Rictus Sunday 

Buffet Brunt 

a beautiful way to ease into the day 1130 230 





MAKE YOUR RESERVATIONS 
NOW FOR OLR 

fashion Show 


EVERY THURSDAY 12:00-2 00 P M 


- This W*ek By - 

K-FASHIONS 

808 DOUGLAS ST. 

One block from the Parliament Buildings 
in Harbour Towers. 

Free covered parking, air conditioned 
comfort, table telephone service. 


345 Quebec Street 
I Telephone 386 7444 



Truly a "Knight to Remember" 
awaits you while dining at the 


" (Olfcc i£nglani> 31 mt 


// 


MAZDA GLC 

<3828 

50 MPB Hwy. 39 MPfl City 


pacific 





for a relaxing meat of traditional English tire 
wperbly prepared end ierved, 
the Olde Inglsnd Inn It fhe ulllmete choice. 

RESERVATIONS RECOMMENDED 

388-4353 

WEDDINGS AND ROYAL BANQUETS 

429 LAMPSON ST. . „ EST. 1946 





HILLSIDE SHOPPING CENTRE 

OPEN MON. TO FRI. 9:30 to 9:30 
SAT. 9:30 to 6:00 
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Bee-venom therapy: Cure or just a sting? 


didn't haw arthritis And in 
thr second place, they were 
not cured at all” Bland said. 

Bland says Mrai's patients 
suffered from various ail¬ 
ments they believed were 
arthritis. 


effective treatment? engaged In a leaa-publicited the venom helps almost all ' “Venom acts at an Immun 

As cancer specialists argue debate. forms of arthritis. Each ologteal agent by stimulating 

over the effectiveness of an- Mlddlebury resident week, between five and ta the body's metabolic func 
other disputed aubstance, Charles Mras uses bees to Vermonters come to Middle- ttons and protective mocha 
Laetrile, rheumatologists treat arthritis. A beekeeper bury to bare their legs, backs nlsms." he contends 
and a Vermont beekeeper are for half a century, he believes and arms to be stung. 


He said that unlike some 
medicines, bee venom does 
not produce antibodies that 
make the body immune to Its 
medicinal powers. 

Dr. J. H. Bland, a rheuma¬ 
tologist at the Medical Centre 
Hospital of Vermont in Bur- 
lingtpn. Is well acquainted 
with Mraz's theory. 

“He has sent me people 
whom he says he cured. In 
the first place. I'found they 


WARNING: Soma nudity 
|S.C. Director) 

TODAY AT 
7:15 « 9:00 P.M. 


OPEN EVERY DAY OF THE 


Bl TCHART GARDENS 
YEAR. Admission gales now open t a.m. to 10 p.m. 
Exciting Ihlngx are happening, the '7* season goes into 
full swing? . ROMANTIC NIGHT LIGHTING tries 
forms the gardens into a fairyland of Indescribable beauty 
... ROSS FOUNTAINS presents their majestic “BAL 
LET TO THE STARS" . . . FLORAL RESTAURANT 
opens IS am to 7 pm. serving delicious lunches, after¬ 
noon tea, and scrumptious High Tea, delightful buffet 
suppers . . . COFFEE BAR always open . . . For fun and 
laughs, the sany BUTCHART GARDENERS will be on 


Jerry Reed and Peter Fonda 
have found something 
more Fun than Truckin' 


THE EUGENE GLEEMEN 


STRATHCONA HOTEL — British Columbia's largest 
night life centre 919 Douglas St. 3K3 7137 PRESENTS . 
THE OLD FORGE CABARET — For your dancing 
pleasure. 6 night a week — Live music featuring ‘ THE 
BROTHERS EORBES A FRIENDS.” Resignations until 
9 30 pm. .1H3' 7137. 

THE CUCKOO'S NEST LOUNGE - Full kitchen facili¬ 
ties serving outstanding lunches and dinners Featuring a 
unique 1952 MG-TD Roadster salad and soup car. Dinner 
reservations 3*3-7137 Discotheque every nignt 10 p.m to 2 
a m except Sunday. Enjoy the funky antique atmosphere 
THE STING laOUNGE — Buffet luncheon and salad bar 
ueekdays Prohibition Days atmosphere featuring Vu 
toria’s busiest discotheque 6 nights a neck. 

BIG BAD JOHN'S — Victoria's most famous lounge — 
Crazy Hillbilly atmosphere and Country and Western 
music. 


Saturday. May 27th, at 8:00 p.m 
McPherson Playhouse 


The PRESIDENT of the UNIVERSITY of VICTORIA 
and the CHAIRMAN of the UNIVERSITY GARDEN 
FRIENDS COMMITTEE cordially invite you to visit 
UNIVERSITY GARDENS to enjoy the beauty of 
several hundred species and hybrid 
rhododendron 

You are also invited to attend a free colour slide 
presentation by Dr. Keith Wade of Capilano Col¬ 
lege. Vancouver. B.C. 


WARNING: Soma vtotont 
•canaa. (B.C. Director) 


THE RED LION INN — 1366 Douglas Street. 385 3366. 
Landmark of hospitality featuring: 

THF RED LION - TOWER LOUNGE — Live entertain 
ment nightly. Monday to Saturdav featuring: The Fan¬ 
tastic. Versatile American Duo. pYAN ana PARKER. 
Electric Guitar and Key board. Piano and Rythm Box. 
THE RED LION - LION'S DEN INNING ROOM — 
A Superb Place To Dine, Open Mon. to Thurv 6 to 16 p.m., 
Fri. & Sat. NIGHTS 6 to 11 p.m. CLOSED SUNDAY. 

THE RED LION — W INE CELLAR - Now fully licenced, 
open Mon. to Sat. 12 noon 'til midnight. Buffet Luncheon 
Daily 12 noon to 2 p.m. A relaxing spot, overlooking the 
pool, backgammon (able. Closed Sunday . 

THE RED LION — PUB — Now with live entertainment 
featuring "Sweet Polatoe" Thursday. Friday and Satur¬ 
day. 8:30 to 12:30 

ENJOY THE RED LION'S OTHER FACILITIES — 

Coffee Shop open Mon to Sat. 'til 10 p m Sunday 'til 6 
p m . and. f*»r Hotel guests, a sauna and nwIrlpoM 


Brunchtime: 

Sunday. 11:30 A.M. to 2 P.M. 


DATE: 


Thursday, May 25th 
8:00 p.m. 

Room 144, MacLaurin Building 
Unlvsrslty Campua 

Dr. Wade is a leading authority on the 
Genus Rhododendron. Me will show slides 
of rhododendrons in their natural habitat 
on this continent and in many parts of 
Asia, and demonstrate their many uses to 
the gardener Do not miss this opportunity 
to enjoy an interesting and informative 
presentation. 


Bring vnur brood to Sherwood P.rt Inn this Sun ^J_ 
day! Eniov our delicious buffet bruheb of 
traditional favorites such as eggs, bacon, and 
sausages, together with some specialties in cold V 

sliced meats, salads, seafoods and desserts 

8/| 85 CHILDREN t: AND 

^ Per Person UNDER H PRICE 

WEDNESDAY. MAY 24 — 12 NOON FASHION SHOW 
Praaantad by CARNABY STREET BOUTIQUE 

/3N MAKE YOUR RESERVATIONS NjpW 


PLACE: 


COACHMAN INN — 229 Gorge Rd E — Entertaining 
Tuev through Sat Rob Hollis — Easy listening and 
relaxed surroundings 


KINGS HOTEL (recently reno\ated). Hot lunches from 
Kings Kitchen II a.m. to 7 p.m. Entertainment — Jim 
Anaerson at the organ 12 - 2 and 4-6. Jam Sersion 7 • 9 
with Bunk and Addy (piano and trumpet). King of Club* 
Disco nightly 9 to 1. Free dance instruction and demon 
stratton every Tuesday 8 to 10 p.m. 


The Most Romantic Love Story of the Year. 


Nictoriaii 
(Dining (Delight 


Wj_ 


I DINING WITH A DIFFERENCE 
RYE THE ROOM OF YOUR CHOICE 


DINING 

LOUNGE &Z 

■ Proudly Introduces 

'Chef H 

Louie Vaclavinek' rf* 

I bringing you his... 

| SUNDAY NIGHT "SPECIAL 
ROAST PRIME RIBS OF BEEF auju, 

with Yorkshire Pudding 
Soup du Jour 
Crisp Green Salad 

Buttered Vegetables mtmm 

Baked Potato 

Freshly Baked Cheese Bread M 

Ice Cream or Sherbet m 

Beverage ■ 


ENJOY DINING— 

* IS A SING-ALONG MCSICAL WAY 

• OH AN INTIMATE A1MOSPHLKL 
Bulk .v.ilvbl. lor year ptoatar. 


tiSTSUIANT 

.SO Yatai 
at Oooglal 1 

0*4S 14 MRS |uh> 04 


fT’VNorld umouN Sl’AKLRIBN - Full Dinner Menu 
K2a HI HUE IT -C HERRY BANK HOTEL—38*4388 


r*aa « 9 EVW1 SEE '■a AGAIN 

JUt BROOK* 'Vttil l Y HACK JIMMY 88LSLIN A RRY KELLER ' KENNY KAREN 
•vnmmQEOKt PLIMPTON -■* -**ew -ver-JOt BROOKS 

M.T*»e«e»ub,AIAM HJUNCtf. 0.1 MORCwVN 

m BKJUtv . MARTIN I VATU. A mu* ct> . o am » JQfc BROOKS 


CLOSED ON MONDAY 
0. Opwn 5 p.m. 

Ampla Fraa Parking • Raaarvationa • Major Crtdit Cards 


The world 
watched,., 


MAIL ORDERS NOW ACCEPTED 


W ALLEN KLEIN Prewnrt 

ANTHONY JACQUELINE 
QUINN BISSET 


THE INTERNATIONAL COMPANY OF THE 
BROADWAY HIT MUSICAL OF THE DECADE 


thegreektycgon 


Q.E. THEATRE, VANCOUVER, B.C. • JULY 18 to AUGUST 12 

EVENINGS AT 1:00 PM. - MATINEES AT 2:30 PM. 

OATES 


Walt Dinner 


Jt US IMU.V 


CHILDREN $1.2S 


AWARD 

WINNER \ 

ft Actor | 

Richard Qrryfuaa 


$13.00 $11.00 $ 9.00 
$15.00 $12.50 $10.00 
$12.00 $10.00 $ 8.00 


Tues -Wed.-Thurs.-Sun.-Mon. (8 PM) 
Frldey ■ Saturday (8 PM) 

Matlnaa* (2:30 PM) 

....Mall Order Only 


WARNING: Aimed version. (B.C. DtreetoQ 


3rd choice 


2nd choice 


1st choice 


City . Postal Coda 

SEND CHIOUE Oh MONEY OhOEh MOILI TO k»MOU* ARTISTS. TM| (AT. «74 GRANVILLE SThEET 
VANCOUVER • C. VSC 1ZS 

ENCLOSE A BELk ADDRESSED STAMhED ENVELOPE ROR RETURN. ORDERS WITHOUT ENVELOPES WIU 
BE HELD kOh kIC* UR l 


STARFLIGHT #3 A BLAST OF T-G-T ! 


CKDA1220 


CANADIAN 00E0N Theatres 


FAMOUS ARTISTS 


DUSK TO DAWN 
PROGRAMME 
TONIGHT 


See Saturday Colonist and 
Saturday Times for details 


Tuaa 

July 18 

Wad 

July 16 

Thura. 
July 20 

Pn 

July 21 

Sat Mat 

July 22 

Sat 

July 22 

6un Mat 
July 23 

Sun 

July 23 

Tuaa 

July 29 

Wad 

July 26 

Tnurn 

July 27 

Pri 

July 28 

Sat Mat 

July 29 

Sat 

July 29 

Sun Mat 
July 30 

Sun 

July 30 

Tuet 

Aug, 1 

Wad. 

Aug 2 

II 

hn. 

. Aufl A 

Sat Mat. 
Aug. 9 

Sat 

Aug. 9 

Sun Mat. 
Aug. 6 

Sun 

Aug. 6 

Mon. 
Aug. 7 

Tuaa. 
Aug. 6 

Wad Mat 
Aug 6 

wad 

Aug 9 

Thura 
Aug 10 

fo. 

Aug. 11 

Sat. Mat. 

Aug. 12 

Sat. 

Aug. 12 


( 1 

l 

1 11 1 

THEATRE 

r i 

QUADRA AT MLLS1K 1 

382 3370 | 

i - 1 
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Family-law 
unity urged 
by Basford 


DAILY COLONIST, Victoria, B C„ Sunday. May II, 1918 37 


Animal lovers growling over frog-jumping contest 


VANCOUVER (CP) - Uni 
fir'd family courts must be 
established and matrimonial 
property laws reformed be¬ 
fore no-fault divorce laws are 
brought before Parliament, 
Justice Minister Ron Basford 
said Friday. 

Basford spoke to the Con 
fr pence of the Association of 
Family Conciliation Courts, 
an international group meet 
ing here 

Family law reform in Can¬ 
ada is complicated by the 
fact Parliament has jurisdic 
non over marriage and di¬ 
vorce while the provinces 
have jurisdiction over matri 
monial property and civil 
rights issues. 

The needs of the family 
should surely over-ride inter 
governmental jealousies and 
legislative chauvinism," 
Basford said in urging co-op¬ 
eration to create “a coherent 
and uniform legal policy for 
the family throughout Can¬ 
ada ’* 

He said unified family 
courts now are beyond the 
experimental stage and can 
be operating soon in every 
pros ince “if the will to create 
ihem is there,“ 

He had offered to under 
lake full consultation with 
provincial attomeys-general 
on federal appointments for 
family court judges. This 
would give them full jurisdic¬ 
tion over family court mat¬ 
ters 

“I do not believe that the 
constitution need be a re¬ 
straint, nor do I believe that 
present fiscal positions of all 
governments should be al¬ 
lowed to be a restraint.** 

Basford said all common 
law provinces are moving to 
reform of matrimonial prop¬ 
erty laws. Quebec already 
has such laws 

“These healthy develop 
ments were jeopardized 
when it became apparent 
that some of the provincial 
c hanges carried severe in 
c ome tax changes. “ Basford 
said 

, Finance Minister Jean 
Chretien has proposed 
amendments to the Income 
Tax Act which would “re¬ 
move any federal impedi 
ment" to such reforms. 

“With respect to changing 
matrimonial property laws, I 
think It is clear that an Irre- 
vorsible trend has been set in 
motion,“ Basford said. "We 
are well under way to having 
the principle of equality of 
property sharing enshrined 
across the country " 

The resulting debate on di 
vorce reform would "not be 
an easy one for lawmakers'* 
because of differing social 
and moral views. 

But in a pluralistic society 
such as ours what we must all 
do— voters, legislators, com 
munity leaders, pressure 
groups and institutions—is to 
•void imposing the views of 
one minority or one interest 


AMC extends 
recall 
to 400,000 

SOUTHFIELD, Mich. <AP( 
American Motors Corp. 
said Friday it was extending 
ils latest recall of AMC cars 
and Jeeps to include some 
H .000 units sold in California 
and suspected o' having a 
defective emissions-control 
unit. 

The latest recall brings to 
nearly 400 ‘v0 the number of 
cars. Jeeps and postal-dis¬ 
patch units recalled by AMC 
because of possible problems 
w ith Hie anti-pollution part. 


group on other minorities and 
on society as a whole." 



CATOIM FOR 


mourn 

Mil Ml 


■It; IS OUS OUFFS I 
M #• TMM OWN fW 


ANGELS CAMP. Calif 
IAP) — It waa funny when 
Mark Twain’s fictional frog 
lost a Jumping contest be 
cause someone loaded Its 
belly with buckshot, but ani¬ 
mal lovers are not amused 
when life begins to Imitate 
art. 

The Fund for Animals, a 
Washington-based ecology 
group, says it “seriously 


questions the humaneness" 
of the Calveras County Frog 
Jump, considered the Ken 
tucky Derby of frog Jumping 
since Twain Immortalised it 
in a short story. 


The protest was Issued as 
frog-owners from sround the 
world travelled to the fair 
grounds here for the four-day 
junsn. 

"During the contests the 


ftogi are Jumped at. kicked Ing nr stress, the Fund (hr from the heat, from not being 
at and yelled at to make them Animals said in t news re- kept wet, and from the trau 
Jump farther" without re¬ 
gard to their feelings, suffer 


_I* • news _ 

lease. ms of the contest. " the group 

“Frogs sometimes die said. 



STEAK t 
CHOP HOUSE 


3980 Quadra Street 

UNDER NEW MANAGEMENT 

Introducing a Wide Selection of Seafood 

RAY DAY SPECIAL! ^ 

Steak & Alaska King Crab 

Include# Salad Bar, Deeaerl and PeVeras* 

tor reserve Woos phone 

479-0222 

Urwh: Mon. 10 m 11 30-230 p.m. Dtnn*r Mon lo Thun. 
•-0 30 p.m . Fn. and Set 5-10 p.m.. Sun. 4 30-0 30 p.m 



PAUL 
HORN 

A SPECIAL 
HfTHODUCTORY 
PRESENTATION 

Com* and Hear Paul talk about Ihe 
TMimaKIITU M0(T»TKM TV TECMIQUf 

“TM has been the basis of my life for many years and I d 
like to shart the knowledge of this simple technique with 
you and show you how lo get more out of life " 


Wednesday, 8 p.m. 

May 24th 
1270 PANDORA ME. 

PIMM 383-9822 

imarnauonal Meditation Society 




COME OUT AND TRY OUR 6RAND PWX CARS! 





fe’UpP 

GO-KARTS • MINI GOLF • GIANT SLIDE 
MOON WALK • BUMPER CARS 

MWY. 17 AT VANALMAN 
ora S8T8NMY SIMMY M MOMMY 10 I a. II0 pa 
■»MYt ! p a n I p a 


now open . . 

PADDY’S 

PLACE 


S P.M. TO 
1 A.M. 


By-the-S< 



Continued 
by Popular Demand 

^4 - 

jrVytfv;' Chauney’s Restaurant 
■ proudly announces 

featuring 

La ConfremSant Julien 

lame s Kennedy Baroque flute A recorder 
Susan DeBurgh Harpsichord 
Terrence Sturge Cello 

Tuesday, May 23 

For Dinner Reservations please call 385-4512 

Please reserve well In advance. 

We expect the evenings to be 
well attended 

Chauney's Restaurant 

614 Humboldt Street. Victoria. B C. 


UM CM M;11 MA'J.Mii 


SPECIALIZING IN • Sotfood • Starts • Solid Bor 


SATURDAY LUNCH 
12-2*0 p.m. 


110% OFF c?" z 8 en N 8 OR 


ITS 


Dance and Listen to ... 
the 

Paul Mascioli 
Big Band 

Thurc., May 25 
9 p.m.-midnight 
Royal Oak Inn 


thatch 



SUNDAY BRUNCH 
11:394:00. Meta 14.00 
KMi 12 ad mttr Half mm 
we’re at 

4558 CORDOVA BAY RD. 

Op Iks Sat is Scarnc Route 3 

FORMERLY THE DUKE S 
NOW OWNED AND OPERATED 
BY PADDY GINNELL 

. FOP OESEOVATIONS fUASt PHONE 864-107? s-j 



HOCKEY 

MENU- 


in the tfirMlllUH cabaret 

Tickets: 12.50 advance, 13.50 at the door. Available 
it Royal Oak Inn, Pamus Muik and Nekon i Mink 

a production oI: 

Prestige L.°nl«tiu4ii»n«nl Ctfjnu'iM £u. 


y 2 -LB. 

NEW YORK 


STEAK 

Home-fried potato©*, deep-fried onion rings, fresh 
cooked vegetables, sour dough loaf and our great 
salad bar or Hungarian goulash soup 

$6.95 per person 

FRIDAY, SATURDAY, SUNDAY NIGHTS 

1550 CEDAR HILL 
CROSS ROAD 

(KAO SHELOOUMKI 

RESERVATIONS 
477-3023 

• HOURS• 

Laa Tw ■ u 

11:10 Is 2:00 
OUwr. Tut . PM.. 
TWt . at he . I S • 
Frt Wtt.it IP 

»Y| 


■ pready protean polyNor ncordlfig irttst 

JOHNNY 
RIVERS 

AND HIS BAND 
KAO «U MS MTS MCUMM6 

• Stta tack’ I Swi Yttp tt Bt Butte] • Wssi pk u 

I • Dalai Map |0n la. Ha. Ua. Da. Ua| • MMutptt Sgsctsl 

• tttR I S*W Yar Lnu . Sacra Apal Ma> 

• Tracks d Mp Tan • Savant la 

| • Par SMs a Tan • Sauna Ml 

Att' hww n ii wc 0« • fScuntx. a Lm 

gw Voapu Fta 

MITII SPECIAL QUEST S THE SIL VER D0UM SAND 

SUNDAY, JUNE 4th.*7 30 p.M. 
at the ROYAL THEATRE 

TICKETS $8.50, $7.50, S8.S0 

AOVAMCS TICKETS AT MKMOPIAL ANINA 

sox oencs and thc milled# mall 




AND DINING LOUNGE 


tow completely renovated and under new management 

FORMERLY THE POODLE DOG RESTAURANT, GOVT, and YATES 

-make dining at lit Evereet the PaaJk Experience at Your Day" 


YOUR FAVORITE 
CANADIAN DISHES 
SERVED FROM 8 TO 11 

V 

• Steaks 

• Chops 

• Mt. Everest 
SPECIAL 
BURGERS 


EAST INDIAN 
SPECIALTIES SERVED 
FROM 5 P.M. DAILY 

Mt. Everest Special 
Recipe Curry Dishes 
e Chicken 
e Lamb 
e Pork 
eBaaf 
e Shrimp 

e Tandoort Chicken 



COMPLETE DINNERS 

495 f 

n from \ 


195 


1241 GOVERNMENT 


384-7200 





Off N 7 DAYS A WEEN 
1813 DOUGLAS STREET 

5-20 


Oe«M 7 DAV9 
A NMK 
PROM 7J9 A.M. 

iking & Ben 

MS DOUGLAS ST. 
FULL mm FAOUTES 

OVERLOOK I WO 
TMUNDf MPJRD PARK 

EnjQK dining In the reiaxing 
atmoephera et the King a 
Den For your added 
pie—me Helen to the emooth 
•tyt— of 

LIEN A HASLAM 
AT THK ORGAN 
PR., SAT. and SUN. 
FOR RESERVATION! 


ESQUIMALT PARKS and RECREATION 



SPORTS CENTRE 1131 EsquImaM Rd. 

ROLLER SKATING 
CANCELLED 

nUOAT, SATUMMY OM SUNDAY 
MAY 19. 20. mt 21 
SPECIAL EVENT8 

W-MNiAAO- Joaot 

I FINAL* — JQM I 


SWIMMING 
SCHEDULE 

EARLY BIRD SWIM 

Mon -Fa 7 a m -4 SO a m 

ADULTS ONLY 

Mon -fn 12-1 p m. 

Mo« 9-10 30 p m. 

Tuee. Hpn. 

Wed 9-10 p m. 

Thor* 9-6 p m are 


•CHETK r00l •* SAUNAS 
•ADULT EXERCISE EQUIPMENT 
DU DECT 


8 30-11 
Frt. 6 30-10 pm 
Sol 12*1 p m a 
9-9 JO p m 


n i 

COk TUT — Jim 30 


3rd ANNUAL IWUM 
Milia (MINN MAM' 

niLEI nun TO TNI M L CMimT 
WIN AU-JNCUWK TMPI TO CANUCK UAHS 
386-3261 


PUBOCSWIM 

Mon. Tu—, Thura. 
and Fn. 7-9 30 p m. 
bet 1 16-4 JO p.m 
and 9 30-6 p m. 

bun 1-4 JO p m 

SWMFOIFUUAMEXBICnE 


9-9 30 p m 

FAMILY SWIM 

Wed l JO-7 p m 
Sun. n 00 am- 
12 30 p m 
and 6 30-7 p m 


388-8734 



for ROLLER SKATING and SWIMMING 





























































































38 DAILY COLONIST, Victoria. B C . Sunday. May 21. left 






1 j 







M. V. Chesnut’s 


\Vs\sW 


Garden Notes 


BRUISED GRASS (G.W.. Ladysmith) 

I couldn't And any Indication of dis¬ 
ease or Insect damage on the, blades of 
discolored grass you sent me, but what 1 
did notice was the white and ragged Ups 
on lhose leaves of grass. I'd be prepared 
to bet good money that you are using a 
rotary power mower, and I’d give you 
further odds that you haven't Itad the 
blade taken off and sharpened this year 
The whIUsh coloring of the tips is 
caused by the bruising of the grass by a 
dull blade, and the ragged, tattered tips 
shows that the grass U being tom off 
rather than cut cleanly. If you send your 
blade out to be sharpened. I think you’ll 
notice a big difference in the appear 
a nee of your lawn. 

Be sure todlsconnect the spark plug 
before attempting to remove the blade, 
other wise you might start the motor ac¬ 
cidentally and lose a couple of Angers. 


JUNE DROP (V.McK., Sooke) 

Leave the thinning of your apple crop 
until after the so-called June drop, 
which usually occurs in early July in our 
climate. At that time, a number of em¬ 
bryo apples will fall naturally from your 
tree. 

Start your thinning by Arst removing 
the king fruits — this Is the central and 
largest fruit In each cluster — as these 
usually make misshapen fruits which 
store badly. Then thin the clusters to at 


least all Inches apart, and reduce the 
number of apples to not more than three 
to each cluster. This operation will give 
much larger and better-shaped apples, 
although not so many of them 

MUM SUCKERS (E.J.. Victoria) 

These “suckers." as you call them, 
arising several Inches away from your 
clumps of chrysanthemums, are per¬ 
fectly natural shoots and quite harm¬ 
less. There Is no need at all to uproot 
them as you would suckers from a rose 
or a lilac. 

This Is the natural way for some 
chrysanthemums to extend themselves, 
and these sucker shoots or offsets pro¬ 
vide an excellent opportunity to acquire 
more plants. Dig down carefully to un¬ 
cover the point where one of these mum 
shoots originates, and detach it from the 
parent root. 

You'll And the shoot has a few young 
roots of Its own. so this bit of chrysan 
themum will take hold and grow away 
much more readily than an unrooted 
cutting. If planted in the open, such 
transplants should be given a bit of 
temporary shade for the Arst week in 
their new growing site. 

These rooted offsets — of any plant 
— are known in gardening circles as 
Irishman's cuttings. 

RELUCTANT CACTUS (T.R., Sidney) 

When a Christmas cactus turns sulky 


and refuses to bloom. It Is a good Idea to 
sink the pot In the ground outdoors — 
morning sun only — for the wind and 
weather to harden and toughen Its pads 
and conditions them for blooming 

Lack of an annual resting period Is 
another common cause of stubbornne- 
in a Christmas cactus. The plant should 
be kept almost bone dry for about six 
weeks, starting when it is brought in¬ 
doors in October. 

The most Important single factor 
governing the Aowering of this plant, 
though, is day length. The Christmas 
cactus Is what is known as a short-day 
plant; that is, it needs the shortening 
days of late autumn to trigger the 
production of blossom buds. 

If the plant Is kept in a room where 
the lights are turned on during the 
evening hours. Its day is lengthened 
artiAcially to about the equivalent of 
midsummer, and the plant fails to re¬ 
ceive the required stimulus to start 
blooming 

RUSSELL LUPINS (V.S . Victoria) 

Luppins are not attacked by the club 
root disease, which affects only mem¬ 
bers of the cabbage family. The small 
swellings on the roots which you noticed 
during transplanting are perfectly nor 
mal colonies of beneficial bacteria 
which aid the growth of your plants by- 
extracting nitrogen from the air. 


Art 

Buchwald 




WASHINGTON — Unless 
I'm mistaken, the big politi¬ 
cal Issue In this fall's election 
is what Is happening to the 
“middle class" in America. 
The standard cliche In this 
country is that the rich and 
the poor are getting every¬ 
thing. and the middle class Is 
being left out in the cold. 

It may be true about the 
rich, but there is some doubt 
that the poor class is as well 
off as the politicians might 
have you believe. 

Since It’s >oo early for the 
candidates to talk to the poor 
people (they usually wait 
until the week before the 
election to take a walk 
through‘a ghetto), I decided 
to And out if the poor people 
were as lucky as the middle 
class thinks they are. 

My source was Target, who 
ftts all the qualtAcations of 
being poor. He's unemployed, 
lives In a slum and needs food 
stamps to keep his famly 
from starving. 

"Target," I said, "there's a 
lot of hostility from members 


of the middle class because 
they think you poor people 
have It made." 

“Don't I know It?" Target 
said. "We're really getting It 
for being poor. The vibes are 
everywhere.” 

"How do you explain It?" 

"Well, as I see It, the mid¬ 
dle-class people are mad at 
us because they feel that 
their taxes are supporting the 
poor. They're not half as mad 
at the rich people, because 
they all hope to be rich some¬ 
day themselves, and they 
dream of having everything 
the rich are entitled to. Now, 
despite the fact that they 
think we poor are having a 
ball. I haven't met one person 
from the middle class who 
wants to change places with 
me. though God knows I’ve 
made the offer a thousand 
times." 

“That's true. The middle 
class never thinks it's sup¬ 
porting the rich," I said, “in 
their hearts, middle-class 
people think the only ones 
getting their tax money are 
the poor " 


“Right. But the truth is that 
a large proportion of the 
money set aside by the gov¬ 
ernment for the poor Is ac¬ 
tually going to the middle 
class. Thousands and thou¬ 
sands of bureaucrats are 
making very nice middle- 
class salaries administering 
the poverty programs. I 
would guess that the poor 
people get about ten cents on 
the dollar, and the rest goes 
to keep us poor people hon¬ 
est." 

‘it's true that people get 
angry when they read a story 
about the poor people cheat¬ 
ing the government,” I said. 

“Of course, they do. But 
nobody gets uptight when 
doctors, military contrac¬ 
tors, and large corporations 
rip off the government. They 
ftgure that's a part of the 
game. The difference be¬ 
tween poor people and the big 
guys Is that they can plead 
‘no contest' and get fined, 
while we're urged to plead 
'guilty' and take the jail sen¬ 
tence." 

Target went on. "The trou¬ 


ble with the middle class Is 
when you mention poor, they 
think of blacks, Hispanlcs 
and American Indians. They 
forget that there are millions 
of poor people eking out a 
bare existence on social se¬ 
curity. They’re white, elderly 
and were once part of the 
middle class until they were 
wiped out by inftalion. Most 
of them are parents of your 
present middle class, but 
when they get mad at the 
poor they never include their 
own mothers and fathers In 
their grousing." 

"Is there any way to im 
prove the image of the poor In 
this country?" I asked Tar¬ 
get 

"I believe there Is. Once 
middle-class people realize 
that we're supporting them 
more than they're supporting 
us, they might become more 
sympathetic to our plight. If I 
have any legitimate criticism 
of the poor class. It's that in 
spite of our numbers we've 
never gotten our story over to 
the people. The rich do that so 
much better " 


Sydney -- .—. 

Harris 





"I'm tired of hearing that life Is 
unfair." said my daughter at breakfast 
the other morning. "I wish President 
Carter had never picked up that phrase. 
Why don't you write something about 
it?” 

I knew just what she meant, because 
I have felt the same way. Life Is unfair 
enough In accidents and tragedies so 
that people don’t have to add to Its 
unfairness by their actions, or to excuse 
what they do or don’t do by tossing off 
that easy phrase. 

Life is unfair in that a plane crash 
may kill innocent people, or spare some 
worthless ones and maim the useful. 
Anything can happen to anybody at any 
time, regardless of merit or worth to 
society. 

But. precisely because of this, we 
have a special obligation to see that 
fairness works wherever we have the 
power to make it work. People aren't 


mired in poverty because of “life," but 
because society doesn’t really care 
enough to get rid of slums and rotten 
environments. 

The best young people die in wars, 
not because life is unfair, but because 
the old men who run countries are more 
interested in their power and their glory 
than they are In working out some plan 
to outlaw war as a way of settling 
national differences. • 

There are many things we can't con¬ 
trol in nature, so there will always be a 
kind of built-in “unfairness” in the uni¬ 
verse. But we don't have to add to It by 
being selAsh and indifferent and nar¬ 
row-minded and simply shrugging off 
problems we could control, just by- 
pointing out that life is unfair. 

The whole idea of fairness is a 
human one. anyway. Animals don't 
have It; nature Is beyond good and evil. 
And I suppose we developed the idea 


when the first men realized that life 
itself was so hard and unpredictable to 
begin with, that we have a responsibility 
to try to make It easier for one another 

Isn't that, actually, the moral basis 
of religion? President Carter calls him 
self a "born-again Christian." but the 
old Hebrew prophets and the newer 
Christian disciples didn't feel that we 
should tolerate the same injustices over 
and over again, on the grounds that life 
is unfair and anybody might die at any¬ 
time. 

If science and medicine felt that 
way. people would still be perishing by 
the millions from plagues — which some 
people once accepted as “the will ol 
God." That's why we’ve promoted laws 
and reforms and ethical codes — they 
can't make life fair, but they can make 
it a lot fairer. And that's all anybody 
really asks. Maybe it's time somebody 
should tell that to President Carter. My 
daughter gladly will. 




James Bacon's* 


Hollywood 
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HOLLYWOOD — Jacque¬ 
line Blsset should have been 
included In that Harper's Ba¬ 
zaar list of the 10 most beau¬ 
tiful women. Someone should 
have shown the editors a 
print of the upcoming The 
Greek Tycoon In which Jack¬ 
ie plays another Jackie — 
Kennedy 0nasals. 

It doesn't bother the gor¬ 
geous Miss Blsset that she 
didn't make the list, though. 
She's ea modest about her 
beauty as anyone could be 
looking that great. 

Edd Byrnes, I hear, Is 
great In Grease. In which he 
co-stars with John Travolta. 

Remember that long before 
The Pons and VlnnTe Bar- 
barino, there was Kookie. 
Edd was television’s Arst 
youth-cult hero when be 
combed his hair Into small 
screen Immortality on It 
Sunset Strip. 

In those days, Edd used to. 


get 12,000 letters In a week, 
more than any star In 
Warner's history. Including 

Bogey and Jimmy Cagney. 

Edd has been hot recently 
Since Grease, be has done a 
Fantasy Island, a Hardy 
Boys, an ABC Movie-of-lhe 
Week, Telethon, and Aarea 
Spelling’s pilot of Vegas. 

Sammy Davis will be gut¬ 
less when he lakes Stop the 
World on Its national tour. 

Sammy's jewelry, which he 
wears In hie act, wtll go Into 
storage. 

“The only braes that's 
with me are a few 
and a couple of cym¬ 
bals," says Sammy. 

Darts Daks someday may 
be sorry she employed Paler 
Brooke to handle some of her 
personal matters while he 
took four years off from Us 
writing career. 

Brooke, who’s vice presi¬ 
dent of Warbrouk Produc¬ 


tions. naturally Is writung a 
book about Doris, who may 
just be the world's richest 
woman. 

She's very reclusive, like 
FIXlMl byWoW 


Howard Hughes Used to 
know her In the old days when 
she spent every night in from 
of the band at the old Mocam- 
bo. She went for the piano 
player. 
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NDP supports lawyer-fee ads 

‘Law too important to leave to lawyers’ — Macdonald 


IWA man elected 
party’s president 


War is too importanl In 
leave to the generals, and law 
is too important to leave to 
lawyers. Alex Macdonald 
told the NDP annual conven¬ 
tion in Victoria Saturday. 


Speaking in debate on judi 
rial affairs and corrections, 
Macdonald (NDP—Vancou 
ver East) and former attor¬ 
ney-general, said he found it 
ludicrous to have a dispute 



between lawyers settled by 
lawyers. 

"The client has a right to be 
heard, too."- -he said. "The 
client has the right to say the 
tariffs charged are too high, 
and in many cases they are. 
The derisions to be made 
should be made by the people 
involved, not just the lawyers 
charging the fee." 

Macdonald said the “whole 
point of this matter is that the 
decision will be made by law¬ 
yers, and that is wrong " 

The resolution under de¬ 
bate came from Macdonald's 
home riding of Vancouver 


East. The main thrust of the 
resolution, which was ap 
proved unanimously, called 
for the B.C. NDP "to support 
the right of the public to be 
informed of the costs of legal 
action, and the areas of spe- 
c ializatioir, through advertis¬ 
ing prices and services." 

The matter of lawyers ad 
vertising their services and 
rates gained national publici- 
ty recently when the Law So¬ 
ciety of B.C. reprimanded 
some of its members, includ¬ 
ing B.C. Conservative leader 
Victor Stephens for advertis¬ 
ing sevices and fees. 


The NDP's retiring presi¬ 
dent, John Brewin, also a 
lawyer, urged the conven¬ 
tion to give unanimous sup¬ 
port to the resolution. 

"It is time to tell the B.C. 
Law Society that its actions 
are not good enough." 
Brew-in said. "It is time we 
told the Law Society of Brit¬ 
ish Columbia that it is an¬ 
swerable to the public." 

The preamble to the resolu¬ 
tion stated that the costs of 
legal services were beyond 
the reach of most .jenple and 
under the full control "of the 
closed shop Law Society." 


Newsman from Peking 
attending NDP meeting 


FASHION SUIT RENTALS 

INFORMAL AND FORMAL 


WEDDINGS 
GRADUATIONS 
SPECIAL OCCASIONS 


ft 



1328 DOUGLAS ST. 
384-8931 

alao In Sidney and Courtenay 


The annual NDP conven¬ 
tion being held at the Univer¬ 
sity of Victoria will get its 
first Chinese exposure some¬ 
time during the next few 
days. 


Sitting at the press table 
throughout Saturday were 
the normal complement of re¬ 
porters, plus Chang Chib- 
ping of the Hsinhua News 
Agency. 


Brewin keeping 
secret on riding 


Former provincial NDP 
president John Brewin still 
isn't saying which Greater 
Victoria area political ring 
he’ll toss his hat Into when the 
next provincial election is 
held 

But he has spent a con 
siderabie part of his time at 
the annual NDP convention 
at the University of Victoria 
chatting with Saanich and Ihe 
Islands representatives. 

Asked if that could be 
where he was looking. 
Brewin smiled and answer 
ed: "You'll hear in good 
time. But I don't think Hugh 
Curtis is as safe as he might 
think he is." 
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772 Coldstream Ave.. Langford 

AT WESTBROOK SHOPPING CENTRE 
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OPEN VICTORIA DAY. MON. 9 a.m. - 6 p.m. 


GRADE 


l 19 

GROUND HOC 


A CHUCK 
BEEF STEAKS it 


QQ 

Rog Quality || 

FRESH %#W it 


FLETCHERS 
BUDGET VAC PACK 

BACON 


1 


39 

a 



4 oz. 
boxee 


98 


TULIP 

me n a c t heon 89' 


SWING 

FLAVORED ££ 
CRYSTALS -»3.2 * 



PALMOLIVE 

DISH 'MU.QQC 


LIQUID 


KRAFT STRAWBERRY OR 
REO RASPBERRY 


JAM 


59 


GRADE 


a BLADE “*119 
»fROAST “ I * 


V FRESH 

* WHOLE OR CUT UP 

T 

1 


FRYERS 


79 


HOSTESS 

POTATO 
CHIPS iiu 


67 


CHIQUITA 

BANANAS 


5 , 98 ' 


Hoi Houeo Long 

ENGLISH 
CUCUMBERS 

MEDIUM 
ONIONS 

JUICY 

VALENCIA 
ORANGES 

WESTERN FAMILY 

MARGARINE 

aniLLTiMt 

CHARCOAL 
BRIQUETTES 

DARE COOKIE JAR VARIETY 

COOKIES 2 »«- 



49 


24 N |er 


GREEN GIANT SS. 

NikMt 

Corn 


Ovw Crick Port ltd Main 
Cream Ctrl. Finer f “* 

C*t Britt Bttm 
Freud Cut Britt laiei 

2 89‘ 


2/79' 


MARSHMALLOWS’* 


12 U 


NAMISCO 

SHREDDIES 


Curtis, minister of muni¬ 
cipal affairs and housing, 
was elected as a Conserva 
tlve in 1972 and laler switched 
to Social Credit. 


Chih-ping is from Peking, 
now stationed in Ottawa. 

He was invited to attend the 
convention by David Barrett, 
and is the first reporter from 
the People's Republic to rec¬ 
ord Ihe happenings at an 
NDP rally for Ihe people of 
ihe Orient. 

Chih-ping Laid he was in 
Vancouver two nights ago to 
cover the appearance of a 
group of Chinese gymnasts 
"Mr Barrett was there and 
invited me to be his guest 
here." he said 

The reporter has been in 
Canada for three years and 
gets to see his wife and chil¬ 
dren in Peking every six 
months. 


Gerry Stoney of Vancou¬ 
ver, a long-time member of 
the NDP and the Internation 
al Woodworkers of Americaf 
was elected new president of 
the provincial party Saturday 
afternoon 

He replaces John Brewin, 
who declined to seek a second 
term. Brewin has stated he 
will seek an NDP nomination 
in one of ihe Victoria area 
ridings. 

Stoney, who is In his mid- 
30s. told the delegates to the 
annual convention at the Uni¬ 
versity of Victoria that dur¬ 
ing his term of office "we will 
be fighting a federal election 
and perhaps a provincial 
election as well." 

While not mentioning divi¬ 
sion in the party. Stoney said 
it was “time (o put behind us 
any minor disagreements 
that serve no purpose but to 
weaken our movement. The 
forces that tie us together, 
the beliefs shared by all sec 
tions of Ihe parly, are much 
stronger than any real or 
imagined differences. 

"This is a time to build, a 
lime lo work to elect more 
New Democrats than ever 
before — federally and provi- 
cially." 

He reminded (he delegates 
that for Ihe 1973 election Ihe 
labor movement raised more 
lhan $200,000 for the NDP 
cause. "We lost the election, 
bul we were there." he said 

David Barrett was re-elect¬ 
ed party leader 

Corliss Miller of South 
Peace River was elected first 
vice-presidenL Colin Gabel- 
mann second vice-president: 
David Stupich third 
vice-president, and Sandy 


NDP in ‘good state’ 
to fight an election 


Individual memberships in 
Ihe provincial New Demo¬ 
cratic Party were just under 
27.000 at March 31. 

Retiring president John 
Brewin said renewals of 
party memberships were 
continuing at a steady rate, 
with 18.221 renewals a year 
average. 

Brewin told the annual con 
ventlon at the University of 
Victoria that a great deal of 
staff and volunteer time dur 
ing the last six months had 
been spent organizing for a 
federal election. 

“Our organization is in a 
very good state of readi¬ 
ness." Brewin said "We are 
ready to do battle on the fed 
eral or provincial scene any 
time. Sixteen out of our 28 
federal ridings have full or 
part-time paid organizers. 
The central sign shop has 
produced over 30.000 lawn 


signs and is now engaged in 
(he production of plywood 
signs " 

He left it to the treasurer’s 


report to inform the conven¬ 
tion that the party was $88..>99 
in the hole as of December, 
1977. 


Jail, demotion 
for serviceman 



OTTAWA (CP)—A Cana 
dian Forces warrant officer 
with 31 years service has 
been sentenced to nine 
months in prison after being 
found guilty on four charges 
of theft of $18,500 and misuse 
of public property. 

Kenneth Cooper. 51, also 
was ordered dismissed from 
the forces and reduced in 
rank to private by the six 
man military court, a move 
that military officials say will 
affect his pension and treat 
ment in prison. 


The conviction came Fri¬ 
day at the end of a month¬ 
long trial. 

Evidence produced during 
the trial showed Cooper com 
mitted the theft by receiving 
payment for a number of 
fraudulent petty cash vouch 


The offences occured while 
he was in charge of ordering 
equipment and repairs for 
the Canadian Forces central 
band in Ottawa 


Busy retirement 
for UVic expert 


It hasn't taken Dr. William 
Gaddes. who held his last 
class at Ihe University of Vic¬ 
toria in April, very long to get 
used lo retirement. 

Gaddes. who was appointed 
a professor emeritus at UVic, 


Advertising 

helps 

good things 
happen. 

CANADIAN ADVERTISING ADVtSOtV IQAM 




FRESH AS Q IN JUST 
A FLOWERONE HOUR 

'M& 


Your Choico Garments 

Need Spring 
Cleaning, too 


Is an internationally-recog¬ 
nized pioneer in neuropsy 
chology. and Iasi week trav¬ 
elled to Amsterdam to give 
iwo invitational addresses. 

A 12-year review of re¬ 
search in sequential percep- 
linn was given ai Ihe Interna 
lional Academy for research 
in Learning Disabilities on 
Wednesday, and on Thurs¬ 
day. accompanied by a Dutch 
neurologist, he spoke to a na¬ 
tional conference of Dutch 
special education teachers. 

Gaddes developed Can¬ 
ada's first neuropsychologi¬ 
cal laboratory at UVic in 
1963, and taught in the psy¬ 
chology department of UVic 
and Its predecessor. Victoria 
College, for 32 years. 


„ On« hour „ 

mminizm 

COttMBI 

THE MOST IN DRY CLEANING 


171 M 


J4» 8 LOCATIONS TO SERVE YOU 


” I Tarnlic lafiaaingl* 
TO A LIFETIME OF 
COMFORT ut HAPPINESS 



1729 Douglas gt. 
Victoria, B.C. 304-01*9 
4791 KIngaway gt. 
Burnaby. B.C. 437-9393 
992 Boymour gt. 

1C 
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Banister, who is president of 
the Vancouver East federal 
riding NDP. was named 


fourth vice-president. Roger 
Howard was returned as 
treasurer. 


Engagements, Weddings 
and Anniversaries 

ft* 

Engagements 


Hamilton—Anderson 

Mr. and Mrs. Arnold Hamilton, 
987 Clarke Road, Brentwood Bav. 
B.C., take pleasure In announcing 
the engagement of their daughter 
Wendv Anne, to Mr. Gary Robert 
Anderson, son of Mr. and Mrs. 
Leslie R. Anderson, 9338 Mary¬ 
land Drive, Sidney, B.C. 

The wedding will take place on 
Saturday, lune 17, 1978 at 7 
o'clock In the evening In St £t* 
phen's Anglican Church. Sian 
ichton. B.C , Rev. Ivan Futter of¬ 
ficiating. 

v e v 

Me Phee—Smith 

Mr. and Mrs. Arthur D. 
McPhee, Sec hell, B.C., formerly 
of Victoria, are pleased to an¬ 
nounce the engagement of their 
daughter Marilyn Joy, to David 
Wayne Smith, son of Mr. and Mrs. 
Albert L. Smith, Victoria, B.C. 

The wedding will take place on 
Saturday, June 3,1978 at 2 p.m. In 
West Point Grey Baptist Church, 
Vancouver, B.C., Rev. John 
Hardy officiating 

e e v 

Henderson— Meacham 

Mr end Mrs Robert Hender 
son are happy to announce the 
engagement of their daughter 
Karen Lvnafte, to Richard trii 
Meacham, son of Mr, and Mrs 
Eric Meacham. 

The wedding will take place on 
Saturday, July 15, 1978, at 7 p.m., 
in Oak Bav United Church, with 
Rev. Wm Van Druten officiating 
Reception to follow at the Red 
Lion Inn. 

* t t 

Lewis—Myers 

Mr and Mrs Gordon Lewis, 
victoria, B.C., ara pleased to an¬ 
nounce the engagement of their 
daughter Dawn Emily, to Mr 
Glenn Robert Myers, son of Mr 
and Mrs George Myers, Mon¬ 
treal, Que 

The wedding will take place 
Saturday, June 3, 1978, at 7 p m 
in St. Andrew's Presbyterian 
Church, Rev Bruce Mollov offi¬ 
ciating 

tee 

Lawson—Hill 

Mr and Mrs. Graham G. Law 
son, 1834 Jade Place, are pleased 
to announce the forthcoming 
marriageof their daughter Dean 
na Joan, to Mr Alan Douglas Hill, 
son of Mr. and Mrs. Archibald F 
Hill, Nanaimo, B.C. 

The wedding will take place 
Saturday. June 17, 1978, at 6 p.m 
tn Metropolitan united Church, 
»ev Dr. A. E. King officiating, 
fff 

Flaatten—Hindle 

Mr. and Mrs. Elnar Flaatten, 
victoria, are pleased to announce 
the forthcoming marriage of their 
daughter Anna Cathrine to Ro¬ 
bert Francis Hindle, son of Mr. 
and Mrs. Frank Hindle, Victoria. 

The wedding will take place 
June 17, 1978 at 6:30 p.m. in St 
Andrew's Cathedral with Rev. H. 
Bickel and Rev P Hanley offi¬ 
ciating 


Webb—Matthews 

Mr. and Mrs. Jack Smith, 1850 
El Sereno Drive, Victoria, are 
pleased to announce the forth 
comino marriage of their eldest 
daughter Andree Louise, to Mr 
James Ernest Matthews, only son 
of Mr. and Mrs. James R. Matth¬ 
ews. 

The wedding will take place on 
Saturday, June 17,1978,' at 6 p.m . 
In St. Michael and All Angels 
Church, Rev. William J Hill offi 
dating. 

tee 

Robinsoiv-Whi teheed 

Mr and Mrs. K. W. Robinson, 
Victoria, B.C., are pleased to an 
nounce the forthcoming marriage 
of their daughter Colleen Diane, 
to Mr. Ronald Charles White- 
head, son of Dr. and Mrs. R.G.D. 
Whitehead, victoria, B.C. 

The wedding will take place on 
Saturday, June 10, 1978, at 2 p m. 
in Emmanuel Baptist Church, 
Rev Reed EHey officiating. 

f t t 

Clarke—Barrette 

Mr and Mrs R Adams and 
Mr Lloyd Clarke, wish to an 
nounce the engagement of their 
eldest daughter Wendv Elizabeth 
Clarke, to Gary Norman Bar 
rette. son of Mr and Mrs Nor 
man Barrette, of Windsor, Ontar 
io. 

The wedding will take place Oc 
tober 7, 1978 

e a a 

Maniak—Linford 

Mr. and Mrs. C- Manlek. Ver¬ 
non, B.C., are pleased to an¬ 
nounce the engagement of their 
daughter Julie Debbie, to Mr. 
Garfield Edward Linford, son of 
Mr. and Mrs. A. E. Linford, Vic¬ 
toria. 

The wedding will take place 
Saturday. June 3, 1978 In Vernon. 
B.C 

a a a 

Papke—Souka 

Mr. and Mrs. W. E Papke are 
pleased to announce the engage 
ment of their eldest daughter 
Marilyn R , to Mr Gordon A 
Souk a, eldest son of Mr. and Mrs 
Peter Souk a. 

The wedding will take place on 
July 8. 1978, tn the Redeemer 
Lutheran Church, Victoria, B C. 

a a a 

Stenning— Hobbs 

Mr and Mrs. H. C. Stennlng of 
3419 Shelbourne Street, Victoria. 
B.C.. are pleased to announce the 
engagement of their youngest 
daughter Carol Rose, to Duncan 
Roger Hobbs, son of Mr. and Mrv 
R B Hobbs, Gabriola island. 
B.C. 

a a a 

Horvarth—Miller 

Sylvia and Jim Horvath wish to 
announce the engagement of their 
daughter Marilyn Lee, to Stephen 
Rov Miller, son of Rov Miller, 
Sidney- B.C., and Peggy Roelofs, 
Lethbridge, Alta. 

The wedding will take place 
Saturday, June 10, 1978 In St. Ste 
phen's Church, Saanichton. 


Weddings 


Scott Poison—Robertson 

Reverend A. E. King officiated 
at a lovelv double-ring ceremony 
In Metropolitan United Church, 
Victoria, when Jo-Anne, daughter 
of Mr. and Mrs. James Scott-Poi 
son, exchanged wedding vows 
with Constable Robert Bruce Ro¬ 
bertson, son of Mr. and Mrs. Ro¬ 
bert Robertson. 

Given away by her father, the 
bride was radiant In a long white 
gown of sheer organza. The 
bridesmaids were attired In 
matching yellow dresses. Maid of 
Honour was Billie Wysk, friend of 
the bride, with Janice Richardson 
and JIM Poison, sisters of the 
bride attending as bridesmaids. 
The groom was dressed In his 
R.C.M.P. red serge. The best 
man and ushers wore black tuxe¬ 
dos. Mike Hunter, friend of the 
oroom, wes best man, with Ron 
Robertson and Terry Robertson, 
brothers of the groom, acting as 
ushers. 

The reception followed In the 
Banquet Room at the Juan de 
Fuca Rec. Centre. An excellent 
10 b was done there bv Murrev 
Rhode, master of ceremonies, 
and Mrs. Mae Lined, aunt of the 
bride, who made the toest to the 
bride 

The happy couple are now re¬ 
siding in Bonnyville, Alberta 


Kasper—Nolan 

Reverend Phil Ross officiated 
at a double-ring ceremony In Es 
quimalt United Church, April 8. 
1978, where Janise Louise, daugh 
ter of Mrs. E. Nolan Vincent, ex 
changed vows with Richard 
James Kasoer, son of Mr. and 
Mrs. H. Kasper. 

Given in marriage bv her broth 
er, Ron, the bride chose an ele- 
oant Princess-styled wedding 
gown of tagoda and Alencon lace. 
A finger-tip veil of silk Illusion 
misted from the medieval styled 
matching headpiece. She carried 
a bouquet of Talisman roses and 
Illy of the valley Wendy Dopier a 
la attended as the maid of honour 
with Jaqule Norbury and Karen 
Lockhart as bridesmaids. Junior 
bridesmaids were Dina and Ri 
chelle Wright. Mel Wright attend 
ed as best man, with Laurie Ml- 
chaux and Wavnt Wriglev as 
ushers. * 

Following the reception, Mr 
and Mrs. Rick Kasper left for 
California. 



Fates for Publication of Wedding. F ng»g*mgnt$ and Anniversary no*ict» with or 
mitWiOuf picture*. available on reaue** from tn* Advertising Department 
iSpecial form* to a**i»t vou m writing copy at*a available) Copy for weekend 
edition* mould be in the Victoria Pro** ottico no lotor thon s p m tn* Wednesday 
prior to publicotion del* 

BUSINESS OFFICE OFEN 
•:M a.m. la lilt p.m., Monday t* Friday 


SUMMER SCHOOL 



SPEND AN 
EXCITING SUMMER 

NEW DAWN ACADEMY 
OFFERS DAYTIME 
' SUMMER CLASSES 
IN PROFESSIONAL 
SELF IMPROVEMENT 

THE FULL 20-WEEK 
COURSE COVERED 
IN JULY AND AUGUST 

HOUSEWIVES and 
STUDENTS WELCOME 


CALL NOW FOR INFORMATION 





DAWN « VERNON SMITH 
DIRECTORS 

Victoria i Only B.C. Lie 
Modeling Trad a School 


%Dtnr 


1001 CLOVIRPALK 300-0412 
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CLASSIFIED ADVERTISING 

Fnnrouner laland'a Largett Shopping Centre in Print 

386-2121 

MdtoQtv ttreafB Friday 1 a ■ it f p.m 
SaMrQiv 1 a ■ to ft SI p.m 

1 B1KTHX |l« CATKXINO. BANqi'ETX «l HKI.P WANTED |«l HE1.P WANTED l! IIETKT. HEI.P IT* O.TK* MEI.P 1*4 SA1.ES PERSON* 

CLASSIFIED CLASSIFICATION -*mSST — ««=CEPnoN aooiu|_ oexerai. •«»>• \ UNIVERSITY ~| “! AUBN ? - 


VITAL STATISTICS 
1 Birth* 

I • Card* of ThMAi 

TMt FOLLOWING 

««,fe 


iSSIFICATION' 
Ml LAST PA( 
1 CLASSIFI1D 


ADVERTISING 

All r*to* awavae * 

Mon In Noth tha DaiK 
Victoria Tima*. 

Singl# Paper r 

roqooot. 

RIOULAR CLASSIFIED 
fSfvATl^fftTY ORLY 
)0 word minimum 
I or 1 dav* 

TSc por ward par dev 

3 to J eonsacutfv# da vs 
11c por word pot dov 
S consecutive days or moro 
*c por word por day 

All roai estate. tnabll# Homo, M0TIC1S 
rontal and butlnae* advertising it u Announcements 
const dor Od lo b« commorcial ad- IS Coming Events 
vortisina and will bo chargsd lor 
accordindlv. 


art cn April 37. t97*. 6 li 
al Richmond Goooral 
Richmond. B.C. 






309 Doalh* ano Funeral* 

S Carda of Thank* 

In Mamorlam* 

1110 Funeral Director* 

3)1 Monomania I* 

1 31) Florists 
1313 Miscallanaou* 


_ OiATM 

FUNCHAL 

ANNOUNCCMCNTS 

DUICTLY 

FOLLOWING 

CLASSIFICO 


LOST 


rorxn 


$100 REWARD 

LOst: Wtiito Gorman Shaphard 
dog An*war* to tha nama of Sam. | 


out In Mattnosln. 


visiting Pf 
i. 5H-K3S. 


LOST STRAYED OR BOR- 
rowod: Mv wlto's 1ST* Honda IBS 
T.,n s,„ 


STUDENTS 

PENSIONERS 


ADULTS 


CAPITAL 
REGIONAL 
DISTRICT 
COMMUNITY 
HEALTH SERVICE 


STENOGRAPHER- 

SPECIAL 


SALARY: 1935*1010 POT month 


urdar night 

S.__ 

MISSING SINCE MARCH 23. 
timid black miniatwra poodla 
Baau Baau. Goldttraam Park 
Sooka L**» Rd. araa. S100 
ward. 471-3425. 


ESQUIMAU 
AND VIC WEST 

HOUSEWIVES " “**** 


Biology Dapt 

Qua!me*bone: High Scraol gradu i. 
ation including or »u©ptam«n»ad: 
ov stanoqraphlc training. Ability to 1 
| taka and tranacrlba shorthand ac 
1 curately at a minimum spoad of SO 
I To perform varied aoratariai and, w o rn and to typ* at S5 w.p.m ; 
—-* -— alactric typowrittr with 


I using an i 


COMMERCIAL ADVBRTISINd 

10 word minimum 
1 or 2 oavs 

U.SC oar word par day 
3 *o S consacutlva dav* 

13 5c par word oar day 
* or mora consecutive dav* 
11.Sc oar word oar day 


SEMI OISPLAY 
LOCAL RATBS 

Any advartl*amant wHIcm v «r!w» 
from A P* regular classified sty)# 

•nail ba con»idarad sqmi-disciay 
14 agata Una* pot column inch 
1 or 2 dav* 

40c oar agata Ilna P«r day 

3 to 3 conaacytlva days 
S4c oar agata Ilna oar dav 
A or mora consecutive days 

4Ac par agata nw 


Coming Evant* and 
Maatlng* 

1A Cata'-ing, Bangua!* #”d 
Recaot-on Room* 

'7 Restaurant* 

15 Places to Visit 
20 Lost and Found 

■ MPLOYMINT 
?i h*ip wanted — General 
« Haip 

Skilled Trade* 

24 Salas Parson* and Agent* 

25 Teachers 

2A Part Tima—Tamoorary Help 
>1 Employment Service 
JO Situation* Wanted 

BUSINISS SBRVICIS AND 
OIRKCTORY 


clerical duties of moderate com U . _ _ _ 

Plenity m in# Long Term Cara empnasis on accuracy and comp# 
Section of the Community Heeltn tence in typing manuscripts with I 
sav.ee Depart man i «. c iantific tarm.noJooy. Knowledge 

rJSwJ seSS'. . . _ i at Biology an asset. AWIItYlal 

D4.lv Coionlsl ro^Eor . £3 

«■ \a sl «» ras? - k£ X r irtTTi 

-mate 1110.00 to over SlTlN per Itor^tr sumjT^ v "C*>* n t ' retpondenc* and momorand* oar raoorts, minutes and memoranda 

LADY'S GOLD WATCH LOST month tor HT hour* delivery time W™’* r r,,.f£J!on Daot iofm,n 9 c, « r, ca» ** when reared, to taka and tren 

11th. 1:20 to 5:40 a.m. be each day. As delivery l« made lit | Fox-.Coft"'* 1 Circulation Dm>» igpn.r.7 omic* , ou tmas related fo ls<(ib# shorthand To type sciarv 

_ ■ *-■ --*------'-*“ ^hona Sautll. program activities |titic manuscripts for oubilcation. 

examinations and laconical 


-- GOLD WATCH 

Mav 11th, 1:20 to 5:40 ejn. um- v«». -»■ ■ •*•. •• — D „. 

tween Roya' Oak Shopping* Centre the early morn.ng, there * no In- Fnona WMltt. 
and Douala* and View Bus Stop, terference with other occupations 
A55-t274 reward. i or studies. For further Information 1 

—* —- = - piaase Contact R. Elliott. 353-4111 

LOST. BROWN COWBOY BOOT. I EcJ| 1** c . torw -_ Salon ha , a „ 

green stitching sbe * left toot-i Eatons Beauty saion nae 

Den Ouvctf On road »m t *rwa 
cetwaen Panrvhn and Robert si 
Re vard 3t>-9#69 


HOMEMAKERS 
NURSES' AIDES 

LOST; OUAOK* DISCO CENTRE. WED0X LTD. Is 4 rniwcIM *»OI« * -'ll'"* or Ov «hO"4 to 
12-week-oid Siamese kitten. HEALTH- 


• day 


lumped from car window while mv ||^ AL J^rkfna eytSs*ivalv° f *n nl tha 

1 5°.?."!; Xnfatk ! r* vi ™ 

LOST GIRL'S GRAY RALEIGH j 
bike, with while handle-. 


w.... -- wide variety of m»argating as beliablE OLDER couple as 

oar tapes, on May 9. from Bulien ».gnments ere now available tor manager* tor_ a large^apartment written applications stating quaiiti- 


NATIONAL AND__ 

OUT OF PROVINCE RATI 
Regular C'etsJhed lie par word 
serTi Display 70c oar agate line 
U aoata line* per column inch 


• IRTH NOTIC1S 

Up to 30 word* 53 50 
tech additional word 13c 


OlATM NOTICIS. 

MEMORIAL NOTICIS 
ANO CAROS OF THANKS 

51 50c oer count ling par dar 
3 consecutive davs 
ay par count tine par da r 


PRIVATE BOX NUMBERS 

sjoo a»caot h*id Warned as 
vartisamant. $4/5 which Mcudea •» ™ 
t Position Filled Advertisement 


Contract rata* for local Bu*ma»sa* 

available an 


PERSONAL SERVICE* 

35 Travel 

33 Band*. Musician* and 
Orchestras 

34 Pre-Recorded Mueie 
40 business Personal* 

43 Dene I no 
43 Education 
71 Music Teacher* 

3t Personals 
3) Trade Schools 
MERCHANDISING 
5J Aircraft 

117 Antigua* and Arte 
71 Bicycle* 

•0 Boats and Marina 
*5 Building Supplies 
«3 Camara* Supplies me 
Photo Finishing 
177 Chicks Poult'. Hatching 
Eggs Suoohes 
101 Children* Mlscananeojg 
ipiementa 

«o Fuat 
57 Furniture 
120 Garden Supplies 
55 Groceries. Meat* and'Produce 


LOST: BLACK SCOTTIE.AN- 

swars to the nama of "Button", 
oia-d collar with licence No. 572. 
oesoerateiv mlsaed. reward. 550. 
477-S120 


If found please ,ho “ expariancad in working with 
me elderly, handicapped or chil¬ 
dren. we reoulre r#soonsd>i# indi¬ 
viduals with a genuine concern for 


LOST: TABBY CAT. GREY, 

Clack, and white stripes, with 
white P«ws jamas Bay-Govern 
man ! St. area. Flaooo call 3B34W1. 

LOST - IN LINCOLN ROAD 
area, female Persian Calico cat. 
Basically white with orange and 
CiOCk. reward. 55?-CTOS 

LOST 3 VEAR OLD TAN AND 
white Bassett- hound. (Benny) in 
View Street area Reward offered 
Call anytime. 354-914? 
lost' APPROXIMATELY ? 
months «qo Esguimah area 
qinger coloured, neutered, mala 
cat Reward. 47*7379 


Madox offers. 

Competitive -wage* 
full or part-time work 
specialized training 

We else reoulre individuals wllilno 
to LIVE-IN on a temporary and 
permanent basis 

Phone Weekdays 5.30 a.m..S:30 

388-7388 


Avon 


125 Livestock. Suppliea and Events 
loo Miscellaneous for Sale 
103 Miscellaneous Wanted 
105 Miscellaneous la Rant 

77 Motorcycle* 

70 Musical Instruments 
125 Pats and Supplies 
5* RangM. Stoves a'd Furnaces 
5? Sporting Goods 
ll sallbosts 
SBMI DISPLAY advertising mav US Swap* 
ha p'aced In The Daily Colonist *j Timber 
up to 17 noon the dav prior to 5t TV. Stereo Radio Sale* 
publication — - *"* 


CLASSIFIED 
ADVERTISING 
COPY DEADLINES 

RBOULAR CLASSIFIED S< 

M»ing mav ba placed In Tha i 
Colonist up to S p.m the day 
prior to publication and If 
Victorl* Tima* up to * 00 p.n 
dav prior to publication 


Tima* up to 4 p 
to publication 


51 TV. 

.. . Victoria and Ser_ 

tne day prior it? Aenteo *o Rant Mi»ca.ia r ao .» 
I la Coin* and Stamps 


CLASSIFIED 

SERVICE 

FOR 

DUNCAN 

COWICHAN 

VALLEY 

AND CHEMAINUS 

Ci**siti*d Aas D'oned In to our 
Duncan office ie*ore 3 30 cm. 
w i aepear m th# toliewing ea- s 

746-6181 


AUTOMOTIVI 

155 Automobile Finam 


n« arg 


insurance 
1*4 Auto Body and Paintin* 

1*2 Au*o Repairs. Service and 
Towing 

*• Camptrs. Trail*-* and 
Motor Homai 

a* Car* and Trucks Vkanttd 
i» Csr* for Sale 
151 Sports import Cars 
i4« Lasse Vehicle* 

1*5 Mobil* Homes and *ar»» 

145 New Car Di'actory 
140 Part*, Accastoria* 

ISA Tir*» 

154 Trucks. But** and Van* 

ISA U-Orive and Auto Washing 

ACCOMMODATION 

US Convalescent and Reef Homes 
ITS HOtflS 

17$ Summer Homes, Cottage* 
and R*sort% 

151 Tourist Accommodation 


TERMS OF PUBLICATION 

F P Puollcations iWa*‘*rn) Lim 
(fed shall not ce lebla tor non 

201 A e« r, tn#rte to Rent. Furm*n*d 
StSCr" ’ UC ™> *04r1m4n'4 « ««. 


RENTAL 


In fh# 


% p * r jT CMC#tion* FCrmffit^ Rent 

«>} A P*rtm#nl* W#n**d 


IA ODMUIO EVENT! 
and MEETINGS 

DOLPHIN 
FOOTBALL 
BINGO 

Victoria 
Curling Club 
1952 Quadra St. 

EVERY THURS. 

6 card* $2 

Early Bird themes 
7 p.m. 

Regular Games 
5 Extra Game* 

3 Cards for $1.00 
Good Neighbour Games 
Free Bus to Town 
Proceeds in Aid «i4 
Minor Football 

ATHLETIC 
SUMMER 
BINGO 

EVERY 

Wednesday 

VICTORIA 

Curling 

Glib pL'™ ^^J»!S?BSaS3SI 

--.custom*, life *tyi# and lanouag*. mature 

r a ni w ninrsC 7 DU ^OST; SIAMESE CAT NEU- Pr H*r*oiv with Grad* 1? and h*v# sibilftv 
C.AKLY dIKLO / ■ /Vi fared mar# Sammy Palmar- tr#nioortat«n Sand ewittan apoli- 

BASEBALL 
BINGO 

Tuesday, May 23 
Victoria 
Curling Club 

I,S3 QUADRA ST 
EARLY BIRD 1 e.Ri 
REGULAR GAMES 7 30 

8 GAMES $100 
OR MORE 
NO GAME LESS 
THAN $40 
2CTH GAME $300 


EATON'S 


port*. 


To 


perform 


mimeg- 




Applicant* should have **nk>r *ec 

l2SS rv JStaS!nS r ^* 1 ^«^^i iraehina ard other ftrm* of du 
^ plicdtlng To hi*, answer phone* 
w V om°t*^£Lt ^MwttSnS (min * tfin ** receive visitors. To have some 

SLO.KI,. »ltn 4 minimum 


Mrs L. Smith 
Beauty saion sth Floor 
11S0 Douglas St., vtw 2CI 
352-7141 local 245 


suciacf*. together 
of three year*' exoenence in 
vecratanai or commercial caoac 


The succtMtui aoolicant will I 
enMtad to a wide ran«e of er 
iployee ben#fit* as orovidad for 
the Union contract 


ing office *uoo«ies nand’mo re- 
prints. keys, etc ). 

Saiary Starting salary S547 per 
mOnth rising in three step* to $557 
within 2) months 

Apply in person to Personnel Ser¬ 
vices University of Victoria. 
Building L. not than 

r.ednesdav May 74. 1571. 


Tins CLASSIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACI 


BBTV 

Block Brea 

Real Estate 
Career 
Training 
Produces 
Success 


»- .— _ ..... —.—----- ......... ............. ....mg ....... 

building in Victoria. Starting 1st. .cation* and ammiance will ce re- A<,rTl1 
of July. Duties include collecting |caivad by the Peruonne Admmls pfqiiirfd TYPIST 
rents, ranting, maintenance o# .ggr- trallvt. Asalatant. Caoitai^RaoiOnai ,„ u ltram Hsras 

o*n parking areas ability to do'District PO Drawer r 
minor raoairs (no boiltr*), alactric rig B.C. v»a ?$6 no 
neat, and genera 'v look afte- « "©on on Friday. May 
building. Remuneration , * 


"" ' r A2oi^ "U?” L 

admimsierao. - quickly reach your d*s<r*d level o* 

RECEP- success in pra>itlga sailing. A lev 


vino uiTtS' tionist for laro* tor**try company. *amoles are. Th* new "XEROX 
4 year* oHic* tkoar ienc* nacas- ' , V b ?P* h . Profasalonal Salllm 
1 j*ry Succa»»*ul applicant must;Skills technique, th* NEW "In 

y* it-l »eih iVcur#ta typing, axpa- Hou»a" VIDEO T.V. Trainlna ere 


month and fra* rant ot a two bad 
room suit* including heat, phone I 
and cebievislon. Reply with refer 
anca* to Victoria Pres* Box 34. 


CURATOR OF CONTEMPORARY 
Art. Dagraa in art history, thor 
OuOh knowledge of contamporary 
art (especially in British Colum 
bia). Curatorial exoarienc# naces- 
sary. Application* must be re¬ 
ceived by June I. Position to be 
filled by July t. Apply in writing 
to Th* Art Gallary of Greater Vic 
tori*. 1040 Mo** St.. Victoria VOS 
4P1 enclosing C.V and name* of 
two reference* 


6LCRLTARY I 
far the 

CAPITAL REGIONAL 
DISTRICT 

FINANCE DIVISION 


rianca in dictaphone typing and'B^Bf*). Succeaaful. prestigious *a «« 
recaption duties Good Parting sat- p*°p> 5 * torn, they are era#' 

ary and benefit*. Pleas* sand rm- ( fd throuqh planned training Ca 


SALARY $53|.$1010 oar month 


FUSSY. DEMANDING MOTHER 

, requires high calibre care for her_ - 

LOST - SHAWNIGAN MALAHAT 1 ha ** n 1 in 20 • , ’claai| ,>l otSer^'^alMoln/parson u^ntation tucit a* budget*, slat, 

area small alack and white doo. year# Now I'm earning willing to work lr my noms. ' cai reoo-f. ahd f.nanc^al Mat- 
thm no CO»l*r. reward 743-5*45 or .. % realw to Victoria Press Box meet*, composing routine corre 

35*4111 dav* money Im ^ Jrnb * r °' 

MISSING FROM 1055 OLIVER Avon Representative ” Sell-! child ca r e*oeri*n.e and salary " n# 01 

mate Saaloomt Siamese, creamy me a von mj.rhi wat, s i v VO(1 L*^!**’. H eJ r - ,v '" M fron ' , ' 5 ' Aooi.cani* should nave senior sec 
o« s t. long taf. oink nos* tip Re- K , ' „ ^ • ' Wood «'' ’« ondary uhooi graduafon or tou.v 

ward 551 JAA9 or 555-1102. 1 r " M 1111711 ' — -——• --- - — 


ary and benefit*. Pleas* 
sum* to Post Office Box 130, Crof- 

ton. B-C. _ 

CASHIER-TYPLST | 
Applicants mutt have cashier a* 
oariance be pleasant and c* able 
to deal with oubiic. Soma book 
keeoing and bask IV computer 
_ knowiadg* #n asset Typing spaed 

A* secretary to th* Treasurer. ^ wcm pj«ave gpoiy in writing 
duties will <nciude acting as re- 3n i y t0 737 yates St . Victoria 
cording secretary tor certain com- ygyy i L | 
mittaav. taking shorthand minutas 

of maatmgs and transcnb.ng INSURANCE STENO 

them, tyo-no correspondence and u ^ . n 

memoranda either from ..horlhand Tnrs « 

Hu Ulmn nr trr.fJi cl riMQDaM IvO- ***1*1 *h a commercial line* Or 
dictation or from 0 ‘Ctaononr. ivo lman , p,*v,ous genera' msur 
nanciai ooc #nie ej(: , t , iente essential pleasant 
working conditions. Reply with fu" 
datai's o* qualifications ic Victor'* 
Prewi Bo* 74 

EXPERIENCED CON VE VANC- ** 
mg secretary reou'ed immed a’e 


Only. 

Col wood 47*55*1 - R Kershaw 
Bianahard: Mo-3231 
Don Andersen Bruc* Copw 

Shatbourna. 477-1141 
Al Lea Bob Collum 

BLOCK BROS 
REALTY LTD 


I too! Call 384-7345 for inloi - 


A. E. LePage 

•Tn* name friends 
recommend to friends 
Ae r* Canada's ‘argas* nat on# 
iirm Totally devoted to ail face's o* 
ta il; the rea: estate profession. Our vie 
to i* office I* In nred ot 4 li;*r 


LOST: MANS B'FOCALS IN mdliOTI 
| black cas*. coiwood Shoo Easy or 
Hatley Park_47|-4i4A._ 

ST: IN MARIGOLD AREA.' 

_h setter oupov. wearing rad 
collar 479.5735. 


fr lever. Viclmtjr of Bewch^Dr., 

LOST - SMALL COLLIE TYPE 
femafa txack and whit*, 657 3705 
Reward. 


QUALIFIED 

HAIRSHAPER 


ScMtRETiRED HANDY PER 
son. We are looking tor someone 
»o look attar shoo for period ' 
approx. 


out not_i 

and commission open to discus¬ 
sion. This ioo will lead to menao 
mant position. Apc'y In 
stating age. qualiticat-ons. 


F or a o u o • 

aient iuooiemented by or ihetud- ■^•^ 4 *- 7\?1 Qun can.— — _ . career oriented Ca 

Ing courses in typing (mm at QUALIFIED SHORTHAND TY»» <or a oarionai intaryiew and leart 

w o rn.) and shortnand (min. 100 required tor general insurance ‘ how our many advantage-, c a< 
w^-m.) and standard commercial offlca. Phon* $55-5967 : ‘t#lo vou bacom# successtul 

arvt lat^g *^and g in^'hoo n 'ff M vou a^sacrefaria' * ot RECEPTIONIST WANTED ^QR Wa atso raqwira 1 "cansaa #*Dar. 

are oersonabte* > and n handv wlfh i stanograohic capacity Previous e» modern cong*n.*l dantig* m offlca #nce <j , n Commercial and Invest 

Jl?d IX Kao 7n »' l « ft c# m • financial aaft.nq axpyianca praf arra d, 477-42B4 manf inogiria*. 

- — ■-- -- -- “ *" !jj SK0XXI1 TRADES 

be el-. 


mag* 

writing 

expect- 


....._ ... Rooty Victoria • wou(d b* an advantage 

Prop*. Box At.-;- Th« successful a eaWce wt w.i 

S E C R ETARY-RECEPTIONIST ioibia lor a wide ranpe . 

— . — yae oenetitt a* provided tor 


LOST - WHITE COCKATOO 1 * »«'5 r Y and orasanf opinion, aji 
with vailow crest, has lag bk"*- i ke< ? ’2. coo ‘ 

R*ward._ 475-3555._| flOtnca._VktBrl< Fr*** Bo x 55. _ 

FOUND IN ELK LAKE AREA. J 

purebred ouopv Phone 45l-!4«4. a ? r aa r ‘*^*, *c*'1^ °° 
customs, lit* sty I* 


for on* person office required imutuyee oen**ltt a* I 
mediately. Ottlas Include book the Unton contract, 
keeping, ticket se'es. corre-' 

spondanc*. Knowledge ot Van . Apol'caiion* atving detain of oua' 

- - - ‘ ~i|gggg' IflcatlOnS and 


coover Island essential. Plaes* 


ADVERTTS EMENTS IN 

this ajvssrncATiON 

MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


MEW LICENSEES 

7 


We will provl.. . — - 

wltr. immediate training and 
sales and Wstlng sucoort Cali 
tor an intarviaw. 


tu' 


U S. CITIZENS 

Come back to th* U S A 
booming 


__ axparlonca will 

won, 3M-.131 Frk).y IMWI Q* tl 

I" 3 *,- "> 1 ' Si".TDiiTric‘ p o brJ^ 'm 

- --(Victoria, B.C . VTW 2S6 no later 

... $500 PLUS ROOM AND BOARD, than I? noon on Fr-dav May 24th 
Executive housekeeper Calgary. 1975 
and la no wage mature parson to take full respon- - " ' 

' - sibilitv tor household with J C h»l- SENIOR TYPIST wtth **v*ra' 

. . ... . dren u li, 10 Must be expert- years general offica.«*oeri#nce r* orlcas We need 

cation to Valley Native Outraacn.l encad winter driver Car private Ou'red for ang.nearmg firm Thi* ? » ( h ot tn# 

$-53 Station St.. Duncan BC. bv act supplied Position available ooslt^n Involves a variety of tecx>r.es 

LO*T WATCH with DOUBLE May 79. I97| Starling date June tor 3 years Re'ererues Raoly V.c dut.a* including tvpmq of technical l-SURVEYiNG 

nam and large golden brooch 5th. '975 For •nformat^n phone tori# Press Bo* 15 malarial, and provides challenge tor calculating 

*■“ — and dooortun.ty for an mtalliganf 

DAIRY HERD! MAN OR WOMAN motivated person E*Dar,*n<* *.th 

... for South Vancouver island Farm, technical tarmlnoioay is dasirab'e 

near Victor.# Must h#v# full dairy *no superior English Lanauao# 

* ».-v»rirn • r.rxul c-ilarv olu 1 bouse «l>lll« irr 


Quadra area Reward 355-0553 


t 0 a 

economy and lower 
several oeoo • m 
following ioo ca-, 


386-6331 

[A. E. LePAGE i 

l UM WWW r^ rJ 


548-7SI5 


I 74*-4#13 

hear H.AIRDRESSERS 


suras 


TECHNICIANS 
Dour Cary c'o- 
trave'ses road grades, 


Have opening tor full 

LOST BRkEFOCT SCHOOL. SET haugressar in downtown _ __ 
o« -ar keys Reward 354-6540 Work with an excellent staff 


f car keys Reward 354-6540 

•I IIM.P WANTED 
GENERAL 

ADVERTISEMENTS IN 
THIS CLASSIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


in an established atmosohare Ex 
cel'ent opoori unity, good salary 
ar.d commissiqr Reoiias to Victo- 
• ■a Press box 21. and aive partic¬ 
ulars Ail answar* confidant.*' 

RESERVATIONS 

MANAGER 

For f.rst-class dovmtown ho»e 
Quirad. V4i*t b* fully experienced 
front office orocadura*. 
las and advartiung. F 
li resume eng phon# 

Victoria Press Box 72 


e<oerien.e Good salary olu? house skills are essanf.al Salary com- 
and usual dairy barKtits Aporoxi men so? ate witn exoer.erce. P'ease 
mately uO-cow he'd References reply In wriling Including a de 
reouirad Aooiy 205-3400 Douglas tailed resume ‘ 

St 382 4774 ' “ 


EXPANDING INTERNATIONAL 
company requires ambitlou* indi 
viduais to train to? management 
position* Full or part time, earn-; 
commensurate with effort. 


(Mrs ) P Brown 
Willi*. Cunlit!#. Tail 
Company ltd 
*27 Fort St- 
Victoria B C 
VIW 1H6 


I C. 


VICT 


Of* i A VM-YWCA 
REQUIRES 
IM ‘ ' 


iiabiiif 

M Duplex** to Rant 
’fh. Amm m *>' Duplex** A*nt#d to Rent 
♦uai'r occuo.ad br th# rtam in ?JJ M4lll /varenousa* Storts 
9u es,| 0 n ano Offices to Rant 

A|i ,i*im* 0" e r o? »n Pub"'* 197 HouSakaaPing Room* to Re-' 
* on snai d# made within 12 fou'S 199 hou-,akaepmg Room* Wanttd 
treraattar ana If no' maue vail .11 Houses ’0 Rant. Furnl»nec 
no* be cons dared No claim v. " 210 Housas to Rent, unfurmstad 
oe allowed for more than <tnr ir- 212 Houses Wanted *0 Ra" 
co'ract Insartion no 1 *or arrov not teg Room *nd Board 
attact.ng tn* vaiu* o* #dv* f '.se 191 Room and Boa'd Waniaq 
mant 193 Rooms to Rant 

All asfima'a* o» cost #•# a es-o> i» 4 Rooms wan'ad 
1 mate Aove ’ so'* w. La charga«s 204 snared Accommodal ans 
with space actual'r used 
All advertising copy w." oe sue FINANCIAL 
» th# approval ot Hw V.c9jna Au , amon) „ F, nanc(n< an- 


MEMBERSHIP ANO 
PR DIRECTOR 
>*cAR Y $9,000-$ 11XXX. 
Depending on Exper encs 
An axc'ttng and .ntarestlng - 


I—CIVIL ENGINEERING 
NIClANb tor dBS.gn 0' 
subdivision layout co-o 
ol design with utility 
r.es applications tor zoning 
Federal Grants environmental 
checklists etc 

3 DRAFTSMAN tor comp!#t.on o* 
road storm santary water 
subdivision iagal drawings etc 
Salary completely oeen depending 
on qualifications, nowavar, w* are 

... 'ip, ar“aa!5» 

„ _ _ _ WAN I ED - EXPE»IENCED ;NC^i|0|tur.NAr IntormatM t*ll 

»IM Mv.mi.na. PW.M MnQ'MIW*.*". i" 

-'rap'v In parson to 907 Gov't St 

ELDERLY LADY REOUIRES A Victors 

companion-housekeeper on $ off - , -ji ' . — 

manent oasis would ba ideal for a RESIDENT CARETAKER 

•adv in good naalth w tn * car who MANAGER 1 mi~ iwiv»W- 

wouid aniov a waterfront home. Re«u red fo' si-suite apartment In, a nd gan ara^.ytoec 
• in- Camoba" Rivar axoarlancad m#-- 


HAS YOUR OFFICE DRIED UP 1 
Whll* others wait and complain 
about the market, wt are building 
With one noose left In Phase 1 ano 
,. Phase H now ready tor t*i* in ou? 

ordinat on , onsdale subdivision the so ahead 
cornua has been given to break ground in 
our newest subdivision. So. w* are 
looking tor * producers to 'bin our 
successful residential saias >*a rr 
Good solit and benefits available 
For mor# ntormatlon in total con 
tidenc# call: 

WAYNE S FOULDS 
3854434 or 384-8075 pager »4i 
at* . WILF GEE 355-4434 


- EXPERIENCED for l.r. 

1 gallery work, or m* •• ‘u-iil t#iar»c*#nd ,0 

arassx waiffiair 

OT swt—H'rg *^ Tacoma Wash n ? ton 9*40? 

' I £or» 17051 393-4491 0' 

such as racafvaeits^payrolL^jhM Co}hk 1_ 


Ttanant oosltlqn 


p-.„. *m rm-v. tn. r.nt '» F 

»* Wi L..n. Ir.fc.,«n,t 

aw advartitamerts m'jst «mpiy 234 Mortgages fey sale 
A,.n n» er.“n C.l.mol. Human (8 wVnmd 
Rights Act This act states no ad 235 Wanted to Barrow 
vartisamant mav state or imply a ...... 

preference, limitation or spaclflca- REAL ESTATE 

♦ion on th* basis of an applicant s 250 Acreage for Sa a and Wen*#d 

race, religion, colour, mer.tsi ?#o Business Oooortumtias 

status, ancestry, pise# or origin. 741 Business Opportunities Wanttd 

not. or sex (unless th* matter 747 Commercial or Industrial 

relate* to tha maintenance of pub Propartias 

He decency AND prior aporoval 2S8 Condominiums 

has bean obtained through the jjr Townhouse* 

Human Right* Branch) , ^ J53 Country Homes and Properties 

While every endeavor will be 770 Exchange Real Estate 

mad# to forward replies to box 290 Farms for Sal* and Wsnt#<j 
number* to the advertiser MW" 263 Garages for Sal*. Rant. 

•s possible, w* accept no liability wanted 
n rasoact of lots or damage a 1 253 Gulf Island Propartla* 

»o ansa through either fai^ 250 Housas for Sa'a 


’ negligence o' etharwls* 

“notice 

OF COPYRIGHT 

.i: comp'at* and so'* coovr'dhf __ 

1 an e aavert'seme't produced ov MS up Is'and P'operties 


, . . Inos ’ . 

771 Lots fer Sale 
254 Mainland and Out-of Pre.inc* 
Proo*n»i*s 

273 Proper*> ‘or Sa'a 
774 Property Wanted 
?44 Revenue Property 
?45 R*v*nu* Prooarf.es Wanted 


Publications (Westa'n) Llm 
ifert is vested In and balongs to 
F.p Puo ical.ons (W*st*rn) l m- 
*ed orcv.ded noaever tnat ropy 
'.eht 'N THAT PART AND THAI 
PAPT ONL Y 0* *•'•' *. xin aove' 

• sameni consisting of iHustrat.crs 
horders. s.gnatgres on simi • 
'omuonents w">ch is. 0' are Su3 
o'-d to Victoria P'ass br tna 
advertiser In th* form or reo r o 
d jcflon proo*s ve'c-x* angravlngs. 
ate., and incorporated in said ad- inpniI „, 
vartisamanf shall remain In and Canada 


belong to th* advertiser. 

BUSINESS 
OFFICE HOURS 

Monday to Friday 
8 30 a.m to 5 p.m 


Mailing Address: 
Victoria Press 
P 0 Box 300 
Victorio, B C. 
V8W 2N4 


?$• waterfront Proo*nies 

SUBSCRIPTION 

RATES 

Anerevar carrier serve* is 
rra.nta'nac. $*.W oar montn 
Bv mail - Vancouver Island and 
Go.* islands $4.00 orr .month, 
$17.50 oar 3 months 835.00 per 
months, $70.00 per year Rest o' 

' la $7.00 oer month, $20.00 ; 

months, 840.00 pa? 6 months 
$80 00 oar year 

Outside Canada. $)8.» oar 
month. 8720 par v**r 

BY MAIL _ 

Saturday Timas Ontv 
Sunday Colonl*t Only 
Canada. A0 cant* oar copy, 8)0 00 
par vaar, 

81 05 aar eepv 


R E PRESE 1 NTA?IV E 8 

°Mr?H ILT^N'h 8 l' 746-4111 

Nanaima 75»7*A 

Lake Cowicnan MHM 

United State* Representatives 
LANOON ASSOCIATES INC 
New York. CWcaqo 
Atlanta. Boston San 
l os Anatlts. PhlladaloniL 
esttr Cleveland Cn*rk>tt*, .... 
cinnatl, Syracuse Hamburg, Wll- 
iiamstawn. Clinton, 
uavittown Ra'aiah. 


esquimalt 

LEGION 

BINGO 

Jl! Admirals Rd 
SUNDAY 

Early Bird I p m. 

5 Cards $1 

Regular Games 1.30 

ti Cards -W 

I Extra Games 

j Cards -$l 

. No i lames I-o>s Than $23 
PREK BUS TO TOWN 

NON-STATUS 
INDIANS 

BINGO 

EvAry Monday 
LSOUIVA..T LEGION 
ADMIRALS ROAD 
Early Bird 6:4S p.m 
?0 Mam Game* 

5 Extra Gama* 

Free Bu* into To*n 

After Extra Game __ 

Also F'#e Bus 'eavihQ Langford #nce Aoply 
aero** iron- Westwmd*. at a. IS j ingranam Hofe' 
o m return,no efter extra oames 
FVERYONE WELCOME' 


must o# a non-smoker-<trink#n. 
elides room, board and some ra- 
w .. munaratlen, rafaranca* Phone 
lion tor in# right parson. Applicant '6S6-ljfiO after 7 p.m. _ 

»houm hav* public relations and iccictavt \fi\ ATFR 

advertising framing or experience ASOIM A.Y I MAAAUC.IL 
Aritmg and chotoaraphy skills. o« (.lOLD'S F'.ABRICS 

creative tiexibi# ust initiativa. t , n . r 
and a nave a conviction about tn« T h * f S?; 

.alue of 'he work o' this As*o< a- “^c# ^ the iata^^^Th.s 
• on. Respons.C f.es mc'ud# m*m- .wssihon* Veai*'' phona Les 

b#rSh o and program promotion f Fll.nit at $9* T>*3 to arrana* n»a''e n - "‘" r ~‘' c - -- -- 

oreoar*t.on of brochure* advert I*. .nlaon a^ , ”** f ° * anfl# ences reoui'ad Victoria Press Bex a 1 pnasex ol 

ng n**n r# *as«s ed flng med « or * n t 0 actions 

•e’ations. diSPiavs etc Aoplica JANITORS JANITORESSES if sTTvirpo - pr# ?* r 

f.ons 'N ARITING ONLY oetor# you a'# experienced in gener# WANTED MANAGER 
June 5 to Executive Director YM- rousekeeoing floor and window f- 0 r health food store, city centre ’..i:'.. r .|i 
YWCA 880 Courtney st V8W 1C a c ean.ng. able to *peak Fnqiijh $ en d lull resume to victor.# Pr*»s . Sjt.L 

—" Box 35 


ELECTRICIAN 


SALESPERSON REQUIRE D 
Thomas PlimlOy Ltd. rsquirea • 
new and used car salesperson. Ag* 
and ex oariance no barrier, howav 
er. sales exoarienc* would ba *' 
asset. We will train The suitable 
A23-5736 applicant W• ott*r axcaitant bar 
efits plus car. in return w* seat 
career minded ndividual to serve 
Victorian* on tha trusted Ttvoms- 
Plimlay l*am Aopiy to Thom*- 
Pllmiay Ltd 1015 Yetas St ra#’ 
38 7 9121 


cost M 

A a oar , 

roctivaj 

apply. Writ* 'ono rana* oroaeocts and aaiar* 

Rlv*r w!l f# tut'v com man* ur at* wjth 

— - ------'experience and demonstrated adHJ- 

ELDERLY LADY WOULD LIKE tv. Please reoly In own handwrit- l f 0r a i,rg* progressiva Victoria 

a 'amate companion to liv*->n and ing to Victoria Press Bo* 85 'fat firm, required for full-time plant 

assist casually on a daily ba*'* no Inq experience andI qualifications ma , n tenance on all shift* AopIi 

regular hour*, freedom of move- *nH cltinq references cent must be a cerifled iour- 

ment. Victoria Pres* Box Al i- ' nevman e'actrlclan with a mini- .1 WT-. _I— w .^ , 4 .. 

VICTORtA SENIOR LADIES RbS- EXPERIENCED SECRETARY a °LL 1 JS2, ng*know5S**S iicenk ^ raattof? W# offer #«#< 

.dance -eguire* a**istar.t t.- th* ■ for real estate Conveyancing re ^nr# 5 ROM wprkmg know^dge of , iva feciiHies. central -oca 

«n» I»n i,m. on_ Y" 'ZSSrVnt wmiSm & iSt fi iSH ■"?»"« MSS. *££!£' 


CASTLE 
PROPERTIES 


o' real estate trans •wn«.n •uvu | rlnfl- h .__. .. . raar ., 

Iff, 


and wish to work _ _ ... 

THE BEST THINGS IN LIFE ; t*bi'»fsed ianitor'ai contractor *f a 
are #*p*n« ve' A second Income oom rat# of pay. P'ease phone EXPERIENCED HAIR STYLIST 
•»n hflu vou pet in» -est for your 3A5-4S33 required. Zxceiienf working condi- 

famiiy Cai Local Am,w# v Dislrib- . r.orvFBy cT-hOF BFQii BF< ,kors pleasant 8»a«. Battar 

u«or tc- ceiB.it 65?: $82 8 a.m.-9 . r..9~. .1- S I£?, y. commission for oood cilantei* 

■ uiifsSn r.srs'T ss» s p ~"* “i*_ 

PART TIME MECHANIC TO SER- *'•'<'* ’<> V ctoria Prasi Bo. 51 WANTED RELIABLE 8ABYSIT- 
v-ca heavy ou’v truck fleet Apr ^ r#t*r*nc*s, axoananc*. ter from 5 30 p^n. to 2 a.m.. 5 

tud* to? prevenf'iive a.a.nfair.anca 1 ,n<> Rf 100 * num ber _n>ohts a week. 2_ weefcs a month , 

and Qualify workmanship. Tnis oo RESIDENT CARETAKER RE- 
Aopiy VF?tpr \a ^rsi*. ouired, July 1st.. 35 su'ia osart- - 

Apply vict oria P rat s, Box AS. _mant bulldlnc. vary dean ang PART . T1WE receptionist RE 

SUBSIDIZIO day CARE “■ —' -- ‘ -- 

ouired for 17-monfh-otd bov. 

mother w.th young child. Must 
love children Monday thrcuoh Fri¬ 
day Brentwood Bay area *52 4302, 
after 6 30 


minimum. For 

■ “54111. * 

Ooreen 


I STARKE 386-A164 or 4/9 35*6 


Tool ond Diemaker 


SALES PERSON 

CARS - TRUCKS 


MONTREAL TRUST CO 

Wf HAVE A POSITION OPEN IN J___ . ... _ 

our consumer lending sh , i . .. nl . B iif 1P< i Hi"* dealer raquir** new and 

for a ci*rk-typist. Applicant* anouid on a tuil> quailliea used %al#a person - eristirvj sta** 
should have som# expoaufa »n Wiis tradesman, experienced In average $2000 $3500 per mont 
field. Preterrativ gained through J Lot* of walk-in tratfk. Vahic* 

working in a financial institution all aspect* f>« building and supplied plus b*n»tns Cali E r n • 

*»■.» %£• .nwinuirane [>r«f»ssive »*“ •"* 

che.s. Thi# 


and Victor St. area 


Nova Scotia. 
Pembroke akx »0 


Sooka Rd.. 


REQUIREO FOR JUNIOR RE- [KKition 
caotion and ganar a 1 office dyijo* 


Chant Motors 

pern;anent, River, p i 00245A 
istlenns excellent 


Ltd Campo* 



CA8ETAKINGSUIT. | pted* care and attention. Call 
aola for retired couple or mdlvidu V.’ESTMONT REALTY (1977) LTD 
a'. Must aniov gardening and hav* Hil'slde 355-4434 

own transportation. Located In- 

North Oak Bay Pleas* reoly in MUSIC STORE REOUIRES PER 
writino to Victor * Press Box 26 


WE HAVE OPENING 'N OUR AC 
PERMANENT Counting daoartmant * 


NURSES.. 


Phone 604 294-0944 tor interview 


PARISH 

BINGO 

I’aritfh Had. Uuislntil 
798 (iOl.DSTRFAM AVL. 
TUESDAY. 8 P.M. 

15 Game* 

Krcc Admission. 3c Caitl 
Minimum Prize $25 
1st and 7th Game — $50 
ONE Final Game 
FULL CARD 
1130 Prize 


part-tlm*”Credit Union Taller'for with experience on M.C.R 3300 ac | 1 ^ l\ JL J negu res ^#yerai D Ltenr*d o' E n*J . 

Saturday* 9:15 to 1:15, $5.00 hr. counting machine, wi 0 has wonted ^canced Re*‘ Estate S*l**m#r 

wtth - retwiwisiBa attitude. I » Z3T _iS'gCT: Gerfatrlcs tSSuB lbSut>il1!Sl. 

2Vj i1Kleia* r 5nd McVoro^tn amw' ,D ^f L J0B P °* ing #i2T?a 2l*^o°tvoa Aooiy n or pan time all shift? If you •r*|** # * tima^fjSfS S **b*com* 

7a tail sales and background in imts caretaker duties for 24 suites *7t.na to P O Bo> 1053. Victor-* con-ildering oattiho back into nurv r.N » m tiuh, . 

general cook Tnci eioarTeoc * nd ?*l "MB. r «- dose to town $345 oar month. R*f C»W ?S> . Inq p ease can Oiractor of Nurs-! Jil 1 

#rtrc., pihi. „ |GM ; P NE , 5Et , c G „ 

"• M °K,L EK “;r?. ~EFD;'EXPF«IENCED telephohe ;;,!?« to. do.r,.^ 0, -- 

ed. Quiet gentle, non-smoker Full! solicitor to operate *rom own'f| Ct Must aniov dealing w'th peo nrmcAlXCnC 

CERTIFIED DENTAL ASSISTANT ?:” r "'V'Z Mowri .« LL ,0 ‘’* corrsmlb- 0 \, variety of dut.es including RETREADER5 

- • ^ Victoria. L^Vmi* Be * con Mm p 5 ,k Ph o n *. slon Phpn* 355-391? tyali* 


required .mmediatehy ... 
dental otflc* Good working cond. 
fions in peasanl surrounding* 
Asp'v V ctor.a Press Box sa 


S56-3550 

QUALIFIED BAKER OR 
baser s helper, salary commensu 
rate witn ex&arisnce dental plan 
and oroft savings plan. AooW in 
parson, lilt Northoark 


. slon Phone 355-3912 


URGENTLY REQUIRED. RELI- 
ao'e daycare for 13-month-gid girl. 

weekday; 7.30-4. from Mav ?Sth__ 

,0 J V. f £J 71h EJguimalt 354-2470 LOVING BABYSITTER FOR 16 

or t/a-rsK _ month old baby boy 2 days a 

MATURE WOMAN FOR CHILD* "•••' nom * * 

car# ©f 5-v#ar and 8-yt#r-old. 11:30 YO^$• 476-3087, 354- 5520. 

to 5_o.m, Monday |o Friday | WANTED CARETAKER 

. suite aat. block, live in. 

___ adult erlenlad. N# pats, peed 

PROFESSIONAL CARPET salary, nice are*. 355 3435. 

Box 5). 


21 OFTICC HKLP 
ADVKR nSFMENTS IN 
THIS CLASSIFICATION 
MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 


Work Starting sa'arv $700 
month P ease phone Mrs Hav# 
•ock at 385-4)34 tor interview 


Phone 3AS-3513. 


VIC WEVT V3CCER GOVERNMENT SUBSIDIZED i- irT11 ._ 
V tv- WC.D i oaytara required tor IV* year old f'CTURE 

bov. from 9 to 8. Prefer jamas 
Bav but any araa is ao 
254-4535 


STENOGRAPHER II 

POLICE *DEPARTMEN1 
City d Victoria 

Salary 5817-5554 par month 


th peo 

nciudino .. ______ 

and oanaraj oMk* * Nu |, ( ax0 individuals with Ban 
dag Syitem know'edoa Too wage* 
and benefits Exce"*nt Plant con 
ditons Contact Dere* Savwen 

GENERAL INSURANCE OFFICE N * n *' m0 ^ ,,,r 7 ° m 

'eoulre* a tr'ght inteiiioant parson ' zil * 

fo r receptionist and oanarai office' ncnrTCncn 

duties, oood tyoino e**enflal Pret Rtolj I tKCU 

ertnee wifi be given ’o *po cants 
, whh oreviou* insurance excer, 

' ance. Raoly in writing to 
Shane, n«aJ 13499 Eon st rear 

JR. STENO REQUIRED FOR I ah I ft*. "Contact K. 
real estate and insurance office; . 
some experience preferred Shou'd 

hav# typing, shorthand and cMc PLYMOUTH 


OPENINGS FOR 
L' REAL ESTATE 
SALESPERSONS 


K X commission split. ? or 
Ccminium oroie »* require tale* 
cersonn*' T'-iijg 
Bvron Price 8- Assonatae I td 

'NSIDE SALESMAN NEEDED 
•or bo lder* supply at Camona 
R.var on Vancouver Island. R#p-r 
in your own handwriting statlne 
a" ag*. Qualification* and rafaranca 
.mas^ 354-4713. j Must b# experienced. Good salary 
.... __- banaf.ts Reply to Victoria Pr#i« 

ENSIGN CHRYSLER I Bo« ». 


NURSES 

savaral positions available for pri 


BINGO 


iccealpbia. 

“COTPLE 


FRAMING — PAHT- Appl'cant* muSI hav* high School 

STvJsrKS jr*'_ txra ^v;s -yaws 


prtfarawv 
rianca. Contact Mr 
■2411 


BALI! 

_ A leading Canadian lit* Insurance 

with company require* * raoraaantativ* 

a-- im-i -- r: 4t1ai sa 


tor th# Victoria area. Initial salar. 
rang# 5130041505 monthly for tv.<> 
rears — with bonus incentives 
Excellent training. 


RESPONSIBLE SOBER C« 
required fo manage a newer 

C*»mp’*#ii River m $SS0 * b month. lass ' _ _ ' aJfk^awwNanca 0 and^DravCiH'ax* 

r.n. R».yjrictor.. CDOPLE »s »«T.TmV, HE- CS-cVt'TW?. "oK.fe.Si 

. EXPERIENCED APT MANAGER 'Of* •ffi" H'*'* k ”* 1 would b# an su«* 

BRING YOUR 7qp*cuRE-> r 59ulred for new 21 $wlt# apf- ^ , 

° ou - - - •-" t - U -li- .398-7573 597 4475 I Applications In writing, slating 1 

and 


Every Monday 
Early Bird Gama 6 45 
Regular Gamas 7.IS 
Old Aoa Pensioner* h#ii 
G overnment Street 
l N G 


^i-BTBkWAWS y. »- 22! -«c !a!t 

— — ■ — — - - Chry*lar a xo*r M 

REQUIRED — TVP1ST-RECEP Svd Mudr m-2 

necessary! ^Su’ccwetul # M4Mlca C ht . ktM ^ Icator i 

must hsva i#*f accirata tvolng $ktn ad jflrg a nd oapar agPj'fRtoF j ftdanca to Vi ctoria Pros* Box 81 

and pieasanf te'aohone manner. , W ^manen* Position cxcaiiani - - x p, 6 -|« NC gr> 

«-«"♦ »‘ JHI .Of .000.0. fShSSMulS^tffSff I in M« UH rmiM M W.5S 

- our continuous production Of au# 

PLEASANT PERSON WITH MINI ' BOATSUILDER WANTED f v homes B.C >it#nc# not ess#r> 
mum 3.years qener.l oHk. ORNTW !’slon." VilVv’ f!£! ReSS' _ 

Harbour Marin* .V#v*. 52J Head Co ' ‘ . 

St Victoria 386-5632 


Ltd 478 1721 


reai'Ons and ' Don't Wants to Husoand and wife team p'fltrttd. | 597-4425. hrbih«i.*ii» in »"n"« 

Whfiald. roVsia HHI Hall Mini Swao en<i nfrU# stating qualifications cental HYGIENIST p A r T I »59. axoananc# qualifications, and LEGAL 

Francisco. M , j v>r exoer.ence along with raf#r- l0 ~ _ rfv# „(' v * .or. sot ed orac' »#*ePhon« numoar will b# received Our chant Is seeking a mature In- 

you* V qwn SP.C# for $3 ' ,ncM •« Victoria * r ** 1 Bo * »!<• M W7 * ,h * o^$o«n5' OlfKtor. City dividual with several year, ganar 

sa- ss: 1 RSirrSkM®w. y &&»* M computor programmer -Li; .l .... ^ 


PHONE 

DIRECT 

386-2121 

TO 

PLACE 

YOUR 

CLASSIFIED 

ADVERTISEMENT 


PAGE 

REPBODl CTIO>8 
OR 

MICROFILM COPIES 
OF 

COMPLETE PAPERS 
AVAILABLE 
FOR ALL PAPERS 
PUBLISHED 
PHONE M2-7211, 
LOCAL 17B 


OAK BAY MINOR 
SPORTS BINGO 
NO BINGO MAV 22 
NEXT BINGO MAV 25 


C k2£uSI?*qf ?f58Jn^ E .r.ar7 rDlN, *e « 00 * SERV.CE , 
r JS.* .dK* - - .y t * 8 -*- - V J konnai required f or avening work. 

a?iS^' lC ? V-JtSfflf wl,n •*P5ri#nc«. 598-4511 


OENTAL ASSISTANT 
_ 1 recaottonl8t. I chgirsid# 

IB CATERING, BANQUETS »»h*. akpari#«c#d only. P'aasa 
and RECEPTION ROOMH ^ rMW,, ' i '° 1393 M,II,W * Av# 


GEORGE'S BAVARIAN 
BANQUET FACILITIES 
lOBl Pandora *83-7121 

INTERNATIONAL CUISINE 
S DINir * - 

SMALL 

UP TO 156 S^^IlNL _ 
ENTERTAINMei 
AVAIL ABLE ON Rji 
BLACK PRINCE CATERING (157*1 
ltd.. ASS DouitoS St 255-4455. 
Far all your catering i 



•our cat4 

_... MM ... 

or an your prgmlgga. 


Chef 

kina chef raautrad immad'ata- 

Imtr - — - 


work no chef raqun ._ .. 

ty. Smltty's Restaurant. Duncan. 
Salary na a ottobto. Phong 74»44t5. 

HOUSE SITTER REQUIRED FOR 
Rockland araa horn*. July 1*Awa. 
U. Rafaranca* aesantlai. Victoria 
Pr ase, Box 42 _ 

SMALL AMOUNT OF BOOY 
work and aaln» a Motor home. 
Hava^ii material and equipment. 


DECK HANO FOR COMMERCIAL PUBLIC *0*K$ DEPT, 
salmon troiiar. Must have 3 years City of Victoria 

aesi* •**artonce 478-5321. Mi-5108 

PART TIME DAYCARE RE- S *'*" » , . , **4 , 'fn *" mert '’ 

infarurban area, to carry our senior clerical work 

475-1574, 475 4855. _,n * tachnicai area dealing With 

EYttTT ER .WANTEp. St DN/yr | gf r 

^ As wan as a suoarior clerical abil¬ 
ity, a oood general knowiadg# of 
tne farm no'oov used in th# build¬ 
ing. plumbing, and aiactrical 
trades is reouirad. 


ence Mu** have »xoari#nce 
osvroll, bookk^eo'ng invoicing 
and general receptionist duties 

| Aooiy Victoria Pres* Box 37 CUALIFIEO WELDERS. MUST 

be abi# to read and wnderetand' „... ,, 

blueprint* Raqj.rtd imm#dlat#iy £5ri2k ENC J& 
fnr local fabricating shop Apply to 1 FOR AGGRESSIVF 

Victoria Frets Box 852 SMALL DEALERSHIP. Aopl. fc. 

M __ __victor.# press box ■» appointment only Call Rag Midf 

enc*. Ton 8 for too skill*. Prim#. C'PENINGS IN VICTORIA MA I lev Motors Ltd 38S4754 
parsonnal. 385-7012. |Chin* shop tor g uaf'flad ma — - ■ 

ACCOUNT,.G.DENFRALOEE.CE ' fifcjlWiiriK -“S" 

^r d k jsaSnj5a«rj«: ■ 1 ^ '• vlc ' o ''• •" - 

red. Apply in writing, In conf-i ESTIMATOR-BOOKKEEPER 
danca F.O Box »#J. Victoria, qu'rad bv general construction 

"‘“ m • ,o 


BABYSITTER WANT! 

ais fflsfcr/g g 

BABY»ITTER-J:J54:» P.M. 

Bsriiy .Ttjrw!. r* 


MIDDLE AGED PERSON FOR 

ttort^aqulm fr**'* 


GRILL COOK WANTEO 


WANTEDt RELIABLE 
♦cr l*ta avening# *l*ao 
Ctmaaun. Phong f5Hyi 


LC PERSON 

* ovar. near 




Hi#n school qraduatton grgtarabiv 
including or iwgplamgntod by 

#xpar ence aw#iit cation* and faio- 
phone numbor, or on a term pro- 

noon, Thurgday, Mav 25. 1525. 


SALKS PERSON WANTET 


MORTGAGE BROKER 

last working condition# Pun co 


LEGAL SECRETARY 
BIMrad must -eve B.C. #xp#n#nc# 
in corporal# attat# and conveyanc¬ 
ing work, starting salary to g9oo. 
Gordon Head araa. Phone morn- 
Ing* Sa ndr a Bvrna, 477417 1. , 

ft- g'-Xmi-g yic, «S9U'»« 

nursa-recaenon'Si ror 4 
weak Raoly *- - - L 
stating ao* 

CV* “ l 


QUALIFIED PLASTERERS AND 

WXZXt' ,cw vU st - 


fi 


WANTED CAPABLE CLERK 
Tyol|t to do part lim# otflc# work 
In *mat( office. Apply to victoria 

Pratt Bov 12 giving orgvieqa affka 


SELL IT 

THROUGH 


CLASSIFIED 
DIAL :,88-2121 


R M GEDOES 
Principal ^Mortgagee 


Ltd. 


_475-1*1 

" RENTAL MANAGER 

$25,000 tor 3 months work shauxf 
b* BOSS 'hi# tor aiMUHtad party - 
location Duncan. 

« 



SALES PERSONS REQUIRED BY 
#<p#nd*n« company with four Blv 
along relating to bal Id tna matarf 
la's housing, and daaign 474-2121 


Classified - Victoria's Largest Proven Market Place-Where Your Articles Sell Fastest! Cost Less to Sell - 386-2121 


r 


i 










































































































































ADVERTtSfcMRNTS IN 
THIS CXASWIFtCATtON 
MUST COMPl Y VVrTH 
THE 

BRITISH COLUMBIA 

HUMAN’ RIGHTS A<'l 

S.D. No. 65 

(COWICHAN) 

•••uved tor Saptemoer , 197*. 

CHEMISTRY 

TEACHER 


«• (imnnn wumtn 

V * F I * I f N C *V »OOF*R 

- •* YHeilrt 


eXMRUNCID 
duro o ft *>*• ( 
5924*35 even*## 


T ACL GRAS* 
v*rd» vaclm 


CUT 


M 


fit 


n BtmtH lfcR\KH 

and imtrTTORV 

narpentert 

HOUSE nOC’-TOR 


si ittrtttt NtRMns 

and nm»TTOHY 

Urm liti 

DRAFTSMAjr witH J YIM! 
•koonttHO in *twH*9ur#i dbafon 
• nrt aronlno te do plan* tor re»i 
dential end iom mere lei building* 
k»WI 




.. - From »undeck* »o Mm* addition* 

NEEDS SOME HAULING’ *A$f Let'* pot your d»* into reality 
"•"tv compost* too»oli. •?< Very You 11 be sorry el • later dote -t 
roe son* bit. MS-7965 you didn't welt Kv "h 

met# Ero# house ceil* 

(aMOENE* tEXPERIENCEDl FINE fAMENTBY .AilNETS LI M I IDIllAkl \ 

III >4?r Ref»$7hoor end complete renovations cell any |J I II I W 11 J/jlu \ 

of our customer a for their recom I I V U l\ IV/ “ I 1 J 
meodetlom Our once won't hnocr 
you ott vour feet Cell PhTiii 
Stockwood 3*$S5‘i 


i *\*rsTA* ae.ru rr* 
•nd directory 

Home Improxrmmt* 

SOMERSBY 


Rl MVfc%| 9RR\H t.% 
f»Rd DIREl H9R\ 
rimuerere 


v-^tone 


DAILY COLONIST. Victor* l£ 

n ilMnr* 

v° u . dT.v.SircHOoc WANThD T \\‘ 

"» FELLED BUCKED ™ 


TKADB KRIKHA 


SPROTT-SHAW 
College of Business 


Cnemeihue _ 

•oceted eoout u mliu _ 

D--^* n - tpH Moot enrolls about 
«00 students,, ,n grades M2. 

Appl cents should be well qualified — 
end experienced In the field of *3 
wenerel Sconce end Senior Chem 
‘•try, up to Scnolarsn.o standard* 
trev must else heve, or be able to — 
obtain e B.C. Professional Certifi¬ 
cate. 


Effective ... 

, • ire loo ski Us you need. 
v ^°°J: Secretarial 

|ga_g TcWfBT 


•conomfcat training tor worker*. 
» /oo need At Emu 


TIREO OF PAYING THAT HIGH 
priced help? Do It yourseft At 
Tool* 'Q Spec# Tht profession* 
work shod for Amateur Wood 
JM Catherine Si., 


shoo for A 
anTsiJ-foGO. ] 
■squimelt Rd. 


Manufacturer* 0» wooden window* 
thermo or stnete gated Repo rt 

to anything rn wood Finished 
' lumber end moulding*. 

Cr Hillside end Bridge 

I FLY SCREENS. PATIO DOORS 
I t'lted long established Reason 
able Duncan Ltd. 3*5-42)1 

UB(lM«|llS| 

"barker 

LANDSCAPING LTD. 


* HVUV tHtw 

M Congratulations »o 

puamsmg A*0|aKET 

iff °' d#r cKw Knioht. Cave Smimi J*iho 

■1 , eae-iOM Victoria Police Deoertment to 

xw ,F ’ ■■■■■ 


5"iMa> May 21. 1979 11 

as fHIUHNO ICT fUl 
VICTORIA ttyj^EN CENTRB 


PlNittltlag and Heating 

AQUARIANI NO 


BANDS. MUSICIANS 
and ORCHESTRAS 


CUSTOM CARPENTERS 
Specialists In finishing cerpentrv 
and cabinet work. Quality kitchen. 
- bathroom libraries, fitted furniture 
and renovations. For prompt ser¬ 
vice cell Terry lizard, 3*2-2709 


Floor Coverlno Soeclalitn 

CUSTOM 
DRAPERIES 

Bedspreads Dedicated to keeping the Garden. 

SERVICE^ city beautiful.,Mev we help you do 1 


Bates, licensed 
•nations, or 
i guarantee 

isnip. 470-1212. 

DAVID S >LL MBIN< 

R 


lumber. 


Emergency servi 
tanks, pium bm y 


I ’IS PANDORA I 


JU740X your pert? Professional attention I 
to any lendecepa • garden 
. tee. »S-« 


i Competitive estlmetee. W5-1323 


WORKING WEEKEND BAND RE IPI 
ouires both lead vocalist and Isad 4?e.*97. 
qultar, axperianca preterrad, oro- 

1 .HU.M. .... .. ^ . 4 * — - 


Pacific Draperies 

CUSTOM AAADE DRAPERIES j RESIDENTIAL AND COMVER- 
Commarciai end ResIdenttPi ,clai tandr«aping contractor and de- 
SRacialists signer. Quality, experienced u 

450 Hillside 3M-4A13 1 menship. Reasonable rat^s. 


JIM MCGREGCMx 
New Phone Number 
;>8>9239 

PLUMBING 


STANDING 

Fir . Odar or Hemlock 

Community servicea'ind rej'ident* Ideal Sawmill Ltd 385-0141 
of victoria *hOuld watch out for ' - — —>- : — — 

»nd heopy retirement Vour City'--- 

Watchdog requests the Victoria TIMBER WANTED STANDING 
resident* to attend possibly the |0 r felled Top prices paid 3I5 701J 
.. .leal evening council meatlnq 'anytime 
work- j unless there It a large attendance 
an Thursday May 25th at 7:30 e.m. 

Your City Watchdog w.thes to R-. MlUtlMi SI PPUEA 
thank. Kirk. Jill end other 

water Members of the Laurel Point inn ' 

sewer 1 Staff for a tour of the facilities of 
Laurel Point Inn, but still fouls 
— there is nothing in the Victoria 
area that will duplicate the 
Empress Hotel. Please continue to 
phone 363 6259 C. Joe Rlcherda, 

Your City's Watchdog for Informa¬ 
tion on City matters. P.S. it was 
nice to meet Donne. Anton, 

Bob end Janet in 



signer. Quafity7 experienced work Household plumbing. Feat end roe- 

menahip. Reasonable rstfs, tree| aoneble. References, 471-1141 ! * 4t 


2347 Beverly St.. Duncan B.C, 
VtL 2X3 

Apoiicetiona closed May iiti 

sTdTno. to* 

. ALBERNI > 

PRINCIPALlHlP 

Aopi.cations tor tht Principa.snio 
of Wickanmmsn Elamanlary 
school will be accepted until June 
2 IW*. Wickan.nrxisn is at TofihO 
i*«ar Long Batch and Pecitic Rim 
Park. This Is an eleven teacher 
720 pupil school, registering K-7 
’ is mainly open area with some 
team leaching This is a modern 
xchool witn full facilities. All eppli 
cations should be fully supportive 
interviews will be required. 

Written applications to District Su¬ 
rer intend* rd of Schools, 4400 
Roger si. Port Atoerni, phone 
t Orisai ._ 

ENERGETIC EXPERIENCED 
teachers required for alternate 
school to teach English. Social 
Studies, math end Adult Upgred 
>hg Adequate salary. Send resume 
to Warehouse School, 39B7 She! 
nourne. For further Information 

t oll 477-4421. _ 

ST. JOSEPH'S CATHOLIC ELE- 
mentarv School. 757 West Burn¬ 
side Victoria, B.C., welcomes ao 
*»'cations tor B.C. qualified ele¬ 
mentary teacher*; also a kinder 
•ertan teectier for halt day 


cushions, camper cushions Work-1 PORTUGESE ---- 

men sh'p guaranteed Phone 1 stonework, rock wells, fireplaces i or 47s-440i anytime 
s.v?vsi | and landscaping. Free estimates. 

Reasonable prices 5*5-5439 

llrmmakli( I C O M P L E T E LANDSCAPING. 

stone work of all ty* 

Cell for Tony 


tessional attitude required 471-3140 - . SUNDECKS 

after 4 1 Bull* and repaired, smell renova- 

--—---tlons. guaranteed workmanship, 

KEYBOARD PLAYER WANTED ifree estimates 471-5460 __ 

Prete^ao.v* a^poraor* In^M's®'age ENGLISH CARPENTER RENO- PROFESSIONAL DRESSAAAKING,'prices 
orecnet **-1067 vations. extensions, finishing, deck custom fit, imported fabrics avail* j 477-J77S 

_ and qenerel; 4'so interior e.terior able, specializing in bridal and lor , .. , kJiru , 

WORKING ROCK A NO decorating. Rate* very reasonable, mel wear. 364-4/11. t .^. SAA ^ '. c |^ LAN °SC APING R r P(ll) , 

country-rock band want* 2nd lead Phone Paul. 642 4330 - - - Lawns driveways^ P*t ,0 . s ' v. 


. Wednesday PPS Plaase enloy the 
. PLUMBING. SPEEDY REPAIRS Victoria Day w^end but re- 

LANDSCAPING end household renovations 3*3-6712 member to Drive Safely. The life 
— — -■«* you may ppve may be your <wnf 


I RELIABLE PLUMBING AT THE iWOULD THE LOVELY, LlGHT- 
rlght price. Residential or Com e yed, fair-haired (blond‘sh) young 
; merdal. Kevin Laurie. 477-BB31. lady wearing pink top (l4Kket), 
». www I - ~~ _ ■ - ! tr aval I i no across • p.m. Tsawwas 

ifJjUMBJNS^DONE^ ,,n Mllfra ;.»•* Thur,. 


S3 


—RFNOVATIONS—NEW HOMES 
See Our Showroom Display 
it Gi bbon's on Cook or Colwood 
or P hone 3M-6623 
6 QUARTER ~INCH 4X« SHEETS 
. of glass at $60. Three 3xT therma 1 
Shdiu et $75. Or $500 lor lot. 
’— after 6 e.m. 


SELECT HWBWTX 

• 1 oered Mefce*. 477-4674 

dtrMr RB. ~ “ 1 

II 70 MIHICAI. 

INSTRUMENTS 

Duroid Shingles i pRADF !’M- 

210 wt No. 1 Asphalt neU I KAL/t- UN 

seal. All colours in stock. SPEC I Ai_S 

per sq. |21.95 HAMMOND sounder end bench^ ^ 

GALANTI X300 $ IU5 

KIMBALL Swinper 200 $1495 

THOMAS Troubedor 1ft $16** 
KIMBALL 42'' piano, demo $1795 


no rookies 


fRr RMOKitrn 

MUSIC 


DRESSMAKING AND ALTER work fireplace* Complete lands- 
CONSTRUCTION AT n BEST ^^tion-j tor perfect fil and flattering cap nq at lowe*t prices. 47$ 6490 
let us do the planning from starl look 479-4197 
*- finish. New construction - 


mww. YXB. - mi WMii 

652-9927. _ non-imoking cafeteria araa. latar 

AND KENOVATlbNS.I”™.T i *;^:L!~"»l.S!HS5 R20 _ 
years experience, low rates 
652-5*13 


to finish; New construction reno - - - i. S< ; 0 . T,A LANDSCAPING RE TYPE "ANYONE KNOWING THE 

rations, addition* F 0r iree e* *l Tt RATIONS, MEN S AND WO | am.nq walls, fdclng. aat.o slate •himbgr., thereabout* of Moses John, last 

tlmate* anytime phone 47/ $654 men s c'othino 20 years exoer iandscaoing, 3*5-4874 /4-nour service 477 >742 heard ot in Friendly Cove. B.C 


»«N0«Ti0N5. : ^;' e ,'- a ;i siVe - c;nli; ,- w „ i , rw 

thru sn.rt. 3*3-7247. Urqent! Thank K28 8 

_iVOu. 

OF PLUMBING 


INSULATION 

FIBERGLASS 
PRICE PER 1,000 SQ. 
R12—4” . 


IT 

$135 

$235 

$310 


WURLlTZER Funmaker specie' 


$2595 


ence Pnone 312-7*05 


menship. Available immediately. Call 


.... KNITTING 

Bel'v, j*4-46/6 Rea 


3S4-5521 

VERSATILE HOMI 
t#lner carpentry, renovation*, 

cabinets, painting, papering, duali¬ 
ty work Adam. 3*5-3090. 

MURRAY'S MUSIC. PROFES- 
sional sound with reesoneoia rates 
tor all occasion*. 479-3470 

HUD SOUND LTO. 

721-3431 

REPAIRS, REC ROOMS. DRY- 
walling, arborite counter tops, oan- 
! alii ng, etc. Reasonbte rates. 
477-289*. 

RCADRUNNERS CANNED MUSIC 
• for ell ecceeion*. 6*2-11*9. 

'LLOYD'S MUSIC FDR EVERY- 
1 ana. avarvtlme. 656-5614. 

PERM A CONSTRUCTION | 

"We build on our Reputation" 
Alterations — New Construction 
FREE ESTIMATES, *84-7323 

PAN MUSICAN LTD. 
477-620*. 

DENNY'S CANNED MUSIC CO. ! 

Established 1964, 656-35*5 

1 REMODELLING, RENOVATIONS. 

1 repairs. Free estimate*. Phone 
477-73*2. ! 

THE MUSIC MAN 

477-3752 

J. LEEK I. SONS. RESIDENTIAL 
end commercial. Additions, reno¬ 
vations, framing. 386-7490 

WAYNE'S MUSIC 


father of thorns* John, bom July 
rnniere ir**, please contact Merv' 

, -—--- .. . Me Dowel at trie Ministry of 

500 BUSINESS CARDS PRINTED H.iman R-'.o tce, P.0 Box 99 
from handsel type, choice or'ce-. Delta B.C telephone 946-95*1. on 
• ., A*r A.to E>co». Dl 7 Joured Stock. $23.97 includes fixes, a matter of urgent personal con 
LAWNMOWER REPAIRS TO ALL Popular Press. Shawmgen Lake, earn." 

I J TAt Af .Al.ru A1AUJA,, C,aa a . . . . .... 


UgnmuHer .lervlre 


Types of rotary mowers. Free pick 743-5*67 
— I up and delivery. 3*5-859* or 
vwall 4 ^» _| R 


I-aw n Serrlcb 


HOLLANDIA ORYWALL 
Complete High Quality drvwall 
service. 20 veari' experience. ' 

prices. Ple a se phone 479-7641. _ _ __ 

"SPRAYMAN" LAWNED ARTS 

Specializing in all tvpea of tex- Cutting, edging, weed eating, three 
tyre celli ng* #nd_tijello, sotistac cut* ^ a* ^ktw^es $25 per month. 


tl on guaranteed. 652-3*01. __ 

REASONABLE PRICE. RCNOVA-1 STEVE'S SPRINKLER SYSTEM 
tions _• specialty. Guaranteed Complete^ repair_ ^nd ( Inetetlatlon 


BOAROING, TAPING, TEXTUR- 
inp; reasonable rates. 3*4-1920. 
592-94*7. 


Roofing and Hiding 


AND 


ROOFING 
SHAKES, SHINGLES 
rold. probably lowest prlcei 
island. Phone 3*4-5956 attar 4 
fro appointment. 


GYPROC SPECIAL 

Price per UHiO Sq. Ft 
’*■' GYPROC $110 

FI RESTOP $135 

STD FIR PLY 

— WIDOW honestly looking G *4’ 

! for the test, hard-to-tind. fun lov- 4x8— ‘-z Std. $ 9.JU 

ing wealthy, fairly fall, mentals 4 v«_3l c»fi t c 05 

-land physically attrectlve. vouen e’ Z? 

heart 55 fo 60, who love* beats 4x8—St $12.50 

DU-.fishing, travelling, people. This, 
oh women need* a loving men fo 
•there the good life. Victoria Press 
Box S2. _ I 


p.m. 


_ ABC TAGGART ROOFING 
Cedar shakes, shingles, aeohalt 

PARKER JOHNSTON'LTD. 
1*55 BLANSHARD. 3*7-91*1. 
"Roofing Victoria Since 19SS' 


SANDED FIR 

TO LYNDIA D.—SOUNDS GOOD. 4X8 PLYWOOD 

you say the time end piece after f r r c Factory 

p.m. Wednesday. Your reply mu»t|/' 1 "- ,, V7r? 

ba in Vtcforla Press Box 24 bv 41 $ 9.2a, 14 $ 6.95 

p.m_wed__ $11.95, >x $ 9 95 

_ _ __ "51 $13.95, 'A 512.50 

IYWALL-CARPENTER FREE TOP QUALITY MASONRY AT 1 "TT’Z~" iadv’around same'ane'or older tor $19.93, *4 $15.95 

imates. 597-0175, 3*5-1531 reasonat-ia rates. Fireplace*, chim- HESLOP BROTHERS ROOFING, t-svel, cam- —* — 1 


sT. JOSEPH'S CATHOLIC ELE- 
rnentary School 757 West Burnside 
Rd.. Victoria. B C . welcome* ao 
plications for the prlncipaNnio 
^or interview onon# 479-1232 ha 
twean ic a m 7 o m 


R PART TIME nr 
TEMPORARY HELP 

AD VERTIS EM ENTS IN 
THIS CLASSIFICATION 


M BUSINESS SERVICES 
nnil DIRECTORY 
AccountlnR Service 

BOOKKEEPING OFFICE MAN 
• oemtnl oarl-time. tor inuM 
busmeiie*. your place or mine 
kccurata reliable, reftrancai 
1*2-8307 

ACCOUNTING SERVICE AC 
counting bookkeeping, financial 


Electrical f ontrartom 


nays, bricks, block end stonework _ MPI 

guaranteed Pnone Armendo s Ma- sonable. 479-3274. 

sonry, 555-7327. 


wishes comoanlonship _ 
same ana or older tor 

—-- —-- , «»*,. camoino, etc Child wel- 

and r «* come Victoria Pres* Box 2*. 


EXPERIENCED ALL 
.raroentrv, promot 
vice. Ror 


PHASFS 
overhead 
endiy advice. Roh 3*4-6795 


DO YOU HAVE 
tricat wirmq jobs’ 
ested? Please 
652-5*09 


Cnrpel* and *,inoleuni 


MUST COMPLY WITH 
THE 

BRITISH COLUMBIA 
HUMAN RIGHTS ACT 

statements, payrolls, ok, 479-4541 
PROFESSIONAL ACCOUNTANT 
and bookkeeper, eemi-retlred, part- 
time References. 382-0715. 

Appliance Repairs 

BOOKKEEPING ASSISTANCE 

required; will need own calculator, 
typing an asset. Brief resume of 

REFRIGERATORS, FREEZERS, 
washers, dryers, dishwashers re¬ 
paired; bought or sold. 592-4222 

76. 

JAMES BAY APPLIANCE FOR 
heavy duty repairs. 383-4762. 


17-euita building. Beacon Hill 
Perk, V bedroom apt. Discuss 

Appraisal* 



* SITUATIONS WANTED 

h>r taxation — Estate* - Excro- 
prietlon — Sola. K.M Porter 
F.R.I.R 1. (B C.) 384-8075 pager 




lOttAR ewd MINER 
•M HILLtlOC 


OLDER HOMES REWiRED NO 
down payment We finance at 
oank rate* with aooroved credit 
1 EDDY'S ELECTRIC 3*5-7666 
LICENSED ELECTRICIAN WILL 
do new wiring, rewirinq. stove 
repair, 479-9765 

LICENSED ELECTRICIAN REA 
sonable rete*. Harper Electric. 
477-9911. 


1 ELEC PORTUGESE MAN WITH 
■;, ntef . years experience. Quality work 

. ,„r no* andscaping stone work and bri 

evening*. F()r frf$ C4 ,| \ 

Peulo 477-21 31 


CARPETS. LINO, FLOOR TILE 
Commerc a* and Rasidantlal 
EXPERTS 

"A PROFESSIONAL APPROACH 
WITH GUARANTEED SERVICE 1 ' 


IxrRvatljiK 


iHSSffiPTEi 1 **<■*)$' j*»- 


STONE MASONRY PATIOS 
Sidewalk* facings, ^replace, etc 
guaranteed iafc Pleas# ohona from 
6 to 10 p.m , 597-63*4 
MY 'jPECIALTY IS EIRE 
Place*, over 20 years axperienct 
1 479 ' SC7S _ 

.Moving and Storage 

FRANK'S DELIVERY 
Mova and pickup dellvary servlca. 
$10 an hour. One men $10. 2 men 
$15.50. Alio parcel and courier ser¬ 
vice •veilaMt; $1.95 each delivery 
under 50 lbs 3*2-5275. 



cheap. Phone after 5 p.m. 3*4-6*18 


repairs, restretches. Can — 


Real 


ATTN. SMALL BUSINESSES 
If vour business I* growing end 
nape' work is demanding toe 
nwch of your time, • will be 
nappy to take over this rgsoonsi 
nMitv and provida completa book 
► raping servic# to trial balance 
Alternately any portion such a* 1 535-1070 Double 1 
seyroll accounts oayaoie PC 
uunt* received* financial state 4ut, 

men tv etr Excei'ent r*t#rences 
477-2561 

MASTER MARINER DEEP SEA 
spstal and Arctic exper ence 30 
/ears Operating a large luxury 
,acht for oast 3 years Would like 
earn* employment in Victoria vi 
nify. Moving to Victoria In near 
future. 112-261-7364 (Vancouver) 

*ot X3 5410 Balsam St. Van 
mover write Coot. Alexander 


307. Knowles Realty Ltd. 3*4 *101 
SEASPRAY PROPERTIES LTD 
REAL ESTATE APPRAISALS 
1911 Quadra St. 3*6-3124 

P G JACKSON (TO 
Estate Appraisals 

3*8-910? 



( arppt (leaning 

HOURIGANS 

CARPETS AND L NOS LTD 

floor cover no specialists 

"i P A'.'DCRA a v F «u V* 

STEAM CLEANING CARPETS *C , ... „ 

*a M m nimum $15. Cnestertield >*4490 
and chair $40 Complete *ati*tai 
tion guaranteed 595-35*5 


send and gravel equipment 
tei* 24 hour service. Radio con 

trolled. 

O.K. Trucking Ce. Ltd 
Bus Office. 2$40 Naudimi uS* -4 
D.spetc ntr, 772 0 Turner, 387 -6136 

DlCK MORTON EXCAVATING 
Quality work — reesbneoie rate* 
backhoa rental, septic 
■•ewers end drains. 479-84*0 


ATTRACTIVE YOUNG COUPLE 
into swineunc ''festyle seekinq cou- 
n'es ot similar interest* Destre- 
fnn assured. Victoria Pres* Box 

*75 

GENT *5 OWNS HIS OWN BUSI 
ness wishes to meet unattached 
leov sei ween 35 and 45. Please 
/ send sna: ard phone number to 

Victoria Press. Box *6 

SINGLE ACTIVI GENT 21. 
wishes to meet a sinqie, sincere, 
atfractivt lady to share interest* 
, and for companionship. Victoria 

’Of 1 Press Box *24 


D UNSANDED 

4x8- 5/16 

4x8— *. 


CASCADE 
PIANO & ORGAN 

EXCLUSIVE agents tor GALANTI 
GULBRANSEN. KIMBALL 

In Hillside Mall 

595 - 4)24 


RENOVATION SALE 
25< • to 50$ OFF 

-GIBSON LES PAUL G'"*n«s 
from $575 (List *900 and up.) 

—New MARSHALL 50-watt eoll- 
tiers. List $745. Now only $557. 

—Used FENOER STRA- 
TOCASTERS from $475, case In¬ 
cluded. 

—YAMAKI JAZZ BASS. List $4*9. 
only $325 with hardshell case 

—All new end used amplifier* 
Discounted 25°* to 50% 

—Discount* on strings, m'ero- 
phonn*. plekuos end effect*-, up 
fo off Hat. 

Sa'e Endj May m * 

Sh oe N ow for Bes* xeiecfien 

SOFT SOUNDS MUSIC 
31 OAK BAY AVI 


$ -3.50 10-5 30 Mon. 

$ j.95 


4x8- 

4x8 


$ 8.50 
$10.50 


WE ARE 


FLASHBACK CARTAGE. HOUSE 
hold and apartment moving. $1* 
per hour. 3B5-17"- 


$-1733, 388-6275 pager 


Vinyl sundeck floor covering 
old or new decks. Free estimates. , 

WMFo M~TPu~ r 7 ST iMr~Trn WOULD THE GENTLEMAN WHO 
PBOFF*«uoIsi X ' °t- r <hased a projector and Hides 

"?°EESS!ONAL_ INSTALLATION <r om 361 Irving Road about 3 


Framing 

Lumber 

STD & BTR FIR 


Vuncoivgr I! 
utmpleie music 
in and see u*. 


Free estimates. 595-1233. 


SUPERIOR VALET SERVICE 
Alterations Pressing Dressmaking 

_ Formal Wear Available 

PROPER 616 Admirals Rd. _ 3*3-3211 


n .. n ,,7 m hiMir rA oak Bay tailor: 

men, $17.SO per nour. Because Ot Teliorlna alternTion, 
our price, reserve now, 595-8496 men Quelitv leather 1 


ROBERTSONS EXCAVATING 
■ j0 Case land clearing, bulldozing 
and backhoe 595-8530 

lUAN'b! f UC 1 (BOBCAT) ser 
vices Landscaping backfilling, 
etc JM-3464 Pager 623 


GAG MOVERS 

fields, Furniture and cartage, experi¬ 
enced and fully insured. 315-6271 

eves 382-4*67 


MAN AND TRUCK $9.50 PER 
hour, moving and hauling whatev¬ 
er you wifift. j95-56S0 e‘ter 4 
MOVING AND DELIVERIES. Ap¬ 
pliances. turn.ture. households Eu¬ 
gene. 343-352*._ 

LOOKERS AND STORAGE 
areas $10 per month and up *24 
Jonnson St. J8-5714. 


SORENSEN'S TAILOR AND OE 
signer, specialist Tn ladies suit* 
and coats. Men and Ladies alter- 
ations. 722* Oak Bay Ave J9$-2I1^. 

c URT s'cuSTOM TAILORING 
AUerat ont repairs our specialty 
: I/.' Blanshard 388-6724. 


Price jter 1000 FMBI 
12x4-6’ $105! 

I 2x4—82Pet *tud $269 

UNATTACHED 42-YEAR-OLD 2x4—8—20' $269 

guv would like to meet lady tor | 0 c # , trro 

comcanionsnip. sincere may reoty , ‘ x ® —®1 JIB 61 

to Victoria Preee Bate 7». _ 2x8-8’ -14’ $279 

INTERNATIONAL ASSOCIATION 2x10—8'—24’ $220 

C*ncer victim* and friends to 

comfort ana Inform. 477-40*1, J 2x12—8 —20 $320 

6S?-:9M. 'Deliveries made anywhere! 

on Vancouver Island and 
Gulf Island*. Betore you buy 
For 


^ELSON'S 


385-9728 


kncaledgfable gardener 

1 required to share labour end fruit* 
of city Ti'den. *84-34*1. 



WHO TARES IF YOU 
pregnant’ Birthright does Phone 

1 

SOM E T I'M* 5 A PROBLEM 
hurt* ifs*. If vou shar* it. We lis¬ 
ten. NEEO Crisis lln*. 3*4x6323 


ADVANCE AUTO GLASS 
No 2-731 Pembroke St., 3*6-?3J4. 
Complete installation end reoa r 

Bricklayers 


EXPERIENCED FEMALE DECK 
• and requires deckhand iob. Two 
veer* West Coast experience. Herd 
worker and wining to learn Vlcto 
r'a Pres*. Box 13. 

ATTRACTIVE COLLEGE EDlT” | 

. ated women, experienced tn equ¬ 
ation, retail sales, office work, BRICK, STONE AND BLOCK, 
need* honeet tutl-tlme lob. Gloria, I quality work at reasonable prices 
995-363* 13*5-1001. 


(emfnl Contractor* 

RETAINING WALLS'! DRIVE- 
wayb sidewalk* patios base 
ments etc. Also stonework. Free 
est. mates. 479-754*. 


Cleanup Bert tees 


ACTIVf BOBCAT SERVICE 

with Backhoe Landscaping Ne WHY pay BIG PRICES? EXPF 
100 too small. 479-0712 r-erxed. reiiade reasonable Per 

MCCREEDY BACKHOE BULL-) *' on * r f,,w 3*2-5625 
dozing Septic fields, hauiinq Good 
rates. 479 3065. 


Palnlfr* and Decorator* 


!• coring 

IjLANO CHAIN link 
FENCING LTD. 
t-enclno In wire or wood 
Smell lobs • speciality 
477-0332 


GIRL 1* NEEDS 
wark willing to 
.•orker, 3*4-9410. 


_ _ EUROPEAN CRAFTSMAN 

tZauTirv— wr\o« —rrT*' , mu A l ,yp *' fencing end repairs, 
WANTED. AORK FOR 3-TON, free estimates, guaranteed work, 
will claen VP. moving, anything, ca) , « n ytlma. 721-3759 Gordon 
TIME I ANYTHING IN BRICK. BLOCK, covered yen. Trade services tor H #ad 
Good j stone or slate. Chimneys, fireplace •Cm 1 ??— value or cash 


ISLAND 
DECORATORS 

Painter* Paperhangers 

Spray Painters 
Plaster Repairs 
Gyproc Falling 
383-9059 Eve*. 596-7103 tree 


Tree Service 

TREES 

SURGERT - REMOVAL 
TOPPING 

AT AFFORDABLE PRICES!! 
Fully Insured CALL 381-6115 

BIG W I ND TRE4S SERVICE 
MT. VIEW TREE SERVICE 
"Everything in Tree#" 

Fullv insured. 479-3873 (24 hr.) 


CUSTOM FALLING AND TOP- 
ping. Fully Insured. 3*5-7013 any¬ 
time. 


10 R( SINKSS PERSONALS 

ADVANCED cutting; PERM 
nq and coiourina Sunday course 
at Cut Asove fcy Cl've and Andre 
Th«. course wilt be designed for 
r^irdressei’s who are at present in¬ 
volved in modern halrstyiing 
•Lunch will be included For more 
intormat on call Cut Above, Mar 
ket Sauare 388-4440. 

M.D.’s 

CRACKER GRAMS 

I Victorias only singing messenaer 
1 service. sDecializing in singing 
greeting* for e'l occassions. 

3844191? 

1 ?4-Hour Notice Piease 1 


*PE|compare our prices 

quality, service and guaian- 

teed savings, phone. 

-386-3374 
385-8711 


feeing, etc. 595-77*5. 


YOUNG MAN EXPERIENCED IN MCNAMARA MASONRY BRICK 
"average management seeking ca clocks and fireplaces 656-5091 

r*e r in same. 477-2760 .---- 

“ROFESSIONAL INTERIOR and Cabinet Making 

#*t*rlor painting Reasonable , /rT . . rsrvr-mzr 

eat mates. 592-9587 5TU R DE E 

GARDENING, GENERAL. YARD Cabinets has excellent price* on 
maintenance Reliable person re*- :abinefry and general woodwork 
%on*b!e rata*. JI6-801? rom* or business Complete de¬ 

signing end decorating Will wo.k 
PERSON WITH GOOD EXPFRl any hours to suit you Fret es 
•nee will babrsit bv dav. night or t metes and guaranteed work. For 
during your holiday 479-0647 more information please call 

CJMMMfONr FULLY EX»C*I. S'UROEE C*«INETS JUS’S. 

• • *d. personal care tor eidan 
ady in vour horn*. 598-784) 


Phone 3*4-463 2, Davd _ 

NO CHARGE AND UP 

Twc veunq reeponeloie men h#v* 
lorq# truck Basenient attics, 
compel' etr V»r/ 'tase-aoi* 

Bob'*, 386-7451 anytime 

TIDY MAN 

General cleanup, basements. Chain 
attic* yard? #tc. Prompt and rea 
icnable J89 9i5C. 592-9677 Anytime 


... WORK. ANY 
rate* negotiable. 383-4-35 anytime. 

CLARK AND PATTISON I nhnletrrr °T-k? n mVei W fw flKSSrv**!? 

LAWNED ART5 PAINTING CONTRACTOR5 LTD. _ I pHof t ery co^ts oevebte ■ rec-ivable £■ 

We build fences trein»«s end ete- 1 iueclal'rlna m send bleating A/ - r , .a. r*rrri\y 1 ‘-O'* finance qrepnk*. »tc' Basic 

s,qn to suit individual neede.. *•••»»•"*. ’*'••1 cRverMge and ACE UPHOLSTERY system -k rom • •pension hard- 

382-15*5 . 474-1660 uptoel coetlng* ... .... ware available. 

4/7-0455 » rlnt * r » 


soeciel coatings 

"We Cover The Island ’ 

FENCES BUILT OR REPAIRED, Vctorie 384-8831 384-0443 _ 

styte, free estimates, 382-2732. Nanaimo '54-9321 Qualify 


»»!*•; Tns80 MICRO COMFLTTR 


floppy disc 


478-lOJO 


Courtenay 


336-2296 craftsman Fre# estimate 


workmanship European OWING TO GREAT DEMAND. 


THE ACES 1 


ON BRIDGE 

by 

IttA 0 CORN JR 

TIASI CAPTAIN 


CLEANUPS 

1 Any type hauling, prompt service 
reasonable rates, by Unlver*ity 
Student 592-6939. 474-2409. 

CLEANUPS AND HAULING^ 
lunk, furniture, compoats r,a r ana* 
yards, basement*. Free estimate*. 

cugene J8J-3575. 

R E A5 C N A B L F iLFAN UP. 
Yards, basements, etc., also haui- 
tree estimates 479-5823 


Flooring ami >nmilnt; 

M & M FLOOR 


f URNITURL UPHOLSTERED 
and •• o#i r#d workmanship 
guaranfeeo. reasonable rale, f-«e 

W>T» EXTENSIVE PA.NTINO ,?,lU» *’ * ‘ 
experience In ell phase* of interior 


TWO UVIC 
STUDENTS 


and exterior decoration. Comoeti 
five rates. Free estimates Phone 
anytime 313-2425 or 388-9253. 


VAN INTERIOR CONVERSION^ 
c ,s1om crafted 0 your specif! a 
lion*. Very reasonable rates. 
Phone 658-8*77. 


Britisn PsvCl’i: Let- Duke* 
continue to te available for pr- 
vate reading*, until May ?3rd for 
eoooinf menf oieese call Mr* 
Dukes at 384-8T73. 

WHE.RF WINNERS LOSE 

DIET CENTER 


Buffer 


WHOLESALE LUMBER 
DIVISION 

2046 KEATING N-ROAD 

Dime mi on Lumber 
Plywood and Siding 

Roof Trusses 
Pm-.Assembled Buildin? 
Components—Garage* — 
Greenhouses - 

652*1121 

For Quality and Sarvica 


COMPLETt rLOOR CENTRE 
Harawoou. Carpets and Linos 
532 William St.. 3*4-0343 
N.ght* Al 386-3078—Mike 652 4308 

furniture Itf-fiaiahlng 


Window < li-ainng 


inq; fr 
456-5671. 


BROTHERS PAINTING 
AND DECORATING 
Free appraisal*, cost consults'. 

All types of painting. All types of WINDOWS CLEANED, RESIDEN- 
repair*. Commercial, farm, r#*i !'«'• Prompt service. Thank you 
dentiel, Lowest rates. Terms. 4/8-9;6l. 

Work guaranteed. 3*3-«)l2 

••t-rwp sfamwa 11 * TBAVKL 


Man will not Uva with¬ 
out answer* to hi* 
queationa. " -- Han* 
ioachim Morgen than 

Bridge players who must 
have answer* to their 
bridge queations may be 
interested in a new book 
entitled. The Dally Tele¬ 
graph Bridge Quiz" (C.H 
Pox. 15 96, Barclay Bridge 
Supplies. 8 Bush Ave . Port 
Chester. N Y 10673) 

The book includes que* 
tions on bidding, defense 
and declarer play and the 
reader can teat himaelf 
easily with answers and a 
numerical rating given for 
each problem 
Today a hand la a good 
example dealing with de¬ 
clarer play. 

North stretched his val¬ 
ue* with his jump to three 
hearts and South landed in 
an optimistic contract of 
six hearts. Trumps split 2 - 
2 Looking at only the 
North-South cards, plan 
tha play and note that Wsat 
overcalled one spade 
The answer provided by 
Fox ta. "Win the diamond 
king, draw trumps, rllmi 
nate dubs and diamonds 
by ruffing the third round 
Kit her lead a low spade 
from hand or a low spade 
from dummy and duck 
"There appear to be two 
■pade loaers. but valuable 
Inferences are available 
from the bidding and open 
ing lead. West la likely to 
hold a five-card suit for his 
overcall and he la unlikely 
to have K-Q-J of spade*, 
having failed to lead the 
king or spades 
"Therefore. East has a 
singleton honor. By play¬ 
ing as recommended, if 
West ducks a spade led by 


NORTH 

♦ r * s 2 

9 AQIl 

♦ 18 
a a *1 


CLEANUP 
oarage, attic, comooat box, haul- 
I mo lynk. alao, $re*e cutting, tree 
I estim ate*. a*k tor Marcel, 3*5-74 37. 

SPRING CLEAN ulT WILL 

clean and naul away anything 
*42-5 451. 

CLEANUPS NO CHABG 1 AND 
up. Basements, attic, yards, com- 
post, iunk hauling. 658-5404 


MEGEVITAMINS 1 

Available at 
ESOUVSIT WESTERN 
DRUG MART 

115 3 Ewtm alt _3*8-4451' 

AND ESCORT AND DATING I 
Attractive etcort* ail oc 


and relinish all tvDts of furniture, p c»» it s *r m bmt o*f r < C-TW K\f~ T/A AAAI 113 ' A 2 ,r '*5i 1 'C* •*cort* a 

BASEMENT 1 32 vfao of axperianca. 595-1054 SiiTTM nfmwTB# LjOINo IU MAUIt *sion* Con6denti*l dating 

it box haul- .. - • - JC'. ' . r.'.-—; WRtT TeN^UARANTEE. Free#* 1 n 1 1 V, CC» (or s ngle. separated 

ivaanapali beach 

DON'T DELAY 


tlmate*. 555-1213. 


REPAIR AND REFINISH FURN _ 

—*1 —-, IMMEDIATE SERVICE 

Interior, exterior, quality painting 

and papering. Free estimate*. Low Condominium* on beautiful . 
rataa. 478 -0992._send beech with ell fna comfort*. 

LED CHINESE LAND-' *^ |f, d ^Jaldentlal an<P commie sur * r *’^°M#y^li** C°«I 


hardening 

HARVEY 7 ?'LANDSCAPING ; 


EXPERIENCED CHINES: 

SCAPER. RO- 

blGNlNG, NEW 
RAKING 


CLEANUP MAN AND EMPTY p H n .tcc" cq N /-," 
tr^clMooking for work, reasonable. 470.7071 


WWT 

CAST 

♦ K J II 4 

♦ 9 

97 1 J 

97 7 4 

e q .in 

0 17 4 5 1 

♦ Q 18$ 

♦ .114 3 2 


1 LAWNS. POWE R ' rate* 642-4527 
AERATING. ALL : 

3*44621 

Garden Clean-Up 


HYPNOSIS THERAPY 

Tension, weight, smoking 

Call INSIGHT 5S.V«7S? 

iv 1*1. Call ROAN SOUND PRODUCTIONS! 
Or 382*764? Tap* Duplication, Recording 5er- 


the ep«da queen and 

« oncodo a niff and diacard 
If West wins with tha *»dc 
king, felling Rant's spuria 
queen (or jack), he mu*t 
laud from hi* remaining 
honor into declarer’• A-10 
nf apadee for a free fine**# 

' Had Weet poflueaned * 


SOUTH 

♦ A 1* $ 

W K J II • I 

♦ A K « 

♦ K 7 

Vulnerable North- 
South. Dealer . South The 
bidding 

SaatS Wert North Rant 
IV 1 ♦ IV Pua 

4 NT Paae » V Pam 

• V Peas Paaa Pau 

Opening load: Queen of 
diamonda 

minor suit card at this 
point, it would make no 
difference. If he opted to 
avoid tha free finasae. tha 
minor suit load would offer 

* ruff and discard and the 
■lam would succeed In any 
event. H 

An excellent book for 
those who Ilka bridge 
quizzes I recommend it 
for both tha average and 
advanced player# 


♦ 7I8S 
V AQI* 
4 18 

♦ A •• 


I • ? 

ANtWIR Two clubs 
Too weak for a Jump to 
throe heart# Bid at two 
level to show the atrength 
end then bid heart# to a how 
the aupport 


HAVE A TRUCK, WILL CLEAN 
your basement, for usable turni- _ 
ture, ate. 595-1117 DioqIi 

1 MAN CLEANUP AND HAULING garden ^ntar^nc^and^ndscao' 
sarveas. 471-4408 I mg. 13 year* experience. 595-2500. 

THREE WAY CLEANUP REA 
konaule rate* 383-1866 


PAINTER AND CARPENTER 
Renovation*, additions, reasonable 
rale* fra# estimate* 595-0931, 
478 1931. 


MAUI 

HOME AWAY FROM HOME 
1-and 2-bedroom Units Available 
Now, Fully furnished Ott Season 
rata* April 15-Dec. 15. Car* avell- 


6XCEPTIONALLY CLEVER PRO- 
motion for vour business, vour 
skill* and services o' your product 
at reasonable cost 381-7355 


JUBILEE BUILDING 
SUPPLIES Lid. 

OLYMPIC STAIN 
BUY 3 GALS - GET J 
GALS 

MAY 30th - JUNE 3rd. 

Sundeck Coating 
Stretch — Roll On 

Lumber — Insulation 
Drywall — Roofing 
Windows — Appliances 
Carpets 

Kitchen Cabinet* 
and Many More Items 

(Opposite Town A Country 
next to MacDonalds Bakery 


Music Gallery 

IB6-40J4 (207) 3400 DougG* 

VICTORIAS MOST COMPLEX 
Sanction of new and csed pan.-- 
and orgar" 

EATON'S 

Soec al.sts m 

HAMMOND 

ORGANS 

For Over 20 Yea • 


,We Have Beat Boxes 
1 To Fit All Organs 

| kORG $279 

ACETONE $4*9 

UN l VOX *j»; 

1 ROSS $149 

BERNIE 

PORTER MUSIC 


HAMMOND TIMES 

your free copy now 
available from 

Gleeson Music City 

HOME Ol HAMMOND ORGAN 
and HEINTZMAN PlANCS 
it Fort 38B-963 7 

EATON'S 

CASH FOR 
USED PIANOS 
PHONE 382-7141 
LOCAL 230 

P oTfi W DO D BABY GRAND 
oanc 1995. Finely inia'd maf'Ooa- 
nv iron frame upright orand 
5299.15. Clearance sale on Mock a'l 
weekend, open nights and Sim , 14 
j min from town. 10 from Woolro. 
financing O.A.C . Pete'* Place, 784 
Goidstream. 478-6000. 


es st Parliament News, lad¬ 
ies and gent* complete hair care 
383-2615. 


w-v and edging bed*, roto A r N #?ax ° EC «»f sflct!v»’ ra ’* s Acr " ,5 ‘ D » C - 15 Car* aval 

nq, power raking, new lawns, . , r i T«m. able for rant with or without units 

den maintenance and tandacao- ?■» ?.L* n * * * ” • T#rm 8- 595-490., p 0f f ur thgr detail* ohone 

4_ 2473 . __loiani Holdino* Ltd. 382-604? 

E JASOBSEN'S GARDENING i INTERIOR EXTERIOR. COM* 

Maintenance, garden cleanup, roto-<7a^r»?c*Vlla^!i?^*tlmafL« V *2Ztem MAUI 

! mai'rSana'ivc* l *5arw?nia n Gr!»#l ^ i *1 ** •*^ w *^**' Deluxe 2,-trtdroom fully «urn,*t.*d Bay, Fairfield area alter 1 . 

mantenancy Sarvlng Greater Mlc- ---condominium* located on a safe 595 77*4. 

« CHARGE REMOVAL., (REUS- *'»«» “ n * L*n 7 ,14'°«« JS 8 . kX; JSVffShJSS.- , L h F T « "UT VOUR NAME P N 

jtjflmkte*. Call attar 5 o m. OK Trucking Co. Ltd.. 386-3414. 9n Servlc «» 


DUTCH LANDSCAPERS 


Nev.- lawns, power raking. Govern- 
menf Certified spreWng. cleanup*. nowsON PAINTING 
low maintenance osroens, Dlani-iTQD residential 
ng designing, rockaria*. Fr— *«. 1 K -- —--- NT - *• 

timates. 471-1023. 


abiesi. Plus cleanuo. 385-8385 
Contra cte re 
WTiEATON 

CONSTRUCTION LTD. 

Genet a 1 Cuntracturs 
Building Orfisultantj 
385-5702 

(XARK S OTNSTRUCTION ! gardens rototillbo. tall 

Residential and commercial tram- SlrbLiT^hTl'i f 1 U J1J f *V.^ 
ing, finishing — custom home*., away. Cell after- 

; renovetlon* 1 and addition*. , it, 6J6-1368. _ 

typa* of concrat# work. Fra# at- ROTOTILLING AND LAWN 
tlmita*. codCFata Strip-easy maintenance, *mell garden trec- 
Form* tor ra nt, 479 5020. tor; fro# attimato*. Plaata call Al, 

1 479-3679, between 9 a.m.-> p.m, 


383-9153. 


Free a* 


GARDENER WITH 10 YEARS 
experience, to do garden, yard, 
casement and garage cleanup, tree 
e » t 1 m 0 t a * . reasonable rataa. 
388-4678. 


GARY WEBB 
CONSTRUCTION 

CONCERNED WITH 
QUALITY ' 
479-1931 


COOPER TRACTOR SERVICE 
Ltd., rotovatlng. levelling , gre** or 

|B| cleon-up. 


CONI RAC 

..... ____ COMMER¬ 
CIAL: WORK GUARANTEED 

Freee»f I mate*. 3 15-6042 . 
PAINTING. INSIDE AND OUT 
Central repairs, reasonable. Free 
•Stl metes. 479-4446. 


R -LIABLE PAINTING AND 
general repair*. Gueren' 

Free estimates, 383-4747. 


EXTERIOR PAINTING AND DE- 
co rat Inq, reasonable rates, fra# es¬ 
timates. Phon# 595-6371 


386-34)4. 

MINI HOLIDAYS 

To Rtno or Las Vega* 

2. 3 or 4 Nlphts from Victoria 

■tlTTOM - 


WAIKIKI - Well eauipped com¬ 
fortably furnished one bedroom 
•uii# for rent at reesonebla rates. 
Good location. Adults. Mrs. j. m 
B urnett. 2743 East 51 Ave., Van 

_ c owed VO IP9. Pti: ttl-0075. 

WE SPECIALIZE IN FAINTING WAIKIKI. 1-BCDROQM CON- 
& v £Lu raasonabta. dominium at TV* block* from 

586-7097, 3*52120. beach; new building, pool end rec. 


3*4-5113 o- 783-6659 
MRS. PAYN-JONES. TRANC* 
medium. questions answered 
3I6-36C3. 

REAL ESTATE AGENT LICENSE 1 
available. Writ# Victoria Pres*. 
Box ?60_ 

D IV O IKE PAPERS, Docu¬ 
ments, manuscripts, etc . expertlv 

typed. Phone 3 *6^il7._ 

CARD READTnG IN DEPTH 
652 1765 



room, etc. For June, : 

MAUI LOW PRICES FOR SUM- 
mer and fill, one-bedroom con¬ 
dominium. excellent view, pool 
end beech. 478-8007. 


r. 


EDT7CATION 


WANTED: CREW PERSONS 


THE CONSERVATION AND Out¬ 
door recreation education course 
being ottered Tues. end Thurs. 
evening* Junel*t-27th. tee $20. For 
further Information contact Paul 
Harder, 387-5594 or 598-S274 attar 5 


LOG COTTAGES. 

, built, tome and browse through 
our disolftv home. All enquiries 
welcome, 248-3412 or write K Fin 
holm RR No. 2. Church Road 
Perk*yllle B.C 


FULLY QUALIFIED EXPERI 
encad painter, free estimates re- 

*onabl# rata*. S92-9519. __ _ ___ . 

oxi-v-ctt Tun. ■,, T tcb t-. t , n weak* August, round island ulllBq, 

. _ ENGLISH GARDENER FULL I crutsa; share expanse* Box (001. YOGA AND MEDITATION BE 

CUSTOM maintenance. Prunmo. 30 veers * nd r * n 09atlne. sooke. B.C ginner* lessons given by qualified 

Ihrouah •*eerlenca. 6553259 5958167. 382-0008 __ __ _ --nstructor. morning* end evenings, 

iTr'tuicft r.aenpwcp INTERIOR EXTERIOR u ni.m? 1 1L.1 t°r further Information please con 

steady vea'-round maintenance G - ib U v, *cV| tR ^IAndl;f V Mawss?* 0 ”' VVw,Brf ' Canada Travel 3*?-6160' * C ° ul,nan Keshveni 384-4792 
Barta, 474-2680 • bl * Calf A-exande- 388 6515 ^ .REGISTRATIONS FOR SAINT JO 


iIMPERIAL 

BUIlBHtS MATMIALS U0. 

7S» tui&U&fftf 

Master Charge — Chargex 
2955 Douglas 386-1 *01 

Member of Victoria HUDAC 



SPECIAL 

U^*d Knwai 2 manual orqan w'tn 
automatic rhythm. 8 months old 
and like new SPECIAL Clearout 
price $988. 

KAWAI KEYBOARD STUDIO- 
A! THE BAY 

? EXCELLENT TRADE-IN ELEC 
♦He guitar*. Magstrom II $29‘ 
C-ic*on SG $350. Both ompleta 
•••in as# HALL and FAIRFIELD 
MUSIC 7?« Fort 385-3307 

C-IBSON J 50 HARD 
shell case Hpt dot'- $50C aim 
Ohm aged 'nsfrumant*. inqu.re 
363-0 273 evenings. 

VANG US 12-BUTTON ELECTRl 
I cor.i organ console stvie y. t,- 
recti and 'earn now book. $75 
477-8215. 

1977 FENDFR JAZZ BASS 
maple neck plus case, S50C Pea 
vav T.M.T. t00 bass emp. $3(30 or 

1 off er*. P hene John 479 - 7444 . 

RICHARD DENZIL 

piano tuner - technician 

Regulation, renalrlnq, rebuilding. 

_ 388-9295 _ 

'ISLAND KEYBOARD SERVICF 
Specializing In electronic organ 
servlca and piano and organ 
moves j$62 J708 


GUILO 1? STRING. F 416, ALL 
bolode. with case. Excellant condl- 
tlen. 5550. 383-2 304.___ 

DOUBLE BASS VIOLIN. $390 
Kin# Sousanhona, $350. Baritone 
Sax, $499. 384-2695 

WILLIS "PIANO, FRENCH PRO 
vlncial cabinet, es new, eaklng 
$1400 642-3381. 


BUILDERS LTD. 

Framing 


T ft C. 

:«v3293 


QUALITY FINISHING AND 
tremfne, additions, reasonable 
price, tree ostimotes. Coll D end 


STUDENT 

will 
oest-s. 


ih's School, grades 1 to 7, 
to 19th. 10 a m. to 3 


10 vtars experi*nce, very reason- western Canada TravaT 
able. Can Alaxandar 3816515 ' ' * w# 

OF JHORTICULTUM )h»OJnMNIMI »/ , MUfo „, XmS'HL, 3UA»4 

do oardanlgn on a steady Ruires work tn Victoria, vary nee- --————--— -- 

59*-lot*. sonable rate Phone BM. 387-9750 | .,t PR1MONAU 479 123? 

98LHM ROTOTILLING LAWNS MOWe'd, | PAINTER. 30 YEARS EXPERI- Af Pn MAH im 3C ’ , ^ , 'r es 

dd.WJ.X5f clean up, chain saw work 1 rat as- rnce. residential and commercial. - -T* 0 ^ Available. Grade* 1-1?..remedial.or 

timetes, 385 5620 “ “** 


KOA end BRAZILIAN 
ROSEWOOD 

ARE NOW IN STOCK 

- .riSS SMU "°fnJ,J3 S|LLING_ V.RT.N OJ. OU.T.. 

382-5041 


DOUBLE KEYBOARD. COMBO 
organ, $1.70C Tonv 598-7223 B# 
tween 12-9 p.m. 


year* old. 


ade» 1 to 7, May 
e.m. 


Clarke Doors Ltd. 
542 Hillside Ave. 
386-8861 


| CONN ORGAN, MINUET E* 
ceilent condition, $3900. replace¬ 
ment price $5995. 595-0131 


f reml. 
.undeci 
476I68C 


SITE CONSTRUCT ION 
line, renovation*, additions, 
Kk*. free eat 1 me fee. 382 1585 


FARMER CONSTRUCTION 

—nr-tm* 1 "* 


SAND BLASTING WILL MAKE 
^trailer like new eoeinl 


FRAMING. FINISHING AND IID- 
ing dan# K Hayda Construction. 

P>RC TESTiNO 

end tobmiseien bv exeart* 

4*2-5917 


Glazie and (thszlng 


WINOOWS 

Chang# wood to aluminum, 
*inc(a to thermo with Ever 
brife. Phene 3*4-14*. 65MI17 eve- 


Htndyntrfl 


RELIABLE AND TRUSTWOR- 
tny, femliv men wtll do odd lob* 
In end around the heme Please 


dependent means, would like 
meat a lady with a happy disoosl 
tlon for close companionship, heve 
3il-56$1 'js nice epertment and cor, non 
»' T> oker. enloys social drink, but 
TV ...v «.m« 


384-0912, 477-9216 Wesley 


work. 


Pissing 


Ing end melntenence. Excellent 


beactKombing, heve travelled ex¬ 
tensively home end abroad, Victo¬ 
ria Press Box 61. 


CABLE-NELSON PIANO, EX 

-- ceilent condition. $900. phone 

SERViCES Prehung doors end blfolds UP to 478-4271. 

*' halt price ott. Spruce 
home with a new 
over 30 designs 


IroSl am! ELECTRIC GUITAR FOR SALF. 

_ ,_..is. i wx... ** 

NEED ENGLISH TUTOR FOR 1 IK* J2 r ';'L"'L2S!r Tr 

time* a week especlelty who aoori ,0 mi,ch y0wr 

knows about T.O.E.F.L. tost. ? d ^ n % i 
Phon o 477-4382. 9 e.m. 9e 2 e.m. rffilAGE 


TUTORING - 
halo 
Fren 


'ranch, math, new 


M, SEEKS COM* 1 °*ft. 591-73*), 


PROFESSIONAL 
—KOd teacher, 
end eld meth- 


PiMeie-rera 


2 MEN HAVE TRUCK 3ARDEN- 
Ing. pelntine. heullng, etc 477-2129 


8TUOCD 

New homes, older noma* Reason- 


50 -ST with cor. On# who an|ov» 
music, dancing and outings. No 
fritters, please. Victoria Free* Box 


4* 


DANCING 


Hauling 


j * 7 t 


able pncoV.’ Brook Piestiring.'ceil loancine, 


BOX,. DISCO FBVER9 

fair to '«am dynamic d'eeo In- 
craaaa skill and confidence Baein- 

LOVE. GENTLENESS, THOUGHT- *«lno to advanced. Also Jiva. Jazz, I CONSTRUCTION MATERIALS 

music, theatre, dining, Ballroom Ballet ond modern. Dan- (Ueed). Job sheet (dismantled) I 

selling, unencumbered, *.* n „*, r * v< Government J Aluminum clad tool shad, I'xTO . :i MU4$t TKACHRRR 


URGENT! 

combo organ, great shape. 
PANEL;$iso. Brant, 386-3*08. 


CEDAR 

ivy edge tiding, power 
pole*, dot he* line pales, log* for 

*tJnd#?d*Vnd f better *h!m Ur P< en <j 
fencing, no fencing or economy 

TI!SW«M.Mi! a 


ROGERS PIANO. OOOO CONDI- 
tion, STEP, Phono 6*6-0*2 
WILLI* UPRIOHy 1 PIANO, EX- 

ceilent condition, $995 652-240*. 


ODEL ES3. CDN. 


»n»my GI§SO»4 BASS MODEL EB3. 
ottotte tact Seen, 4 79 *355 _ 

-IftHT PIANO. PHONE 


PLUMBING. WIR 


CLEAN-UPS AND 
Qravei. tend 
1*3-352$ 


' ork 4&*K**^ Sfuca^axcaliant tori# Pres* Box 41 


»lim. healthy, 'vital ' intarostod? y*-**4l 
Gentleman aaakn lady 30-45. Vic 


FUEL 


HAULING. 1^.*_WANTED, PLUMP. 

•ii. Euean* COLEMAN PLASTERING cheerful and itfectlonete 'edv any qiwvta! 

Lath, piaeter end ttwgce. 4 TI-9976.: »?<■ By tail, e.nqie, good lookino ^rf*-**" 

* AC K HOE. MO CASE $22 PER 'REASONABLE RATES ON SAND* STUCCO AND PLASTER PATCH, airf f 'fS* iSTy vtSwIf'^ral* On. bio truckloed^Sed 89 95 
hour tell collect 11? 674-»*I1 graval, ':ru*hed rerh, etr. 384-40 1 4 *ng -XI veer* experience, 477 IM1 Box 87, The B*«t *ufl Company :tt4-55?4. 


clad .... . 

, . _ el8, •'»•'. 4 *1', 2'xl', 

4000 teuare feet. Form plywood 
1000 . square ttai Dimension 

lumber. 2x4'* to 2x1?'*, end 4x4>». 
1^,000 FBM Entire lot $4000 


LESSONS 

and tarvlce. Mo»t Injtrumenfs 

BERNIE PORTER 

NEW ALUMINUM W INDOW IN A A I IC !/“ 

wood frame. 10'xS' With screen*. 'VIL/jl^, 

otter* 315 *268 725 CALEDONIA 387-954* 
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Vttijn*. B.C BUNtey. M«> 21, IMS 


' m \iui 

.»*»». » H> ! 

1jMh_jn excellent CMW k 


TODAY’S CROSSWORD PUZZLE 


ACROSS 
1 Grotto 
5 Tn - - 

9 Snakg 

14 E Indian 
vina 

15 Plural of tha 

T 

16 Softly Mu¬ 
sic 

17 Sites 

19 Impede 

20 Egg-shaped 

21 Fetch 

23 Survey for a 
crime 

24 Looks after 
again 

27 London sec¬ 
tion 

29 Points of 
disputes 

31 Hard fat 
mixture 

35 M4 Abbr 

37 Forefather 

39 Black- 
more's 

Lorna 

40 Uncle's wife 

42 Weak: Pho¬ 
netics 

44 Herb genus 

45 Dormancy 

47 Kind of nose 

49 Beetle 

50 Human 
being 

52 Fits out 
again 

54 Rush head 
long 


56 Expanded 

56 Neel 

62 Racket 

64 Resin 

65 Hit with the 
fist 

67 Face blem¬ 
ishes 2 
words 

70 Kind of clay 

71 Indian lan¬ 
guage 

72 — up 
Become 
happier 

73 — 

Alaska 

74 Info 

75 Certain 
beans 

DOWN 

1 Tinge 

2 As peace 
ful as - 

3 Cruise pas¬ 
senger 

4 Encourages 

5 Hawaiian 
garland 

I Have - - at it 

7 Wish ear¬ 
nestly 

8 Horses' rel¬ 
atives 

9 Monkey 

10 Stain 

11 Statistics 

12 Biblical 
name 

13 Lasso 

18 Verb form 

22 — up Count 

25 Not bright 


UNITED Feature Syndicate 


|<MA |nm 

ioTliTToI 


rtarnnirnmiiHBraniinn 



26 Jewish 

feast 

28 Possessed 
30 Senorita t 
parent 

32 Nighttime 
nuisance 2 
words 

33 Aware of 

34 Waste away 

35 Breathe 


48 Radio an 
nouncer 
Ken — 

51 Arrest 
Slang 
53 Lively 
dances 

56 Moved rap¬ 
idly 

57 Polishing 
material 

convulsively M ^°0 raph 

36 Straight- 59 Manga in 
edge " animals 

38 Composed a 60 Noted 
limerick soprano 

41 Chemist's 61 Glance 
container: 2 63 Corrida star 



efuqfOT. 

COndltlO* 


GOOD CONDI 


M BOATS and MARPiF 


LOOK!! 

Brand New 

CAMPION 


ml MARIN? 

NOW 

IN STOCK 

! 18' K & C 

HARDTOP 
- 120 Mercruiser l (\ 

—6’ beam 
camper beck 
( —fish btw 

ONLY $8,495 i 


BOAT rn -‘MtlXK .Bn BoAIN Mil .MARINE i «i WUV* end MA’tlXt: 


1AH.BOAT* 



mmi 


18' K & C 

CUDDY CABIN 
—140 Mercruiser I O. 
—forward bunks 
—marine head 
etandup headroom 
under hardtop 
—8* beam 
-tamper beck 

ONLY $9,995 


Package Deals 

I.' SEVERIN Dm V 
—Walk thru windshield 
-Camper toa 
—$5 hp Johnson t>«c. 

—1300 Rood Run nor 
—Factory Lht $4103 

PACKAGE S$Ot0 

1* ARROW (CoOro Stylel) TZV 1 < tt C 

Roally Hot! I WIH kpndle uo to ^ hv Ot Lm 

HARDTOP 

—1109 Bead Runner 
—LIS* $4)51 

PACKAGE 158*5 
1 VV ALERT Hordtoo 

—Ocoo V. walk-thru windshield 
Camper bock 
—39 ftp Johnson oloc. 

—15SD Road Runnor 
-list $7439 

PACKAGE $4750 
IF SUNDER Hordtoo 

—Ooap V. comppr bock 
—Cuddy cabin with 3 
bortht. hood 
-140 hp Johnson oloc. 

-List 411.199 

RACK AGE M*5fl 
’ockooo Pricoo include 
Utoiockots. 3 paddles. tlollnos. 


words 

43 Hindu gar 
ment 

46 Amer au¬ 
thor 


66 Strew for 
drying 

68 Golf hole 
rim 

69 Scot river 


/Lr-w *** wh ** 

irVV mmrim* IU. 


Cor nor Harbour 
and Rosthovon 
$54-7714 SIDNEY 
OPEN 9-9 TUES. ERI 

‘ ‘ — no r 


9-4 SAT 


i SUN. 




ir 

IT 

IT 






Ml 






U 






• VICl ... 

453 Hood Streat 
363 3324 (34 hrs > 

Your Full Tim# 

So«l Brokers For Victoria 
II ; SPORTSMAN, cuddv * ho 
Were, EZ-iood trailer. depth 
sounder. cS. 2 dowrviogert. 2 rc 
holders, otters on 
17'» k end C as now, 65 ho. 
ion. EZ load t'iiier. Raduri 


2 rod 
<5999 

_ John- 
ucad to 
$4500 firm 
I4’V SANGSTER. 35 hp. Johnson 


470 Mercruiner f.w.e. 

— full galley 
forward bunk* head 
sleeps 4 

ONLY $11,495 
JUST ARRIVED 

V160 V170 VI75 IQ 

CANAVENTURES 

Limited Number — 

Sale Price 

mercury 

marine 

800 Cloverdole 
385-1457 

D J YACHTS 

YAMAHA 
24 ond 33 


"Jt'» Thn S»rvlc» 

That Snts fi Apart" 

TRADES 

2250 Bayliner 

Skagit Offshore htp. 
-Rebuilt 225 Volvo 
—Trim tabs, sounder 
—New camper back 
—New anU-loulmg paint 

$11,995 

21' Reinell 

(2270 Sedan) 

188 Mercruiaer. f.w.e. 
—full galley, head 

$8995 

BAYLINER 
HOURSTON 
GLASSCRAFT 
MIRRO CRAFT 

JOHNSON outboards 
VOLVO - OMC 
Stemdrivea — Trailers 

Accessories 

All at 

GIBSON 

Powercraft Centre Ltd. 
2520 Gov t St. (Near Bay> 

382-8291 


sail 

GULF ISLAND 9 

Iffott’ 4 4 *"~ 

j CAL. * SLOOP Built 
| borltw. Faryman DIESEL 
I D'esel Star* sc ** ‘ 


Fibres law 
IW 3JSHt 
tTTJXX) 


NOW 

SHOWING 



1974 4 

3 m7& 


POWER 


CLASSIC, COLLECTORS ITEM 
47' SrId94 Dock Cruiser. GM DIE 
SCL. Fir and spruce planked on 
sawn oak frpmm. Clinker dinghy 
This yocht Is probably the ftnost 


i yacht la proOdWv ti 
moat original of her 

—• -"r-Ar 


torn?! hi 
n $454)00 


1 19». she $ in AI 

42* TRAWLER YACHT 
1 try W. Gordon ond built 1473 
spocioua, 0 toorth, luxuriously 
! aouleood vaasoi has bean valued 
recently af $179,000 raplacamant 
i _ 1115.000 

WANTED 


' So moon* inter aatod in a 
! SHARE in NEW ALBIfJ 34 


HALF 



THE WONDERFUL WORLD 
OF WOODIES 


STARRING 
“SALT MIST" 

A 49 dlsplacomont crultor bew¬ 
ared by a 471 GMC Siaapmg ac¬ 
commodation* for 9-10 along with 
her colorful rumrunner history 
she would mekt on Ideei chart*' 


Don't Let 
Another Summer 
Go By Without ut 
Owning Your JT, 
Own Boot 

HUGHES ^ 
MORTHSTAR 600 


meMs _ .__ 

knotmotor, six winches end I_, 

Her interior has 4* hosdroom and 
foe lures o took ond ebony cobid 

sole She It roodv to- 

ervifb. Owner moving 
wants serious offers on $39,4 
display 


175. 


CO-STARRING 


Weal Canada a tent* for Grand 
Bonks, Flatter, Moody, Aibin. Situ. 

■ JjjHk 535r A 

1 CATALINA saoarata statoroom*. powarad bv a 

NATIONAL BOAT SALES LTD 9-S3 GMC whiih davsiop* a CTulS- 
nav* Dean appointed Victoria area mg speed of 13 knots and 
agent lor tha CATALINA ranee Pt end of 19. 

invited to _ 

'•SUNTIME 

sn«.h.,a_,n .(Moiul. bo.. n Room,, trim 

Mein. Genoa. |lb. “ 


| vailino craft. You era Invited 
inspect o CATALINA 23 and 37. 


ALSO 

Start Sailing 
For Under 
$ 11,000 
These Boats 
Must Be Sold 
X’™ All Offers Presented 

BUCCANEEK V.rv ,ocm. I 


40 WOODEN HUcL. 4 CYLINDER 
diesei powered, displacement null 
vessel, 2 heads, sleeps 4 or more. 
3 separate cabins Stainless steel 
oil stove depth sounder. Built in 
1947 to cruise Gulf islands. Ex- 
| taiiani condition ooethouse kept 
Price $32,500 includes 12' Clinker 
dinghy with outboard and the oov 
house at Bird's Eve Cove. Phone 
744-4452. 4 e.m.-S P.m.. Duncan 


For turttier information on these show condition 
or our othar numerous listings coll 
DICK CHUDLEY 
OK LUKE KYNASTON 


Very roomy, 
extras. Excel NfV 
l.tfb 


____ near 

now twin Lhrlycratt 235 s, H ond C 
pressure water, diesel heat Many 
more extras. House kept. $34,990 


with pop 

Near nda 

Mvse 


NATIONAL 
BOAT SALES LTD - 

7000 White Birch Rood 
Sidney. SC 

V9L Ml Tel. (494 ) 454 3944 
- ALSO A~ 


CUS 33. A west coast _ 

Beautiful, wood construction. Fete, 
sleeps two $5,494 

A n Peterson Classic built In 1950 fSf^boofttSl has blen S-esforSd 
of vellow cedor on oak. Powered L** bo#l h, ‘ bl,n rM, ® r flL 

bv Chrvsler Crown Thl« i« m hnn., ____ 


“CORONltA" 


F oNo Croo k_ Vancouv er a Srondlmayr 34. Powered 


USED MOTOR 
CLEARANCE 

MAKE US AN OFFER 
SOLO HO Volvo with drive 
SOLD 155 OMC Compl. eieem. 
Mu 129 v 8 Volvo Compl. asaeni 
MU 130 75 M.P. Johnson ('44) 

40 H.P. Evinrude ('79) 

_40 MJF. f J 

SOLD 5 H P Ev 


.318 Chrysler with an In line “Side ... _ _ 

Engine” AuxIDery. $11,000 ijT 0 Harbour Rd. Sidney 434-5*91 


Many more on display 

WE Present 
All Offers 


"GIBBIE IV - 

* 34' Troian. Powered by a 190 
HP interceptor, look decks end 
trails. Accommodations for four 

• 14.000 

AND FOR YOU PUNDITS 
OF PLASTIC 


VICTORIA SOAT MART LTD 
4S3 Heed Street * 

383-3324 (24 hr s.) ,, 

Your Pul ( Time 
Boat Brokers for Victoria 


Tvoe 

Only S9.$i 
Bring your Own 


8hw 


|sh 

*80 


fishing POC’ 

13W PETtRSOROUi 
Evinrude end trailer. 

1974 U REINELL 

hours. 

19’/», STARCRAFT. Volvo 

drive, trailer eaaee 0 y ArvJ/ 

32' FIBREFORM, 130 HOURS ON 654-45SI 
new motor, trim fate, bilge puma, 
heavy duty tattaria* and controls. 

Zero hours on 1900 repairs to lee. 

All a* new Freeh water cooled, 

□less bulk heed. Heater. Cruises ai 
25 m.p.g., top soted over 35 

m.p.h Beautiful trolling speed lor 
fishing. $9500. See BUT at Sidney 
Outboard. 2530 Beacon Av*., Sid¬ 
ney. 


iri tVfi uZL\ boot with complete con-. 

^33 luxury racer-cruiser end the YJ-lJ?* fS^Od *TV ” Twfn 

>ilar runs nartar-tlv '£ onnri i the most uniqya^ high gudllty I 525’®' ’M", 

aiier, flfns aertectiy...A good formance M „ #r V0M tanka, nwtel ^ MiM. Poe^ 

mdSn.oTV a^o.salea.Y 

-lattv Yachts 


OAK BAY MARINE 

SALES end SERVICE 
$44-3393 1327 Beach 

Summer hours from May I 
• e.m..# p.m. S days 


, 16 6 O'DAY Davseiiar and cuddy 

and trailer, all glass $2,509 

• moriri O'DAY 4 berth cruiser, brand 

. « new. wired O.B bracket $7,200 

2$'®" SOLING f sails full race »* 
Sj4 400 rv*,* condition 1)4)5 

th .- . 74 SHARK, r#(inl*hed, A Z- 4 w 

ine^Green Boathouses Just before Fvlnrude. * sails and coin sa.m 

?e THUNDFRB'RD Racer-Crui'.er. 
new sails and dinghy. 2 outboarcix 
•7.759 


19' GREW end frailer $ 7.900 
34 FIBREFORM and trailer 


74 BAYLINER -Loaded 
32' LUHRS—Diesel 


'he F#rr 


656-2580 




Copeland 


Don 


These Vessels 
Must Be Seen! 


1978 Songster, 18' 

—130 Mercrulser 
—Cuddy cabin 
—Camper back too 

$9724.00 

(100% financing 0 A C ) 
Thundertoird Yacht SeNs 
Wastoort Marina — Sidney 
r #$4-5932 


Mercury - Honda 

OUTBOARDS 

DOUBLE EAGLE 
SILVERLINE 

BOATS 

MULLINS MARINE 

SALES LTD. 

92S Yale« St IXI03S5A | 11 £J£ C 

It- CAM! 



»■ HERRESHOFF Kbtctl, neb 4 
sal. Ilva-a-board classic. 1964 n»-a 


382-1928 


382-4515 




41 



JJ” 





75” 





TT~ 






COHO MARINA 

COWICHAN BAY. B.C 

Boots For Sale 


YACHT SALES 

20' CANOE COVE Dies* l. 
completed see trials 


CHRYSLER SALES SERVICE 

746-7909 

GEOFF SIMPSON BOAT __ 

679f Beaumont Ave. Vaoit Bay 
36' displacement cruiser, 6 cvi 1 
Perkins diesel This is a distress 
sale of an elder beet. Try an offer 
of $12,500 40' displacement & cvl 
Palmer $16,500 . 32' displacement 
Chrvsler Trown FW.C LOADED 
$16 W0 Phone 749-3242 tor full 


Charters i 24 SEDAN Commend 


Cell Ale x McGregor I_ 

Repower 
At Sea Power 

Ib.t COMPLETE ENGINE REBUILD. 
' - NO facilities for ell makes — oas 


25' BELL BOY H T . Express, 
vary Ipw hours 

28' EXECUTIVE Sedan Command 

Bridge 

J2' TROJAN Commend Bridge 

WE REQUIRE CLEAN 
Resale Boats immediately 
To Taka Car# Of Our 
Wailing Customers 


LbOLDSTREAM marine 

PRICES REDUCED 
15'6" Hourston *>1 Fishier, new 
F.G full canvas top. New P.G. 
sale priced at $2350 sale days Fri 
Sat. Sun. 2994 Jecklln Rd Dl. 
01279 4 79-0361. 


1978 Songster, 20' 

—470 Mercrulser 
(4 cvl. a»lth 179 HP) 

—Sulk he ad 

—Cuddy-dlnatte-eeliey 
$13,49$ 

100*. financing O.A C.1 
Thundertlrd Yacht $e as 
Westport Marine — Sidney 
Cell Len Raynor 454-S832 


HARBOUR 
MACHINE LTD. 


_iw SS L-_ - 

labs, swim grid. 
21 STARCRAFT. 170 




ANGSTER TEXADA. 120 
frailer new $899$ 

PiON 200 Volvo, new 

• 14,769 

1 2V GREW SS 240. 235 OMC, trim 
d. new $21,915 
170 Merc, new 

$$495 

13 LIVINGSTONE II h.p. Ev 

$1695 

II' SANGSTER "CORMORANT" 
Cuddy cabin, sleeps 4, 
trailer, new $8995 

27' UNIFLYTE. 160 hr* on 

Crusader F W C $72 500 

39 TRAWLER, double ended. 

diesel $39,500 

525 Head St if*-Its 1 


Speclelixmg in l ive-a-boards L 

26 RANGER. 1974. 4 sells. As 
new $11,909 

76 REINELL Sailboat inboard 
engine. 6 berth*, dodger, w.c. g$t- 
lev $9,900 

35' ROE DDE Clessic Cruising-Rac¬ 
ing sroop. Greymerine, 4 sells - 
.24400 
w die- 
new, 
$19,900 

26' TANZER headroom, 9.9 OjT 
»aii awev. litaiinas. C.B. 
kwv mileeqe I 

39' MARTIN, cruisine spacit 
sal. ate. 3 sails, C.B. sounder 

S $26,500 
39' ALBERG Classic lots S4»ilB. 
etc. atomic power, dodger 124400 
30' DIESEL Sloop, garden. VoUe, 
7 berths plus, heater, stove, owtft 
live a-toard $26 5^ 

GOOO BANK FINANCING 
AVAILABLE ON APPROVFO 
CREDIT 

WE ALSO TRADF UP DOWN 
AND SIDEWAYS 

You'll Get A Sang Out of This 
Free II” Reolica Cannon Wtlg 
Every Boat Sold in Me* 


n» 

it <fle- 


By R. A. POWER 


SAANICH LUMBER YARD 
He* In stock: Oak, Pina. Ash, 
Teak. Mahogany, Cedar (yellow 
and red) Lumbar and Veneers 
P'ice reasonable, 3041 Douglas St. 
385-2486 


1976 23’■*' FiBREFORM HARD -1 All makes and typas up to 5 ft 
'lop with sliding door. 145 Mar-(die Good stock of new and used 
i cruiser, many extras, downrlggars.I Propeller* and shafts. 

eouipoed for sport fishing 31 ERIE STREET JB3-4SS5 

Call 454-6456--- 


D J YACHTS 


NEW LISTINGS 


and cash as trade 


1976 

1 Weekender 

’ l Cruise-A-Home, 31'i!£!3» r 


POWER 


t?* \>: ^ 




71 MUSIC 1 FAC H L1CS 

77 

MOTOBCYCLKS 

T7 MOTOKCK li» 


SCOTT'S SCHOOL OF MUSIC 
» offering a summer music pro¬ 
gram at Blanshard at Johnson 
364-2434. 



PIANO 4 ORGAN- 


GUITAR CLARINET. SAX LES 
*on* from professional. Esou>malt 
$3.50. 385 7600 


27 MOTORCYCLES 

HURRY!! 

ONLY A FEW 

77 YAMAHAS 


\ Left at 

'reduced prices 

See us now at 

MULLINS 

MARINE 

SALES LTD 

383-1908 D-00365A 

925 YATES ST. 

Harley-Dovidson 

All Models In Stock 1 

No. 

No. 

No. 


HONDA 

SPRING 

SPECIAL 

CB 750 F, $3149 
$300 BONUS 

VD0 Accessory Bonus 
included with Purchase 

CB 750 K, $2919 
$250 BONUS 

$250 Accessory Bonus 
included with Purchase 

CB 550 K, $2449 
$200 BONUS 

$200 Accessory Bonus 
included with Purchase 

CB 400 T2, $1789 
$150 BONUS 

$150 Accessory Bonus 
Included with Purchase 

CB 400 Tl, $1539 
$100 BONUS 


HARLEY DAVIDSON 
1964 XLCH sportster, fresh motor, 
too many extras to list, fast must 
b# seen 386-6C34 after 5 Gary. 


Fishing A. Band C licence. Diving 
fug. salvage, cruising, livaaboard 
Ray Mason, victoria Boatman 
SEAFAIRl 28' CRUISE AND 1 383-3324 o r 47MIQ7. 

JSST 7 h0 33t( BE.T thisii excellent m i . sixoxe honoa 

finder.. ship to-shor# U radio. taoa 3? ‘ The'mog'ass 168 M*r HULL CLEANING .JNm yw 9.9 

deck, slower in head holding cruiser, nardtoo. bulkhead, full Fully qualified and axparlancad f MB r k Ut 

tank hot and cold running water, galley, sleeps 6. safety oriented, diver specialities In hull cleaning .built-in 12-volt 60-watt generator. 

W W carpets deep fishing oear, newlv bottom pa nted extra prop, Prauar* .our toat now If ‘ “* ' 

$. 6,000 reduced to S2t.000 383-2716 C.B “ ' 


OlESEL SPEC’AL 
Dory design vassal that has 
recently been refurbished with 
m *>v new components. Fiberglass 
FOR SALE. 1974 HONDA XL 350. construction. For immediate tele- 
eed motor work Asking $375 *" considered on $13 000 To 

Pnone 478.2279, weekdays 5-9 eve- view n'eas# contact John Allen at 

i nings. ask for Perry. Van me Marine 656-1138 

650 TRIUMPH FOR SALE CON Cruiser i960 Immaculate 

nectmg_ rods, pistons now. bar con(J | Won , w)n power recent sur- 
120 388 7263. | v#fY peducad to $11,900 May be 

__ seen at Victoria Boat Mart, 453 

I . 38J-3324 


$11,475 


YAMAHA ’ 
.. only 1500 16 
it $1300 firm. 


excellent condltl 
miles, must sail now at 
384- C499, betw een 5 an d 

'1976 HONDA PC » MOPED' 
oood condition, only 1000 miles, 
asking 1350 or ties' offer, helmet 
in cluded. 5 92-317 1 

K J KAWASAKI 
7940 DOUGLAS 
385^)323 DL-0I836A _ 

1970 KAWASAKI 900 TRIPLE. Ex¬ 
cellent condition, fast bike. $750. 
477-2589. anytime. 


RUNABOUT ALL MAHOGA- 
ny trim, convertible too. 50 hp 
Merc, low hours, Roadrn-ner trail¬ 
er, ail excellent condition, $2700. 

5 97-7S84 _ 

32' DANISH TWIN DIESEL 1 Sidney. 
cn"$er. fully eouipoed and immac-'avgj. 
ulate boathouse ke©t. Appointment ■ 

to serlousiv Interested only, Reolv 
Victoria Press Box 73. 


6 52 380? 

NEW LISTING 

Aibin 25. vary low hours. Diesel 
with Ew>ar Fu<nece. aft-caoin 
New bottom paint and motor ser¬ 
viced Replacement over $30,000 
$19,900. On Display. Gypsy Yacht 
Sales, 22/0 HarbOU^Rd.. 656-5591 

GOLDSTRLAM MARINE 
PRICES REDUCED 
19' Campion H.T., 1-0 Marc, pow¬ 
ered stern Dr. New F.G. Bargain 
ai $12,000 Sale days Sat. Sun. 2994 
Ja ckUn R«. 0 101279. 478-8361 

UBLE EAGLE HARDTOP, , 


crulsli,. .... . . _ 

Songster, 20 'll- REINELL and tn 

H.T.-Camper Cuddy- 1 19' WOOD cruiser 
7.5 O.B Moorage — 21' CAL CLASS 
. H tr - - immaculate, as new n glasply and art. 

1977 Shower — Gu*f island comfort 53 hrs. w reinell 

$42,700 Call Lan Raynor 454-5432 24' BAJA 

Cail Alex McGregor 454-5832 Tnundarbird Yacht Sale* sail. 

Thunderbird Yacht talas Westpon Marina - Sidney 23' CORONADO 

Westport Marina - Sidney. 1C. — FiiSSTSSI ])\ gjflHA 

MORE LISTINGS REQUIRED' 
MUST SELL SPECIALS 

Demonstrator available ” I s marlin and trl. 

ALL BAY MARINA 
2238 HARBOUR RD 
SIDNEY 454-3147 
Open 6 da>s — Closed Monday# 



$ J 995 
S 4,750 
1 9.895 
$14,495 

85-31 "islond Drifter ' 

25' Motors#Her, hit of the V4h 
$ 9.950 couver B Boat Show, may be 
$17,495 seen at Outer Harbour Meriffc 
$22,895 Ways Ltd . 525 Head St.. Victoria, 
384-3343 * 


-- - - for sum 

set-up; below appraisal at mar cruising and sailing. Also re 
Comoarai Particulars trievai of lost articles, salvage and 


repair work 477-3500. 


'I 

1 ii 


COLDSTREAM MARINE 

PRICES REOUCED 

14' Lund Runabout, new F.G. steal Many 
this one at $7100. Sal# daps Fri. Ingt - 
Sat Sun. 7994 Jacklln Rd. Dl. , Marin# 
01279 4 78-8361 ( mlnal 


$ 2.730 
$ 3,995 
$19,995 
1 3.790 
1 2.995 
$10,895 


21 CHRIS 
JO CUSTOM cruiser 
II PELAGIC 
19' PACESHIP 

26' CLIPPER and trl w 
Pou/pr Pine For more information pleas# can 

rower rius Joyce Omlid or Don While - 

isad power and sailboat list- Bosun s Marina 654-5558 Randv 
B#t$ for sal# at Westport I# - Oak Bay Marina, 
Waxt to Swartx Bay Tar 594-3366 Pedder Bay Marina. 
' ' - ■ “ “ | 478-177). 


0 


MoQUADES 
MARINE SUPfIJC 


Allstate 

MARINE INSURANCE 


^ V8-2^Vo^o A< UNh . Bienne? 'trim | I.MMACjJLAT6 


694-2432 days. 654-: 


COLDSTREAM MARINE 
PRICES REDUCED 
2V Lund Sp. cabin. H.T.. 1-0 
Marc, VI, powered starn Dr Prka 
to sail at $13,000 sale days Frl. 
Sot. Sun . 7994 Jacklln Rd 

01.01279. 471-4341. 


... _ 19' CRUISER. 

lb. tralldr, elactrk' Cedar ovtr oak New: upholstery, 

$7395. 9334 Lochsida Dr , Dove, oalnt, wiring. Low hours on 

‘ ‘ “ -- '“Udi Volvo inboard outboard. Complete ! dl' FIBERGLASS CANOE COVE, i 

canvas. Large gas tank, Haad, Challenger, twin screw, gas. In- 
anenor. etc. $4/50. See Randv t eluding radar depth sounders, au- 1 
BE Boyle Oak Bey Marins, 994-3344. I tomatlc Hr# control system, 


BRAND NEW SPEED HULL, 
rI •dins deck end floor, ail Hb*rg- camper 
la»^ with tenk. no motor. Cost 654-3576. 
« ,e 30. Best offer must go) 


OR OFFERS. MUST __ 
sold this week. !4'4” 110 h.p. and 
?’j Stove sink compass, sounder, '74 1»' FIBHEFORM COLUMBIA, 
C B tape deck, anchor ^pack, 65 horsepower Mercury outboerd. 


VAN ISLE 
MARINA 

• Ex-R.c.M.P. patrol vosmi. 
very heavy planked construi 
Imn, GM diesel engine. opt>or 


Welcome Swittsur* and Juan^le, 
Fuca race participants W# have » 
oood stock of Samson braid rope*. 
Stainless shackle*. Scnafter hern 
ware, Bari#n» winches and Nlcro 
snatch blocks 

1252 Wharf St. __ 

SWAGING. CRIMPING. SPUC 
ING Any tyo# of rigging worluui 
the store or on your boat. 


SAILTRENIt 

1157 Ntwpoff 
592-2711 . 


top. tandem 


lar 


CM 185 T, $1249 
$60 BONUS 


1 Motorcycle 
1 Service 
I Dealer 

victoria Honda 

2851 Dougina 38MJ364 

DL01953A 


VICTORIA 

HONDA 

Haa It AU 

2831 Douglas 388-8364 

DL0195 

t ERRIFIC^BAROAIN 1973 SUZU- 
ki OT145 and 1972 Honda 175 Both 
like new and must be sold this 


Rod 


> an < 


SHOWROOM CONDITION. 1975 

Honda GL1000. full draas. low mile- 382-1928 

*ae._$3A»tlrm Phone 743 4575 

1971 KAWASAKI 500 LOW MILE- _ 

age, slightly damaged. ba»t offer 

: «-4671 ._ 

WANT! 

corSlltf 


TRA'DES WELCOME 

SPECIAL ENDS 
JUNE 15 

Sec us now at 

MULLINS 

MARINE 

SALES LTD. 


reo HONOA STREET 
50 to 125 cc, any vaar, good 
lion, reasonab l e, 592-4372. 

72 YAMAHA 14BCC MOTORCY- 
cl#, good condition. 345-7 344. 

1977 HARLEY-OAVIPSON. 5$210. 
i k* new, $7JD, 479-7754. 

HONDA 398 CC. ML GOOO COH- 

d ition piua ptrfs. tm n. 443-941 1. 

TuiwjmJBpns? 


1977 17J H09IOA ELSINORE 
miiaa on H. Owen. 477-3139 
74 YAMJA. 
dition, $99* or 


' 

The New 80 Cu. In 
Harley-Dovidson 

is here at 

Rrooklands Motoreyc les 
937 Fort 383-592 

D.L. 1271 


POWfcRTOWN M.C. 

Service to ail Makaa. Hi-Perfor 
mane# parts. 344-1349 0199I44A. 


MO. EXCELLEHT CON MOPEDS - 18 

rgrb44»e^ r ^M«. r)6$ . island Motor. 

KI RMI70. NEW TOP )«P35!5, 402 IIsgulmalt. D1910A. 


ondit.on, very low hours. $450 
f 76-9904. 

FOR SALE - 1977 SUZUKI GS 
400 good condition, 5,000 milts. 
342-1440. 

1975 76' CAMPION TOBA COM- 
mand bridge 10* beam, 235 h.p , 
FWC, OMC l-O. equipment too 1 
numerous to list, esklnq $22,500 or 1 
nexrett offer 479-5445 

1970 TRIUMPH BONNEVILLE 
Chopper, excellent running condi¬ 
tion. $1,200. Offer* 342-2334 

IMMACULATE 19* SEA RAY 145 
inboard, outboard, depth sounder 
compete. CB, radio, full canvas, 
on Road Runner trailer $7,200 or 
nearest otter 479-7781, 442 Rld- 
qehank Cras. 

1*61 SUZUKI 250 X4 HUSTLER. 
$450. or will swap for work, 


LISTINGS NEEDED 

We have mart buyer* than boat) 
Can sell your good, used boat 
qitckly, commtrrlal or pleevre., 
Soulr* Boa* Brokerage. 344 3343 

7.1 MCfiC OUTBOARD AND, 

1975 KAWASAKI 900 CUSTOM 
paint header-,, new tires, excellent 
'.ondWle« 38 ) 2847. 

1977 SUZUKI RM 100B ( V 

modified, best o»f#r or trade In 
'.ar. 477-5962 

1977 XS400 Y AMAH A, IMMACU- 
late condition, $1100 or offers. 

tlon, $40h Phone 477-1439 or 
*9$-3«1 


7'.J HP 1974 HONDA OUT-• 
board, very aennomleal. aasv 
ifartlm* Iona theft $325, or beet 
Oiler 454-9184. 592-9BS7. 

TRAIL OR ROAD BIKE. SUZUKI 
Rv 125. excellent condition, S57S. 

Aleo Hondo 90 parts 677-2039. 

LEAVING TOWN MUST SELL 
'69 Triumph 900, completely re¬ 
built. $1,000 or Offers. 992-4459. 

1974 22' BAYLINER 200 HP 

Volvo l-O. t'im toba sounder, CB. 
Anchor, 4 000 pound Roadrunner 
traitor. $13,000 Phono 478 4*24. 

74 HONOA MT 125 TRAIL BIKE, 
exctMent condition, of tor s P.m. 

75' TROJAN FIBERGLASS 

cruiser, 1974, 325 Chrvsler, teak 
docks, low hours, extras. Offer* 
478-8402. 

MOTORCYCLE JACKET, 

leather, fully oaddod. now. size 40. 
half price. $45. 368-4342. 

2V GLEN L VOLVO 130, I.I., 
new rear canopy, head, C B. radio, 

4 h.p. plus tank, many more 
extras INN 478-3284 

1974 17' C A LG LASS 45 M.P. 

Merc completely rebuilt, lull 
ca"v»= ton, Roadrunner trailer 
and CB. S290C 654-7004 after 4 

WANTED SMALL ROW BOAT 
oood condition, reasoned!* 
I7I.MI4, 

74 YAMAHA M MX, GOOO CON- 
d'tlon. plus helmet and car cerrl- 

•r. $37ST 4774219) 

75 18M SPORTSTER, CUSTOM 
carts. Sunday driver. In fM* 
fcheeo. fpr $2900 471-4797 days 

■It CANAM 4904 MILES, EX- 
caiiant condition, many extras. 
38 $-4992. 

HIGHWAY BIKE. WITH TOUR- 
ing seat end windshield, x* 650 
Yamaha $1,990 or offers. 47S-4433. 

1975 HONOA, 354 - 4, ONLY «S0 
miles me.de storage. $1,000 

343-1402. 

■*'AN T «0 PART5 COR WI5CON- 
Sin engine modal AKS. 452-2339. 
•ftar 4:30 p m 

OLDER 15 HP MERCURY, 

hand control# and tank <275. 

477-0303. 

1978 HONDA 400 

47 B 44 * M ***' 900 Vm 

1977 MERCURY 20 HP SHORT 
Pjoft. manual start, never run, 
Still in crate, beat offer, 454-4444. 

11000 

1971 BMW 7» cc. 314** MILES, 
$2140. 744-8904. 

■LPT. DEER SEA TROLLfR. 
krttri-Ann, fully eeuiooed, $329,000, 
1)2-790-7679. 

14' FIBREGLASS. MOTOR AND 
frailer, full too. good condINon, 
81300.00. 471 Cenetgnco. 

SABRECRAFT. 34'. SLEEPS i. 
loaded Min extras, ohon# after 4 
P.m.. 1)2.800 or offer. 47B7949 


7B RK'YCLC* 


COLDSTREAM MARINE 
PRICES REOUCED 
19' Campion new F.G. Volvo pow- 
er#d 1-0 stern Dr Reduced to 
$11,500 Sale days Frl. Sat. Sun 
T994 Jacklln Rd Dl Oi279 478-8341 

SIDNEY OUTBOARD 
STERNORIVF 
Mercury Sales end Service 
2520 Beacon 454-3221 


loaded with extras, excellent con¬ 
dition. Roadrunner trailer, owner 
transferred, offers, 308-4030. 

14* ALL FIBERS 
canvas almost new, 
h.p. electric start 
board, less then 20 hrs. on motor. 

$2495. 3 45-3221. 454-373 9_ 

34' CRUISER. SLEEPS FOUR, 
full galley, stand uo head, hydrau¬ 
lic Steering, dinghy, good condl- 
- -7-4113. 


.. _ 

and many other extras 
•3221. 454-3739. 

COLDSTREAM MARINE 
PRICES REDUCED 
17' Hourston new F.G. Volvo pow¬ 
ered l-O stern Or. Full canvas top 
Barkem priced at I49PC Sale days 

fiaiftiAs,* 4 j *“"" di 1 


> 4 *Kqo Jw$* bottom painted — excellent 
lallon cond 1 with 4 HP Johnson O.B — 


Hon. 140 00 477-4 
PLYWOOD BO 


1C 74 DISPLACEMENT 

of 'completion 00 ^Ba^e'huMs^vei*#*®* ' n VftJ 6 2£ Vklil’ Irift’ 

from $4800. 642-SJ45. * r »' ,,f m. 474-2761 


LISTINGS NEEDED 


II' SABRECRA L T. CARPET 


■■ — j—engine. opt.ons 1974 Son JuQn, 2*4* 

include diesel turnaca. auto. ' 

,0f# | 37 ‘ 1 hW | S ,C CRAFT Conste”Jffi ' - 

ftOf, gnd many ofhar extra* Express modal with twin #n SI2.Bp0. 

tin#* Features teak deck*, full Can Alex Mcgregorsse 5432.*, 
canvas and much more. B- Thundarblrd Yacht Salas ii» 

Hou*e available $29,500 Westport Marina — Sidney. B c 

“ f u g hS LJ°^« Jf'lSu , NEW , ( „ T \ N . Z J R , 0 .i 5 

23SS 

- no« y.ducjrTr«S •"« pvIpIH. < »«■ 

ered $49 900 oallay. enclosed marm# 

77 CHRIS CRAFT Future Model head new 4 h o Johnson $14,950 
32’/S' FIBREFORM COMMAND Vary clean and so comolete Bob Whyta Marine 434-7244. 

bridge, dual controls, sliding glass that even two down riggers are * 

door, III h.p. Mercrulser, certified • included $14,ago The bast outboard for ft*# Saliftr. 

OK this spring. Trim tabs, swim !**' TRIMARAN, professionally HONDA 4 stroke — 7Vj HP and J * 

grids with outboard bracket. CB i built and rigged This Incred- HP In stock. Sea us before 

radio, depth sounder, anchor pack- lb(e sailboat has the eccommo- buy. 

ggt, l ift ring gnd more. 454 -7044. dation of some 30 boats $7,000 VICTORIA HONDA 

“ Bor these end many other fin# list nsi Doug las_ 

ing* Including our Caribbean 74 24' BUILT BY JENZI 

stock, please contact iOMH CB radip .icohol stove. ancT<| 

raatlni. 


id 9 9 

Mb 


BOATERS! 


your obbb- used boat y«ur oood used best l,n 4T cabin, sleep* 2. lead, galley, iSEE OUR large display of apoli -1 hLLEN at 

srszvL"'jxxr :, 1 ass'J'.ftft. -"•issx ^ i co ,„ l :?, 


Soulra Boat Brokeraoe. 384-136: 

7’* HP HONDA. 4 CYCLE OUT 
long »haM Under 10 hrs 

- 338 Lochslde Or.. Sidney. 

656-7432 days. 656-5403 ovt$ 


455-4042._I Supplies. 

|wiu. TRiOE DIAMOND RING IMS oJLL [ | 6N * V LT0 


»rt with remote 


con- 

$700- 


14 CUSTOM CLINKER WITH 
accessories. Holsclaw trailer, good 
condition, 15 h.p Johnson with lass 
than 50 hours. Offers. 592-0304 


snu* 1 


36' CRUISER. APPRAISED RE 
placement $25000 Sell 19,000. 
Offers. 745-3747. FWC. 


?S2 


SHED. 15X40 
sebum Harbour. $5. 
5. 


LOCATED 
M> 479-1143 


~ _Jfai 

deck. lda_ ..._ 

diving. $1300. Ronalg 
d, glactric. with trail -1 lc— 

1*1444 (local) x BAYLINER 


SURFER CAMPER TOP 
outboard. ■ 

$2400 771 ' 


COM BRIDGE 


26' DISPL CRUISERi? , * n<,uph *' d - »»•«« *■ 

1 - ,un * I Lowrenr# sounder — dinghy etc 
Excellent condition 


•' FIBREGLASS LIVINGSTON 
sailing dlnghycomplet# with sails; 
rlca JW^wItl taka $500. 


new orlc 
3M 5454 c 


22 Vi BAYLINER, EXPRESS 
cruiser, low hours, Marc 145, an- 
closed head, bailey, dinette, plus 
many extras. 452-5740. 


IBERGLASS 
24 ho Joi 


c _ OVER FLY- 

„ h^ Johnson alactric 

oK’: 4s # 2niT ^ an 


Call Len Raynor 454-543? 
Thunderblrd Yacht Sales 
_Wea tport Marina — Sid n ey 

feSSara 

1 West Burnt!de Rd. 384-9414 



fACirtc iHbumia itdrai ltb 


A COMPLETE STOCK OF 

FIBERGLASS 

AND 

EPOXY 

MATERIALS 


heed roller reefing ilb, outboard 
Perfect condition $11,500 See 4- 
— 2130 Maple Bay Yacht Club. Dho*s 
Sidney, B.C. | 112-748-1353 _ k. 

lots of leak, main and ’fib "la®. 

I Kalinas, 11 * 00 * 5, enclosed h«*<j 
dinette, 9.9 Johnson elec. $$.640. 
Bob Whyte Mar ine. 494-7244. 

40 FT. ATKINS YAWL FULL* 
equioped tor offshore. ExceHenf 
c Wilton estate sale. $45,000 or 
bast offer. Phong gftar 'ihr 
112-244 3120 or wrKo to Box tea 
Oufhloa kl Cove. Outdva Island 
22* WOODEN CUTTER, RF*B 
mg —Kved p«a 


deep hulls, I6xil _ 


Chrysler—Seagull 

. , outboards 
Salas - Parts - Service 
EN PRASING EQUIPMENT 
934 Golastrean 


Z SPAR 


UKI RMX 

l. 994-1414. 


usman 

lacilot 
!ON, | iSJl 


... x-onN w c 2j*jss;k 


MOTORCYCLE TRAILED. 

73 KAWASAKI 290 STREET. EX 
cilan t cofwHon, ME. 477-4440. 

iffer moto * : &eug '«fig 


RO 390. 2404 


wmiie. lew mnaaqe, 478 911 Clgatil offer to $1,000 takes. H#l- !»75 H( 

SUZUKI RM100 1977. MOOlFIED mat end olove* IncludOd Call #ft#r m#r, 12, 


BUY, SELL. TRAOE, REPAIRS 
New and usod bikoe. OwaUflod me¬ 
chanic operating own business 
Lowest prices (Expert bucked 
wheel). Dean 4 a.m.-a P.m., Bun. 

— • B-R.C. - Shields - Nlshiki. 

z -- Barn# day servle t.__ 

■9. Ask'- WANTED FRONT AND REAR 
bicycle wheel taking lire slit 
I4"x1»»' or 1.71 or complete blcy- 

5 ItJTxiX"* *' lonm 


SUZUKI RM100 1977. MOO 
11W0 or best Offer 477 9947 


ONDA 

m mill 


8' FIBERGLASS DINGHY, BARE 
(rf'coiourV aarS?*' * ,4 *‘ Chotct 
BLE EAGLE 


DOUBL 


»' GLASS OVER FLY 80 H P 

» < ^i - 8;Wa.3»Kai <# 


« LKINS BOAT TWAILEK. 7000 
gross 479444$ after 5 p.m 

uT~ PLYWOOO, $498. 9' PIBRE- 
fiats tailing dinghy |)00 595-4494 


!•' STARCRAFT WITH 63 HP 
Johnson excellent condition. 

4/1 1664. 

15 F'BERGLASS RUNABOUT 
lT7t~2B h.p. Morcury with 
fralior. 8980. 454-3477 ._ 

over WOOD 

ssi; sirrJr ’ 9004 

39 H.P. VIkTnG, OUTBOARD, 
478 76B6 * §nk ' #1t ‘ Ph0 °* #ft#f ] 


140 HP MER 


TOTAL BOAT 

l LTD. 


T; W-W 
weeks in 


WANTEO TO 
boat for first 
August. 388-1874. 


CLASSIC 24' DISPLACEMENT, 
wafer cooled Gray Marin#, Asking 

$5 500. 652-2549. 


YACHT OWNER^CHARTER 


CMrrtflSui 

TOM BOAT 
Uphofoffi 


FOR CUST 
story call Rl._ 
or 384-4013 eves. 


BOAT 

$!&>. 


LETTERING A $PE- 
Phon# Kan Warnar, 


FIBERGLASS BOAT, FI- 
lass punt. O.A.C. controls, 




24' DIESEL ltd 
running 
•9508 677 




CANOES 
c.oa. KSJL'i 


for Coupland 


2 3' BRANDLMAYR. _ w 

S(3!w! l |l9-Wr**” , ' rt ' '***’ M ~MA JOMNIOW. AO A C LON 

itss*v ! •*» 

MAND NSW O^N-I. 

iSQSTIS Al »- ^LUMiNUM ““'StltoT’ 

• rd UMS* 


motor board 

S3 


1 motor Offers 595-1502 


NT 

wli 


MtKl 1 


ILT 24 M F JOHNSON, $100 


PIBREOLAtS MARLIN BOA1 
v $499 of offers Phone 741-3479 


14' F|j 
no w 

1978 9 1 JOHNSON pti?BOARD. 
Short shaft. $398 478-4713 


Marin# Surveyor* 
Underwater inspection* 
_fomposs Adlusfln# 

BAYLINER YACHTS 

w&jtmr 


MARINE PAINTS 
E. Bum*ld* 

VICTORIA 

386-1811 

SWIFTSURE RACE 
i Robertson II Is accompf 
Swittsur# race, charter 


blanked. Bleep* 2. 
eluding 7 h.p outboard. 3 sail* 
itove, anchor*. Moorago afsn 
available. Asking $4,300. Bog 
383 <0334. 

*36' RAWSON ANO DINGHY. COM* 
Diet# sail inventory, afoc sttri 
oower, CB redlo. 5 berths Comer' 
John Watson. Cedar Grove 
Marina. 454-2540 

386-7814 CAL 2f“— JIB. JENNY AND 
spinnaker 9.4 Merc,, sporty y#k 
dinghy, many extras. 510.700 Con 
Th# Robertson ’ll if accompanying • 4T| 4"* f trade. 345-7831, 

fh# Swittsur# race, charter soac* 1388-4334 _ 

l ra^rt?. ¥ f!li''GrxS2 "AWSON M FiBERGLAjsT^ j 

***** Nahina | sails, glassed in keel, eeperai# 

K haonar, m-lBii. _I head. 9.9 outboard, poptoo, iio.ooo 

22' REINELL HARDTOP CRUIS * ** 
ar. hardly used, extras. $9000 

12' 


ft &%SEanrj£ 
jC’Sst'rfin.sr 0 ' 


ANO 


SAILBOATS 


DAVIDSON II. MAIN AND JIB 
saHs, 4 berths, head. 4 h.p John¬ 
son. 1,200 Roadrunnor traitor. 
$4,950. Bo b Whyt e Marine, 454-72H, 

TRANS- 
d sale. lm- 
24 Pour 



If OCASICXAFT WITH « M.p. I E3UG80N YACHTS uiia~|mk 

m&sist 

AVON REDBEAL W INNLATA-|--I 479-2994 , * Ula 

bfa, vary good condition, outboard laser, new condition with 

bracket, mt*, ifk. Afkiha >ms —- * - - 

Pign price, B904 , 494-M43 

21 CAEIN CRUIBJ 
Chrysler marine rr> 
finishing Desperate, 

•d# Phone 


1974 CATALINA 22. EXCELLENT 
condition, 3 Mils. 7.1 More, “poo- 


VIVACITY 
famlli 

condll 


ar 


20 STABLE, BA F# 


(*•> 


214-4771._ -itf 

. NEW CONDITIO* 
equipped asking $1099 


BIN CRUISER. ''Ill” 

. marina motor needs 

Inlshlng. Desperate, mutl *#n 
Offers or tr adr Phone 112- 7444494. 


»TO ! iw2a.m r «■ 

1 1/ SEA 

©WJ* _ 

24 THUNOERBIRD* GOOO CON 
dition. ready to sail. 5 h p Viklnq 
$4500 442 33M. 


694-3170 

14' 


(#AFF RIGGEO LIFEBOAT^ 
MIM Bay. 743-4472. 


A 
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ftAILBOAl* 


WANTEO I EXPERHNCEO 
H hat* M>l 42 W setae 
•'•r First 3 Mtfn ¥ Jv*v P#v 
£«n Hmg I IIWM VKterig 

» OVERNlGHTER $7100 


nml rUNAUKl 

n »sot qktMt^HCt 
FROM $43* . FOR Admiral 
ClMA even 

njT 


■n oM. very mw, ,00, 1JII 0~*M SI l«,o» 
<»■>, Dicrw> nil, MMan m I B»v) »M»I1 

51. , '!2lr% r , 2J&-S!'5i “>tSm»uC* sheet 
*- srffvS3i.fr &J 


METAL 


•? n RMTvnr 
M, iWi 10 

, wssssar 
|UM«sflM3£ > 

CHESTER* I AND CHAIR 


isrs^au-ft&’tt " ?■ «*■■* “s™ 

BRAND NEW TANZER 22 DC-'O-Ctafranc* fireplaces HALES and SERVICE 

>-*• IMM. mein end lib Milt, t FW-3FV, Rich Giles 47*3l4i_ 

' dinette. IMrilF ,- 

Jennion 110.*00 


Bob 


he. eaiiev. d 

UXU& 


8S*7M6. 


■H CATALINA 21 DCLUXE POP 
, Main. I>b and Genoa. S 
H. 0*11 . 


Mgrlne, 


». galley N 

.wr • o,, 


* I HVI' 'VH W- #'WTE» WT1 

ciOMo heed. 4 Milt. M electric 
Wartmotor. Ill At*. 4774 05*. 

% m G RAMP I ON, COMPLETE 
drtt 'nvanto'y near new. Marc, 
oewer. full standing haad room s 
bqftha. Contact John Watson 
Cedar Grove Marina. 456-f 


SWIMMING 
143 000 RTU. . 
furnace naar new, M00. 


POOL, HEATER 1 

■ inuKr 


Mnrr.Ua4.Nrm f 

I OK MU 

BARGAIN 
ANNEX 

«Lower Main Flour of 
STANDARD FURNITURE) 



MflirELLAXEOl * 
FOR SALT 


MtSCELLANEOlB 

FOR 




FURNITURE 


MAnRESSES 

INVEST IN THE BEST 

INVEST IN REST 

F. Goodrich lotfn 


Open Til 9 Nightly! 
EXPANSION SALE! 


USED 


CAN WE 
HELP? 

GOOD USED 

,_ -_ tltt'QUR ..LATEST container 


Brown Sofa 
Braided carpets 8 6"xll'6" 

5 59. 

Chrome jrlasa top col fee and 


Buy The Best And 
Reduce Costly Service Calls 
YES WE TAKE TRADES! 

No Down Payment! 

Free Delivery 12 I*- chesterfield 

u CABB1US DESIGNED sloof iie.ttrVuK' BotrwtMd lor »' charges - Bank Financing .suite 
l«rl«iui.» o.^hii I y LatOF »*m rvBMr ..to- _ , c , Solid maple buffet 

■ tor ero?; " ZTlJSIS SSicaiiy, «o,o.<s n. •» Color TVs Stereos SzLjrS,., 

n 01 3SO-I.7. Mv.. ovo ’"iK *JJJ tST..,"*!!!! PANASONIC FULI, 1J.NK Boudoirch " r 

torT.oio, coo), nyoonk ». M 20” Cblor Special S549 

ays HI FI EQUIPMENT 1 

Sove 1 Come 


, forfabie. cool, hyoenic and art 
SKOOKUM 13' GAFF CUTTER, i made in a fira retardent ticking 
TOwaprlt wood trim, red sails, j-j" $159 — 4*4" S1RR — Quec- 
Seagull Silver Century Good con jjjg — King. $JW. Bo* springs 
- t on Ready to go, 13.000. match. Poivfoam mattress toaoer 
a SB-3170. 1 pads, single S* 55 double SI 115 

- “ *1 *17 75 Ang'ajfon 

- _ T , - jvj-h.p. *"■ 

D«es*l. survey aha.leble Ready to 
00 at sacrifice $7*00 3*4-6029 


2 end tables 
Red sola and chair 
Lreen tub chair 


Hostess chairs from 


1239 

SI*. 


GE Zero Zone fridge JIBS 
I Apt size deluxe 24” range T.MJ 
and fridge 1345 

5119. 30 ” electric range 51S8 
3 pc. kitchen suite 3 49 
Hue hide-a-bed excellent 
condition 5179 

Solid wood stereo-radio com¬ 
bination for nostalgia lovers. 

5 99. excellent condition 
Walnut buffet 

5 99 Siiveruxie turntable 
3199. speakers 

3 59. Black and white console 
5 10. TVs from 3 3* 

FREE DELIVERY ColOTlV!,rom 51W 



ChaatgrWald agitat Mb lit! 

riiX-^ur-s arwsfe 

3-Fca. sats *34.*5 to MB; Round 
rock mapN taMa and 4 chairs 
*34*; DSncan Fhyfg droo loaf tabja 
and 4 choirs $M. China cabMafs 
$*3 to UV SuffOf* MB to BITS; 
woodon rocking chair $47» to 
*12*1 3-Fta. coffag and lamp table 
sat 1219; Duncan Phyfa coff^ 
tibia *13*; Hoovur wasbar spin 
dry #r tit; Vacuum ctaanars *2*.*J 
MB. UM your Charpax 


1030 Pandora Ava 


TH€ IMY.yj 


^ l * eT 


OF€N: Tim. «o Frl. 
tl a.m. *o S e.m. 

i * ,u aa^ : "«i^vV' 

(Parking at tha Doer) 


___, McClarv Easy 

tin* tr Idea. *t0B; gold tyy^ 3- 
position racllnar. *75; A ABC frldga. 
_ 13**5; gold twaad hl-b#ck arm- 

^ MASTERCHARGE, cMir ' 

CHARGEX and 


and 
5 79 


Browse 


Up To 20% Off 
Technics 


>1 »EO CEDAR PLANk AW3TOR VJo^ronor' VlS 

Milec, 1 voor. OW,. Volvo Pch.0. 0,11 IMMEDIATE MLIVERT 

GREGG FURNITURE t 

CABIN SAILBOAT, At FT.. PLY. 2300 Douglas Wi 7345 

Alum, mast, dacron sails, can- _ 

| may clearance ! ^ Sp ** k -" . f 

cau 2s, spinnaker, brand w-. Dynoco-Dynokit 

^K'rd m *'S«;t a v , .T"'v2r“d^: .. 7 s . Clearance on speakers 


a|»e- 

Tumtables, Re- 


Aprll •?*. *13,500. 


Vilos 

Knechtel 

La-Z-Boy 

Simmons 


-*•. spRNey _su »R.. wllv Lamps up to 50% off 
» so sSf“pc. a*: 5 0 f as U p to $200 off 
TILLIOJM 


T9 Sf^QO, 5W-MS*. _ 

1*74 CAL T-2 

V Sailboat, fulty agulppad for rac 
i*tg and cruising. Volvo Inboard. 6 
«alls and dinghy. 454-319*. 


AIRCRAFT 


FURNITURE 

Hillside Shopping Centre 
595-3331 


amps tuners and kits. Save 
20ci> off or more. 

Hannon Kardon 

and Citation Specials 

JBL Speakers 

Save Up To 25% Off 

Used Stereos 


anil 
.Vruund 

Trade-Ins 

Accepted 

(’REDIT TERMS 
AVAILABLE 

737 YATES 


VACUUM CLEANERS 

Over 200 racondtttonad 


guarantaad torn *25-4300. Current 
models: Electrolux, Kirby, Fll- 
teroueon. Hoover, 7 Compact 
KUai TrtchiKa ate iHmos. 2 used Comoactv we taka 
,$I<irant2, Akai. Toshiba, eic. , ra<J ^i ni Mr. Swoap e r, ? stores; 

1 «04 Esquimau Rd. at Head St. and 
8-310 Goidstream, New Commerce 
Mall. 474-1011. 3*4-37)7. 


*! 8FORTIN O GOODS 


7 »kKiIvld 

-QLT 45 auto modal 1*11 A 
fU.S Army) 

•T'ALTHER P-3* *mm auto 
MAUSER 1*9* 7.43 Cal auto Pistol 
9 4DOM *mm mod. 35. au*o Pistol 
HIGH Standard •Citation'' 22 Tar 
. oat auto Pistol 
if RETTA 3*0 auto Pistol 
COLT Python 357 Magnum 


CAR STEREOS 

Panasomc-Pioneer-Jensrn 

Used Color TVs 

With Guarantee . 


WALNUT TRESTLE TABLE 
; with 6 laavas P'u» • c ,'?*' r * lr *J, 
arm crta*rs. ***5. Small oax waro 
rooa. *4* *5 Oak Seaboard. *705 
Large selection o? oak and mahoo Panasonic 19 Color 
any tables and chairs. Ooen niahts 
end Sun IS min. from town 
Pete's Place. ?84 Goidstream 
(74-4000 


ALADDIN 
Furniture Strippers 
10-20% Off Sole 

313-252 3_ 

WHY PAX MORE 


FISHERMAN 

Vann# plywood cruiser, with toilet 
and sink, comfortable sleep 
«t igq acoard. brand naw twin Merc out- 
ump rngnri n ^ ll , . nin ooerds. well kept. *7700. 

from town, Westinghouse JO color 5J49 We have savarai nka Sport fishing 

—-- r , as from **00 UO. 

RAY MASON VICTORIA BOAT 
MART 

479-M07 . 3*3-3324 


COLT 


re i R-ytnon jjr rvi»v>>urT- . _ 

|LT 22 CH Cwvtfion unit ftp Butt.11 tfom »'’*■ PNdroWU tnjj- 

S lUtO *1», T®S_ ft 

RiV» WEBLEY PoMwrv ‘ " " -- 

Revolver 

Roger 2? Single six 

R«ar Super B..ck»*wk 44 Mag — soN[>Ay ANQ MONDAY 

smith * WESSON 3* Ml. efaln- For vour shoMlno FiBMura. 

leas steel AAod. 40 pro* 5000 sq. ff. M BthMUM. oae 

COLT 41 Cal Modal 3 Derringer and io' 

-‘UTH A WESSON Mod. 3 Schof- Ohjvll 7 iS 

1 44 Ruaaian irom Woolco. Pale s riace, o 

♦mm Surplus Amme Goidstrea m. 4n^B 00. , 


Low monthly payments. 
Having Troubk Finding 
time 

We Are Open 10 ’til 9 
Monday - Friday 
Saturday 10-6 p.m. 

Independent Buyer* 
Discount Service Ltd. 


WE RENT 

Furniture—Appliance* 

1821 COOK 

MIRRORED back oak side- 
board, *7*.*S. small oak wardrobe. 
*a*.*5. Oak hail stand, S5*.95. An¬ 
tique awWet piano stool, clawed 
feet on giese balls, a rare find at 

nv metal tremeyprlaht grwnd 
piano, a steal at *»M§. Fhepda* 
avail. O.A.C. Open nigh ts an d Sun. 
15 min from town. 10 from Woot- 
co. Pet# s Place, 7*4 Goldatraem. 
47*-4000. __ 


SUPERB 3-PIECE SOLID OAK 
bedroom suit*. S3W.M, Oak marbla 
top waehstand »*B.*S. Oak mir¬ 
rored dressar, *7*.95. Antigua Sia¬ 
mese gonq, wen over 100 years 
Old, 5' high, ornately carved, fan- 
ta»tic tona. ooan to offers. A rare 
find at Pete s Place. Open nights 
and Sun., IS min. from town. 10 
from Woolco. 7*4 *Go»d*treem 
470-4000. __ | 


INSTANT 
FINANCING 
AVAILABLE 
ATTICA 

720 MARKET ST. 
384-1644 


CLEARANCE 

SALE 

" E S573"8k nr* 

(TYP1W8ITEHS - CALCULA¬ 
TORS — CASH REGISTERS - 
FURNITURE) 

NEW AND USED 
FANTASTIC PRICES 
Island Businas* Machines 
Burnslda at Douglas 
3*4-7148 Ample Parking 


Q|"^lrodg(5 


OPEN SUNOAY AND MONOAY 
For your shopping pleasure, at 
prox. 5000 so ft. of antiques, oak 
and mahogany furnishing*, collect¬ 
ibles. Only 15 min. from town, to 
from Woolco. Pate’s Place, 7M 
Goidstream, 47* 4000. 


_ereueht in by noon, usually 

out by 4 p.m. Ro'ax Plaatlc La¬ 
minating, 424 Broughton 
3*2-4455 


DAILY COLONIST. Vlcbtru B C, Sunday-May a, 191* 

I IBB MIKKIJAM UI , I 1*5 >ltltr».liA>KH A 
roil MI.4 WAMtU 

NEW and USED THE 9HY VIOLET ‘Mill, 

EMMOi: . a - jrmm ““ 

DfKNft MB te *14*. Nile taMM for tha amart woman to save her 
*17.*5 to 19* „9uML>*# fMh'on dollars 

- - — Wa hava a good mlaciion of fine 

ouaMty. contemporary and classic 
wear at affordable prices 
If It's that "something dlftorent" 
you are seeking you mar ttnd It 
hart at 


CASH FOR PAPERBACKS IN 
‘ condition. City Book Ex- 
I. *33 Fort Street 


WANTED - MULTI SP«ID 
drill press, and swivel bench 

vise. 477-MB4.__ 

WANTEO MILITARY BAOGE* 
and medals. Si notes or collections 
Colin Mclntoe h. 479-2M2. 

KfS, T ^ 


BERT BLOS- 


L^TCARDS. ETC. M-7M7 

armte^ai 

WOODEN DRAFTING TABLE, 
good condition Ev anings 9 M-29W. 

CHILD'S CRIB IN 
m. 477-3220. 


WANTED 
partact condition, 




EETS PLYWOOO, 


tlon. 3*4-3*35. 47*4)17) 


SELL OLD BOOKS ,TO 
Haunted Bookshop. 3*>1477 


7tf 

ghts til t am. 
II 4. Sun. 12-5 


MUCBUiNOCn 

TO BENT 


OFFICE 

SALE 

Fantastic saving* on all stock. 
Savings from 199* to S0*b 

Desks, chairs, typewriters, calcula¬ 
tors. cash registers, photo copiers. 


1 320 A. 6. DICK. ROTOR PLATE 

, makar. Gastatner folder afumi - . ■ - 

hum plate c4>mplgte. paper. 24" TYPEWRITERS 

trimmer, everything ready to Student rentals, manual ** Per 
■^.TTOvrt.^V'r 0 '’' 0 ' 52,500 or beat offer. Roi#X|mootn. *25 tor 3. month*, electric. 
EQUIPMENT pi M fi C Laminating. 2#t7 Rodney *75 par month, City Office Equip- 
Rd 47S-9I32 rnent 3*4-*3*4. _ 

FIREPROOF FIUNS CABIHET , 1 «*T|*OwV- 


I selection of oak 


| drawer. *175; good _... __ 

I droo-ieef gatelegged tables. Ooan 
Sun. and Mon., only 15 min. from 
town, lo from Woolco. Pates 
Place. 7*4 Goidstream. 478-4000 
Chargex. Mestarcharge. 


RENT 

-vasr 


If we don't have it in stock, wo 
will order n at sale price. Phone 
I and ask for our flyer. Pacific Busi- 
I nets Equipment Ltd., 1004 HIHsIde, 
382-7333 . 3M-S711. 


Clarke Doors Ltd. 
542 Hillside Ave. 
386-8861 

Prehung doors and bdoida up to 
half price off. Spruce up vour 
home with a naw cadar front door, 
over 30 design* to choose from 
Wa also will install our naw door 
or machine doors to match old 


CANADIANA DINING ROOM 

suites, round table, china cabinets, 
tea wagon, desks. 3 piece pariour 
sats. bads. ate. Hibernia Antiques, 
to 16 Fori itreet, 3MB911. 


MONTH TO MONTH 

CAMOSUtTTuRNITURfE RENTAL 
*42 Fort St. _»>*55 


WATERBEDS 

47B-7 343 DA Y OR N IGH T 

mi mr- 


stove, r ecord _ _ __ 

Ing. washer, dryer, sofa, much 
more, 5*5-4144. 1307 Ryan any time. 


QUALITY 
GARAGE SALE 
Sun. 12-4 p.m. 
3375 Rippon Rd. 


- -- ftd I I I. 

aIIT VHT' tJ00/ - ® r,ab,# 

388-7903. 


». portal 
UHF M 


PICTURE FRAMES 
Fine custom framing — or U-DO- 

L|, ,00H ^ rn ^ #r, ‘ Colonial maoie hiilch *135. ~w. 

ais. it t tun at__— proadloom carpet *85 woo' Arab 

an tassia shag araa rugs (3) *125 
_French provincial oold frame mir- 

KSJSt! SS*\ £U -■ S EaS . IB rn*axPm. sst 

i'eW asssrr srs; s£ s i ^&ii N 2JSi H ^ T Sf , ?s .&■». 

ar #!L» T’lV c, w-r^'r a ft>, v *'.^oo;’ , - 


(<PfW)OB(IQl»ltglB) 


KILSHAWS 

me fort 

Cash Guarantaad 
APPRASALS for Sale Purposes 

AUCTIONS 

Fridoy-7:00 

Kiisnaw* Auctioneer* Ltd 

384-6441 


sawing mechm»« 


115 


SWAM 


On. EE 

dorado. On* 2T T-T Gourslar, One 
40’ Arden fifth wheel, one each 
4**12. 54x12 mobile homes, 2 

boots. Win awap anything, trades 
art walcortM! Call 474-2154 any- 
time Buy Right Homes Ltd. 

OLB1W7._ _ 

WOOOS 110-120 VOLT COMBI\ 
tlon two burner alactrlc stove, e 
trlgerator. stainless steal si * 
Raplacamant value *390. good to 
camp or boat. Will trade this na/- 
condition Ham for boat, Sunflsh or 
Salima dinghy preferred. Call 


ICOLDSPOT FREEZER. *75; 15- 
gallon hot water heater, *30; 7 
solid wood doors, *10 each. 452-1290 
> after 5:30. 


®7. 


5B2-_ 

WHAT HAVE YOU GOT TO 
trade for *11.000 equity on beau¬ 
tifully treed, ocean view, I* acres. 
New subdivision in Duncan. 

47*-*732, _ 

MARCONI MOBILE’ RAOlO - 
telephone for AM FM Car radio 

_with cassette and speakers 

DIAMOND RING, TO SETTLE , 388 7337 F. Roach._ 

Ma’°Al)ir.lilS''v« , i«Tl 330’ TOOI - S CARREfttRY AND SOMF 
B? 10 *f*g r **Ma ’vaiua si,»g, maehanlral. rrmftt ilk* new. worth 


MEDIUM CHEST FREEZER. 
$175; Phllco fridge *100. Porta- 
ootty. *30; high chair, $15, and 
'everai other items. 3*5-7144. 


for Bill Turner. 


7/3-2S4* (Cobble Hill). 


Site gateleg tables rrom »w I. r> J *OOKE RESIDENTS; YOUR NEW MINIATURE BOTTLE COLLEC- 

455 auto many more bargains at Axiom A* 03y_f' EsaUimO t Kd. Seer , location is now In Waddell's tioo for sale. All old. original fuM. 

houas pre-container aala. $** 707 Pa.nting SupoHas. next to tha $2.00 each. Also many antique*.! 

- - bw^»» »*nrr --- fc—■- «■-i- •-- ^ M u. 

adit Union hall. 


SJgTH 

•mm Surplus Ammo ]Gbio__ 

MOVING MUST SELL 
Huge ra-loadlng stock, over 50 Hlda-a-b*d and chair, 20" colour 

* css dies and 400 Bo«*s of Tv CO ff M table and and tables 

Sgaar. Homadv. Sierra Nosier and | 4,1? carpet, aoartmant sized 

Wine heater Bullet* on hand. ; fridge. 10-lb. washer, spin dryer. 

WE HAVE THE EDGE! 1 ^,^ room UKE HeV 
574 YATES ST 383-2422 j-oce. set; >oca bedroom. 

- 7-oc# dining suite; single bad; 

dresser; c ne*t; desk two living 

room chairs, display carnet; book¬ 
case. 479-M14 


385-5555 

RENT 
TO OWN 


Royal Bank. Pleas* drop in and Large collectables 
PKk up the latest catalogues. Your May 27 and 2*. Cri 
satisfaction will be our mem con- Nenefmo, B.C. 

I earn. 442-3*31. 


20 oai 

equipp* 


BATON’S 

MMWCX^E 




BARGAINS 


GARAGE SALE TWO FAMILIES, 
Saturday. Sunday, Monday, May 
20, 21. 72, • to 5. Household furni¬ 
ture, antique lers, books. “ 




1978 20" 

ELECTROHOME 

COLOR TV 

MUST SEU. HOUSE HOLD JF UR • NOTE Rent N> own also ava'labl* 


stand, dinette, bedroom suite, many many mtscallanaoua Hams, i 
books, record*, lamps, kitchen ?ao Kamloops Ava. 
i aoods. component stereo, etc. | — . atb 

■^15^5*1 after 4 YARD SALE. LOTS OF MISCEL- 

-—- — ! lanaous items. Stereo. Bedding.; 

UPHOIaSTFRY FABRICS Lady's doming. Ornament*. Dwell 

Retail material* at wholesale *lc^ Sunday 11-4:20. 1**5 

price* Hardwaarlng nylon and ^out Bay Road._«!“_- 

| Harculon. _Reg. ,*J 9yil.*5, it .SaN| POB 4AlP KENWORE DISH- PLAS' 


749 View St# 


. ■ USED FURNITURE 

1 Vtklng 2 fik. fridge *725; 3 PC drop 
.•eat dinette *40; green hldeebed 
*175; 4' m a tt r ess and box spring 
*30 3440 Quadra, 3B4-3IS2. Chargex 


aval labia 


PS 


'* 47>0^ n ‘ , Tllllcum | 

2 Sooka Rd W9WW HW. 


GARAGE SALE 

Two van root rack*, one with lad 
dar. ideal for contractor, chain¬ 
saw, bicycle, used 4x4 timber, 
flooring, used wooden sash win¬ 
dows. assorted sizes, bathroom 

•THe blast ic sMOB" 

OOUSt>rST.. JBS-un. ONS jSJl ,5tL“S 

SMOBBINO FOR ALL , CRFFly .. BBBy. PRlntre fM 


nha t offers. Phone: 477-22*4. _ 

CHAINSAWS 

Ait Backer end Son Ltd 
29B1 Tllllcum 3*4-4414 

CHILDREN *S 
MISCELIaANEOIS 


HIGH CHAIR. WALKER. HUMI- 
difiar, sorlnghorse. blackboard, 
poftycnair. camera, hot plate. 
479-72*4. 


mechanical. mo»t like new, worth 
around *800 replacement, for what 
have you. 595-3*44 


'HARDTOP TENT TRAILER FOR 
15 - i7- boat in need of repair* 

1 442-4772. __ 

118 COINS and STAMPS 


LEMON YELLOW WICKER 
style baby change table, excellent 
condition. 477-7542. 


TRICYCLES. *1*. *14. PAPER 
carrier. *4 Scooter. S*. 3*2-90*5. 


ORCHIDS 
IN BLOOM 


ilw --. r -., ^tjc- woouct,; WR-rwiss-v *2^.-“^ 

NW wasnar ee Plastics.___ desk, rollawev bad. many other] 

_ , ____ valuable Item*. All at '*42 Keetino - 

REUPHOLSTER *?■ s*tu,<wy 


new *200. Admiral dryer as naw 
s/00. Smorsa power Craftsmen 
ride-«n mower *900. 479-J14S. 


M1M EIJaANEOCS 

WANTED 


NOW AND SAVE 


and Sunday. *-5. 


mshings. Chasterfieid. walnut dm- tor 24" Console TV. nlS^STJ ^f View next tc View 

no room suite, * piece Oak bad- j ¥#af 100°. warranty on •» parts, Douglas at y<e/* nevr tc v es 
room wita. coffee fabfa. 7. end r all0ur and picture tuba. Call Parkade. 3B34272. __Fr#e_deiivary. 


We Aim To Pleasa 
THIS WEEKS SPECIAL ’ 

1" Scooee — T'ixSJ mm 
Cross Hair Reticia 
Nitrogen Filled 
REG. LIST *3**5 
ON SALE *24 f* 

* FLES — Whitworth 


WOMENS CLOTHING, 


'room suite, coffee table. 7 end itoour and picture tuba. Call 
•able* 'amps and traazer 3*2-6052 /-i-ry TFK1TPP TV MAHOGANY LADY'S DESK, 10-17 ExcaHanf condition low 

or 477-25*3 V_H T L.CIN I rvu I V dCOW , igtj, *2Jo, 1* cubic foot Vlk priced Plus motorcycle iecket 

OPEN 10 A.M. - * P.M. ,ng freezer. *200. Small weed 3*8-4142 

4 DAYS A WEEK eater. $20 Swag lamp. $20 Formal.- 


GARAGE SALE - MONDAY 

Commerce Mall *a*d ^plants. goH clubs?* tow 20-30*» discount on In-stock fabrics -- --- -- 

commerte A-an. mlsc 7*8ivno, Oak BaY wnlla stock lasts. For quotations. $8*5. Large selection of Vicforian 

call 3*>7«21. “ " * " 


WALNUT TRESTLE TABLE. 4 
leaves. * chairs incl. 2 arm chair*. 1 


RIGA UPHOLSTERY 
Market Square 



OPEN SUNOAY ANO MONDAY 
For your shopping pleasure, ap- 
prox 5000 so. ft. of anflouas, oak 
and mahogany furnishings, collect¬ 
ibles. Only 15 min. Pom town, 10 
from Woolco. Pate’s Place, 784 
Goidstream, 47*4000 


WANTED: CANADIAN SILVER 
coins. 1*44 and before. Also U.S. 
silver coins, 1944 and before. Pay- 
Ing top prices . 47*45*0. _ 

117 ARTS mod ANY1QI v 


RECLINING CHAIR, COST $300 7 
office Chairs, pedettal, swinging 


and reclining, these chair* are >*< k iurt 7 m tha 

fory new cost over $500 Any ree _*ext «» K MjrT ln 

sonab'e offer accepted S*5A4l4 


mirror grouping. $150 Diamond 


rV^.’val'ed'at’$12007 wliT accept Nau *"p A LH* fff^cil.rlaa urra^zc^x 

~~ sac (Kiwi_ Iw grt&tBUB??. i■3g*a 1 *^ J- 1 *- 

Fe. FOR f* A CTCI^C^ AAOVING - EVERYTHING MUST McDONALD SUPPLY {Huge selection of u pholst ery fagi 

CAR jIlKlU 


ANGE 


DO rr YOURSELF 
UPHOLSTERY 


NICE CLEAN FURNITURE 

.. .sale to too offer (si by July 

vHi $5*5. Browning 77 aufo. will sell item* bv Piece or " 
new model. $219. Marlin a*-70. t*-3 deal Also cr.b, child' 1 
. 4x, $>9f. Mennllchar original 385-/7*9 , 3*4-340*._ 

2# B*SA 304)4 *79* ^ 1 '*'■ MOVING AWAY. APARTMENT 
SHOTGUNS - Win. 12 O. •«»••! Ji rni ( X # ' V 2?klrm 

Ranger 12 G O-U. $199. Rem. ' ?S,i rr ~-imL- Vitctwn 'fable set 

x O Si ***ft *• pm SStS&J Sw?. 

. FREE' LAY-AWAY PLAN I FURNITURE FOR SALE: MOV- 
BROAD ST. 385-3429 ing- must sail, maple single bed. 

mattress end box soring, a* new- 
Dresser, dreoe* and bedspreefl to 
1 rhetch, 972 *344 _ 

. ITALIAN STYLE COUCH AND 
! chair beautiful wood, new'y uohoi 
stared in taoestry materiel, Dar- 
I feet condition. 3*5-4055 


Iramed prints at JON. oil Smell 
nemut china cab<net, $125. Solid 
brass double bed. reo $59* 95 re- 
duced to clear $799.95. Ooan nights 
and Son.. 15 min Irom town $0' 38<>-l>308 
from woolco Pete's Piece, 7*4 *od»*ic\ic 

Go'dstream. 47*4000 APPRAISAL* 

For All Purpose* 
AUCTIONS 


INFANTS SEAT; DOREt CAR 
seat Pottie. Garden wheel fcar- 
- -- .zr^U iZl ~z~ - ---- row; wail mount naadboard for 

,-*• JHrEL'5? ?. „ oiw „. 1S .. 

Jial Hre chain*, two new adult life 


COWICHAN BAY TRADING 
2070 Cowichen Bay Rd. 
74**470 

lO°*-25°. off old stock 

NEW STOCK - Beautiful Wha*- 
no» desk combination. Cedar cneil 
Pair of Victorian Rosawood busf'e 
chairs Oak sectional bookcase — 
) '-ceded glass front 3 piece oak set 
I tee set Early Canadian carved 
| ted. dooubie brass bed 2 brass 
bridge lamps, plus a collection of 
'50 dolls Circa 30-40 s Plus much 
926 PORT ST. more Open |.} x da y Ae of 'rr 
| furniture stripping done ov ha-’-d 
or dlooed at pr<es vpu can afford 
i So phone tor Pee appraisals 


Tuesday and Friday 


RENOVATING A HERITAGE 

HOME? 

Don't paint over ftxne oa» base 
boards and doors, etc Phong u» 


*y», THE SALVATION ARMY | wr in.^o^e 

IMMK SWim.' I iiluii —VEGETABLE—JUICFB .w-rirti.c. nAX ' CrMIvn,- MIoMWI, DMg. Needs }-OUr re-Uftable Cloth. I MiORORED BACK OAK SIDE 

!T^2lS.naMff ,i, LS:L S%@P§S? J I <2Z: ,»—-* r*~.mSi2SL-h. mg. tuou.ure nd ;sjk?. fe^i-sur 5 


Sa *ffgw •z? - 1 „ 

»» 4731 fridge*, curio*. glas*wgar. Dicture*. STANOARO ROLL OUT WINDOW 

stereos, camoras and Itwallery. t 0 r camper or van. trallar Mtch. *7^': ***• dNfwa. racondlllgnad 

. “ — ‘ »d Trad* 17 hi, eiacfric hot wafer tank. 

T239. 


931 FORT 


d 


■*4712 


USED MOTEL TYPE. DOUBLE 
box springs and mattresses, and 
used nide-e-beds. Raasonable. 

,38*735*. 


‘ The Instructional 

SpedaMs** - 

Compieta diving course Include* $ 1 DANISH PROVINCIAL_ D[NjNG 
POOL LESSONS. $ ocean divas. 18 *«'*•. 4 ehatrs. taWe rjd buffet 
r^urs theory. Next course starfs All wood maple finish. $225 offers. 


CLEARANCE 


3*3-9512. W Buy, loll and 

. .INSULATED CAB HIGH CAN- 

12" Traveller solid stele TV *atv opv n««(Uche rack and ladder 

AC-OC _ *99.»S rack. Both tor Ford olckue. 60* Rx 

ACTIVE FURNITURE Ciemco sand-blestlng machine. 

DISTRIBUTORS note* and remote control. 4S2-5732 

S4* David St. 3B4274 HOt ^ EMOLO , TEM j FOR BALE. 

- stereo. speakers, turn table. 

chairs, table, desk, ooi* and pans, 
cress sat. records, stools. T ‘ 
tables. 3*5-4050. 


ELECTRON TV 
100 BURNSIDE W 
TV tuba tasting service tree. 

383-5432 


TV 


May 24th. 


3*4-3477. 


M_A 


FRENCH 
terflHd 

condition. Kitchen 
bolstered chair*. 5*8 8442 


...... ... - (4) *12. 

bread box *10. New cheese board, 
glass dome, and knife $12. Wanted 
—Oak hutch and small maple 

bookcase. 477044 4._ 

DINETTE BET. *40; GOLD 

nylon carpet. 9x12. $40, Hoover 
_ ___ vacuum. $10; h#nd lawn mower. 

WALNUT DOUBLE BED. FLOOR ji 0 , garden chei* with mattres* 
polisher rug shamoooar tofrtf fio ; bookcase bed, *45; toddlers 

bath, storaoa cupboard, mlacella- SW ing, $10. gossip bench, dress 

u , warranty on ,V1 •' "'"“Tr',-, naou* 592-4514. maker form, floor polisher and 

chair, immaculate iU part* and_ service. *1*9.95. ^^ ,S !yh4^4* lghl%xt^!?W | T WO aiitmpaitm* waaan i JTMU5. 


USED 1*" RCA PORTABLE COL 

—_ our TV with naw picture tubf : 

PROVINCIAL _CHES-| vr w#r rantv. 4 mo*, warranty on 


GARAGE SALE 

Lot* of books, chesterfield, catoln 
trunk and mist 3791 Savannah Ay. 

•no*. Monday 10 a.m. No early 

birds. ___ 

• j PAIRS BEAUTIFUL GOLD ___ . 

« *lorai heavy I men .dr^oe*. each $97-45)4. 


K). lero* 1 
I orteJnel 
■*44)3. 


, carpenters tools, mechanic s 
toots, China and mlsc. Items. 
3*4-5235. Tllllcum and Cralgflowar 


end antique braes 

- 4 matching ceiling ftxturev *40. 

HAVE PURCHASED SEARS KEN Dehumidltlar $100. Orange print 

more washer. Sailing Kanmor* *— "* — **- 

«va*h*r spin drver. axcatlant condi¬ 
tion. $110 or bast offer. 59*1251 


LAWN BOY MOWER. RECENTLY 
serviced, excellent condition with 
ora** catcher and gas can, $95. 
992-4574 


up- 


OOO 


Billiard Tablet Shufftaboards 
Cues and Accessories 
Raker Table Tope for card Tables 
FOOSBALL TABLES 
Factory to you—and Save! 
3*4-3302 517 KELVIN RD. 


rn f t, T . L ?.r^? ERE0 iND JU-J71J 


AUTHENTIC WAGON 


whaa's $50 each, dekix* washer GARAGE SALE 

_ , wrV M ■••». -— and dryer $375, and misceileneoi* Owners moving over s eas, Must 

PIECE 6 MEDITERRANEAN ah v tv to REMOTE FECIAL — 14 |househ old. 3P-2301. _] tall. 7 fridges, washer end drver, 

55* SK2’ 'iT* "C w «« « jr *wminum »o*t {mo; 


i chin# — ... 

1 blue Chin#*# rug. 
I Phone SV2-J077 


9x12. 


__-a . 

CIRCULAR G'BBARD M AHOG A- 1 3*3-151 

ny taWe. w»#nd* ; toW''; * chairs; SANSOI 771 AMP. GARRARD 0*71 KLUIUINAL ArruAiur. 1 LOVELY 4 DRAWER 
buffet perfect condition. 5*2-7064. turnfatjle s*ntrv 50 speakers, | SERVICE guaranteed, sales parts, wood dresser. Woodward' 

. u t 1 q 11 c ovFRSTUFFFD Tandberg model 44 reei-to-raei. 3*4-3117 444 BURNSIDE E. driven real mot 

chair Scandinavian desk *«*l'ent 1 iu*t *^Y C ^°^ # /INCINERATOR BARRELS. $4 D€- ] '•** fh «h 13 

I condition, 721-3551. must sail. saw. jsvsux a»ier a. i ..»»tr* I. , n <- 


' g tods. “Help u* to help 
I others " Family Thrift 
Storet*. Victoria, Sidney and 

EQUIPMENT—SUPPLIES I^n^ford For nickUD — 

HAMILTON HOPS ANO GLARES 1 ror P ,tKU P 


Beet The High Cost* 

Win# end Beer — Make Your 
Own 

INSTRUCTIONS 
EQUIPMENT—SUPPLIES 


444A Burnside Rd. E. 


1 386-3295. 


fee tables; double box soring and 
mattress with head board; chll-1 
dr ant clothing and miscellaneous 




For sale, common and rare beauti¬ 
ful saashail*. Also rara butterflies 
and insects. 

ON DISPLAY 
700 BLOCK YATES 

From May 22 to 2*. 


CASH!!! 

FOR USED GUNS 
1307 BROAD _j 

WE BUY 


REGIONAL APPLIANCE 


| $150 457-1472. 


RIMPAC DIVERS Ltd 


SOLID 


: J**744* 


n *L’ ! 1 M/itelf rTjr* $12S 1 TECHNICS STEREO 65 WATTS. Old oarre's removed, reasonable. I lot*. $135 speed Quaen washer 


weekend to highest offer 29*777) 
after 3;K. 


it 47*2042 S*f on *e r t |!5i ^ MAN S RAMPAR '0 SPEED Bl- 

nunc»«K/ft mxrcmi •• y *-" I— - - - — r ItliJ cycle, excellent condition. 4 month 

— hyered. screens and.covers extra. [ L^tGE CHEST FREEZER. WITH |n”.iTiinSri, «xrr*nt** nn *»rt% tao c *hirw» 

fkS*^light, almosl ' 

3*2-7*75. 


3*5-1437 


2 PC GOLD AND BLACK VEL 
our chesterfield suit* $400 ; 5 pc 
swivel dinette $1*5. Arborlte desk 

and Chair $*o. adding machine *15 Used furniture. TV* and oppII- 
Mal’s Bargains. 3440 Quadra. «ncM for c»Wv Mai* Fumltura. 
3*4-3157. Chargex aval labia. _ 3B*2435, 1*21 Cook, _ 

9X12 BRITISH INDIA RUG. IN 1KENMORE, INGUS. WHIRL- 
beautiful condition t?50 We* POOL. SPEEO QUEEN, SIMPLIC- 
tlnghousa dishwasher new condl- ITY WASHERS AND DRYERS; 

_ tlon $80. 2 entlqu* wicker chair*,SQUARE CORNERED FRIDGES. 

WASHER. clrc# ' n 900,1 condition. $150. WORKING OR NOT, 47*4000 or 

--- 1 "•“** 1 47*5449. _ 

N EARLY MARRIED COUPLE 
looking for kitchen, living room, 
bedroom furniture, doe* anyone 
hava good auantv tor • limited 
budget? 59*4690. 


$69.95. Oak hall __ 

fiaue swivel piano stool, clawed 
feet on glass bens a rare find at 
$149.95 Rosewood bebv grand 
pieno, *995. Finely Inlaid maihooa 
ny metal frame upright grand 
piano, a steel at $299.95. Financing 
avail. O.A.C Ooen night* end Sun 
1$ min from town, 10 from Wool¬ 
co Pete * Place, 7*4 Goldatream. 

I 47*4000. 

SUPERB 3-PIECE OAK BEO- 
room suite. $399.9$. Oek marble 
too washstand $99.95. Oak mir¬ 
rored dres«er. $79.95. Antique Sia¬ 
mese gong, well over 100 veer* 
old, 5' high, ornately carved, fan¬ 
tastic tone, open to offers A rare 
find af Pete’* Place. Open nfaht* 
and Sun . 15 min, from town. 10 
from Woolco, 784 Goidstream. 
478-4000._ 

WHY PAY MORE 

Buffets from $11*. wardrobe* from 
$110. aateleg tables trom $99 
Marry more beroain* at Axiom An¬ 
ti ours pre-container sale, $M 
Herald . 3*3-4714._ 

KOKILAH HOl’SE 
R<r9toration and Repair 
Of Fine Furnishing 
(Licensed! 592-71)84 


$120.• 


Nf*t Open Water Scuba ----- 

Course start* June 5. Learn from Teak dining i ,,,, 

'THe Professional* •• Enroll af The $150 383-W4 _SOLIO ANTIQUE BRASS FIRE-,-_ -- 4 ---| c -e/TDnunMX re- rm nm 

k"**'_W* 5*h, Sidney or pnon# -^fABLE~ MATCHING —-P««ce tool* on stand Whit# non DOOR CLOSERS. SOLD. SER f v om Wafer ^ktlno aoulo- toiro.nn.on, *.o. 

#5*4313. ^ tables Dreifer with mirror CB FOR SALE REALISTIC TRC- vent range hood as new $75 , vlc *, an<j ln ,i,||«d. vjjffi C* 00 *' paddle*. 

N»EW »-04 PARKER DELUXE aot rtmenf Sized. 5*5-1714. ] 453- 40 _ f ^ r a r T?f^_ 3727 ^ l ?’ W rV|rt & ItrS’S < AN ° too > * ** °* t)4r 900(1 - M00 ' MeC ‘* ry 

y/Sj ncj»jifflKMtftjr. tlB CUSTOM »eds7captains. Sl»l 4! 3 ""'T"“ «TyB»M.W«*W w-noslu, H. I- - -.11 *«>' ar ' m ‘ 

Mrr,l. <IM. i«)Ml 4 " 5 ' 1 FOB SALE^DYNACO 


. $75. 3*5-1044 


BROWNING M AUTO' BROWN -- legntrol’gwipimgr: 35 watts RMS'. $1,000 Selling lor $550. 592-487* 

- M pym” lio_M.Aniich, r? . *A 0£ %»»«T S!^^ 1 I SwSSTn.i'wXr' *'*' "** •)*«»«« *S9 


.CUSTOM DPAP6S. STANDARD ] » i7 Port s,r »^_^*! u ? ] let.' *150 the lot, or will *P<«t. 

--- front room MJlj'l and french door ,0,45 FROST FREE FRIDGE. Coleman Stove. $W. 38*8140 attsr COLEMAN STOVE. COOLER. 

STEREO size, t year-old and valued •* I *175. etove. $30. chesterfield end 6 p.m. , Peetz real*. Rod*. Lifeiackets. 


CASH FOR OLD OH. PAINTINGS, 
antique and estate iewelry. Bran- 
oon't. 1* Centennial Square. 
38*0473- _ 


t|«4 Winchester. 45-90. 
ctyffer, 477-4534. 


nls hlnqs 1*02 Gov't .- TOSHIBA 

"EQUIPMENT, "o<^rF 1 




*«• "C , oVnk 


__ .dry ar (Westinahousa); large 

RECEIVER SA 420. child * tricycle, child's tractor; 

ssafta KX 420, Good- ; pien.r table 743-3024 _ 

man speakers, offers. 479-8635 


Toft QUA LITY WOODS 

irmm, .<*», OK. CAD. OWKT ^ SES-1AW._ 

condition, *175. 592-90X. _ _' -——-1 cTcasATECH RECEIVER. 3 

SMITH ANO WESSON MOO EL ' OF O CT AOO Bd AU-, C°g FglE v##r , ol<J ,, h# ry*w, will sell for 


_ CARPETS - APPROXIMATELY 

EX- «0 yard* of white shag carpet, 
good condition. $7 *0 firm , 477-dp4. 
WAGNER AIRLESS SPRAY GUN. 
model 2600M, hose oun and tip. 
Call 6*7-3290. _ 


•MM BRC 
eetomehr 


BROWNING HIGH POWER 


DINETTE SUITE. *40, GOOD 
condition, 59*79*0. ask ter Bar 
bare. 


AKAI 4000 DS RE EL-TO REEL. 
good shape. $775 ptue 25 7" tepee. 
383 90*7 after 6 p.m. 


SET FOR 


VINYV SMAL L TE ARS. HOLES, [g'l'. 

repaired, vour home. Phone morn-'-- 

ing*, 3*3-24*0. _ _i TV COLOUR^ GUARANTEED 90 

KROEHLER HIOB-A-BED. _*29D 1 


| dare. $2*5 3T2-9390. 


Pbrfabia'sbnv radio. $17.50. Phone 12 HOME STEREO 40-WATT 

91 CAMERAS. SUPPLIER 39*8317 between it ond 12. _ speakers, $150 Arm . 41*5439 _ 

and PHOTO FIMSHINO COLONIAL LOVE SEAT. EX- GENERAL ELECTRIC PORTA* 
--— : ceilent condition. $450. 304^77*. bie stereo, a* new, $45. 477-04*5. 

TOR TOP QUALITY EXPE- •*•£_*_1 


MAGNIFICENT ANTIOUE ROPE 
style 4 ooster canopy bed Queen 
Size. 3*38405. 3*6-0911. 


SMALL OFFICE DESK. 4 DRAW- 
•r*. blonde, good condition. $50. 
5*2 *677. _ 


small frldga, S45. 


MEN’S SUITS, TABLES, CHAIRS, 
blankets, bed. mirrors, china, mto- 
c• Meneoue. 393-7773. 

FIREPLACE, 
feidatone with Hg 
coal. MS. 474 2*2*. 


-' Photographic equipment. Tool* 

t BENCH SAW. OTHER POWER VWe Dreoes. Smelt carpet. Other 
and hand tools, 2 telephone an*-1 items. 384-1228 
waring units. 1 1*62 Austin Healey KIMA . . 

1Ilr« .« -««* lor S^OLE JMD^ WMIT^ HEAD- 

I camp bed. girl's long corduroy 
| Ledv s bicycle. *100. 


WOULD THE GENTLEMAN WHO 
purchased a proiactor and slides 
from 361 Irving Rd. about ? 
months ago. please phone 592-452*. 


7-9830. 


ranltv — _— 
2046 Allenbv St. 


INGUS APARTMINT SIZE 
washer and drver. open to offart. 
Phong 853-4191 anytime. 


9X12 OLIVE GREEN BROAD 
loom ruo with under lav: set of 
gott c lub# and bog. 47*793$. _ 

SCREEN REPAIRS 

B.C. ALUMINUM 3930 DOUGLAS 


OLDER VIKING 30" STOVE. $45; 


and PBODUCE 


DANISH MODERN SECTIONAL 1 
i very good condition. Cell after 

$1 ■ u m*^BN 1 __ 

{KITCHEN TABLE AND 4. 
i chair*. 125. Love seat, $20. Large 

’ bookcPM, 913. 3B*3W. _ 

HIDE-A-BED. 8 MONTHS OLO. 
excellent condition. $200 or offer* 
305 5235. 


uiiummi 


WlENCTX) CAMERAS SEE simmons hide-a-bed, green i«ml 

i a a re- oo'd ttripa axceiiant up mu non, 

1 S AT I $215. 479-4070. 9B (iRWTRIFS, MEAT 

Photo s uppiy, ; — 

16«5 Douglaa 383-<443l TURE, 2543 Quadra St. 38*444] 

NEW HOURS 9-5:30 
THURS. AND FRI 9-9 
LANGFORD STORE 
NOW OPEN 

B00 GOLDSTREAM AVE. 

• OAK BAY STORE 
” ALSO NOW OPEN 
J047 Oak Bay Ave. 392-3122 


ggStBaBW 


SMS i&S*. 

63* Humboldt, weekday* 3*44022. 


DRYER. AS NEW. *100; *OL£ | "TOT-UM" POLE BOAT 
Ing cot and mgftr^MBiJMrWfc |m "Rigid" plumbing fools. Ilk# 


GRADUATION GIFT.! 477-9_ 

kyt#, Ilka new, $30. Ken-j|j^|^ 
win dryer, 10 lb. ca- ^. ,GM .®wRHOpO 


** “ ' vw '* ^s&.srts»s.i *15. a-*' jss&ts: 

; Sunday 9-?. 3144 MMgrova Street. 


CHILD'S FLOATER BED, $10; 
Sear* power matt vacuum, $150, 
child's J-olaca bedroom suite. $200; 


SWIMMING POOL. ABOVE 
around, ir diameter bv 4*'. 
~ n ' ,- --~ f ~ , ~i Filter, liner, end ladder. Never In- 

*or.nghor*e S’5, chMd s desk and at new. Mornings, or ) 

chair. $15 471 5497 1 nlngs. 46*1761. 


truck*, e*c. Counter frerrves, peo 
board harts. R. 

Agences Ltd . 38 6 4 1 23. 


Ing cot 
Pina, 5 

COLEMAN 

Pembroks 

479-7574 


i SUB. 


FLUFF AND STUFF 
ertno 20% off all stock for 
rest of the month of May. 


7-524$, 392-3 23*. 

$£ 


(new. 59*3271 


OUAUTV Ml ATS 


NEW 9X5 TENT. 

. dresser. 9x12 oval rug 
| chalk board. 596 12C.4 
KITCHENAIOE GARBORETOR 
never u»N». $175 or beV offer 
479-774*. ._ 


LADY'S OIAMONO RING, $300 

___ 141 • or beef offer. Straight shten sew 

ALUMINUM SLIDING WINDOW, teg machine $30. 39*0404 evenings 
6x3. puih mower miscai'anaou*. and weafcaAd*. 

__ 3954512. . - 


£?dSBF% G'ANT. GARAGE SALE, 


COMFORTABLE CHESTERFIELD lA JIGE >F09ITI0N RECLINER 
Side*—*1.34 lb. Hinds-4145 lb. «nd chair, suitable recreation rocker, $150 for 

. Full Baron—$1.45 lb. room or cottage, $65. 592-4574 


pool tart#, ttc. 


1944 GMC 4 TON FLATDECK. 
MINI | with hoist. $2,000, 1974 Je#o Plck- 


I up 4x4, 20800 
i Cultivator. 477- 


mlles; Plough and 


I mans to pin'bowline ball* an 
bags (Amfilte) CB each. 395440*. 


WIDE ANGLE LENS 

r'^anta* K. or 

dlfplMt* 

11*7 OoeX 


m 


ETE SELECTION OF FU- 

fciwnvflww: 


A9DKNVIBUAL 
ter tala ar ri 
J*?4*19. 


iisan 


ana 84>st0* any time 


Cut Wrapoad and Frozen 
Price par pound 'nerta*# due 
trim, bona, etc. 


BBgftCH. -BDVINCIW. CHeB.Y i 


LIGHT GOLD 
and chair- goo 
cleaning. 3*2-5®) 


ONE SOFA-HIOC-A-BED. 
wooden chairs, table. Must s 
leaving town. 47*170*. 


DRESSER ANO 


CHEST OF 

■‘ro^L*' 


KROEHLERH 

bad. fetrtv naw. 

twgan 2 -J:IQ.m 




OLO GRANOFATHER CLOCK, 
paino stool, rocker, oak chairs, 
1045 Balmoral. 


96 RANGES, STOVES 
and FURNACES 

4PM TtY 

r r»*i k ‘ 


EXCELLENT CONDITION, 
"Dixie" French Provincial bed¬ 
room suits $4®. Rhone 5*24442. 


APARTMENT SIZE 
1 working order. $Ji. 


MIScULAMXIU 
FOR SALE 


Office Desks 

30"x49", Raw. Prtvfg. 8884929. 


GIGANTIC YARD SALE — IOME- 
thing for everybody. 237 Mary 
Street. 10 8, Saturday. Sunday, 
Monday. 


17" SUFFOLK MOWER. KING 

SWtST 6< * #r 40 ##l,on 0,1 


39*4739. _ 

CORNER SHOWER BASE . $»- 
Power sickle bar mower. »H». 
47*4713. 


BRITISH INDIA 9X12 


•ar* 


excellent condlfTon, offer*. 38*71 


ACORN FIRE PLA CE. S2». 


vett l adding machino. _ 

HOU^EPLANTS. OF ALL KINOB, 


USED 00005 STORE 

3937 Douglas Street. 




ROTOTILLER FOR SALE, GOC 
condition Phpn s 477-3209. _ 

„ .no 

■ COLONIAL TEA WAGON NEVER S?£r °$J?3 UE Glr1's W Misiang b'ka GARAGE SALE. SUNDAY, 

' used good condition, o® *710474. $15. 15" fire* J**49* Obed. *1, m iscall#neoui Horn* 


COMMERCIAL JANITOR. ROUND 
br^h^wdrt^r end ooUghor. IF'. 


AUDIO-VISUAL EQUIPMBNT, 

382-0919 * * f * nt ' W 


HOUSEHOLD FURNISHINGS FOR 
sets mciudig^ stereo, vacuum 


20* AMP LEA£IN SERVICE 

wire. lOO; old-style bathfU), 
59S4791. ___ 


FOR 

drsiivB, m 

and chairs. 


SALE: «12 CARPET, 3 

'•(r kwiM ^bo^kshalvss. labia 


4YL. SMALL TEARS. HOLES 

* lr j8*24» r h ° m *' Ph °°* Pn ° f ' V 


'OTCTWtt: 

llvgrad. 39>1S9S._ 


MM 33* 


WabstK •4°tfp*^flu» > *new, SI9* 

n9i 


HOUSEHOLD FURNISHII-. 
_ and some mftoaiianaows items. 
4*2; 3*24778 after 1 a.m._ 


_ ALUMINUM EXTENSION 
ijfiSfr) r aluminum stae ladder. 


^•^ofeen. acry- 

„..SnT CO'XT'IOn. nw. 

weekdays after 5. 


TWO NEW AIR NAILER*. HOSE 
and reg u lator. 81000T 8-7 a.m. 
629-44*1 


u j£- i Mi 

..Vm * - -mz y. CgSkaT 0 

)W”WV))* uw»'''“'i • —■ - 






ss5m.x T --°n:. ®° LF 




ggg-ggWW^Jl! 


CASH 

For old clothes, old jinon. old 


tion only, finest axauisitelv carved 
antloue furniture, no dealer* thank 
you Plea*# contact Decker 
3*5-83*5 . 38*6275 pager 732 any¬ 
time.____ 

SMALL VICTORIAN LOO TABLE, 
tea tat'e height, burl too; mahoga¬ 
ny s * Ing-around card taWa. per¬ 
fect condition. Victoria Press Box 
4*._ 

HIGHEST PRICES PAID P©R 
quality antique furniture oriental 
rugs, clocks, palntinas. etc. David 
Robinson Ltd., 1019 Fort. 3*4-4425. 
COCA-COLA AND OTHER AD- 
vertlslno collectibles. Buy, sell, 
trade. Tom. Box 3174, Vancouver 


SQUARE DEAL BUY 
Aluminum — lead — copper — 
• ass—BEER bott'ae—poo bottles 
MM221, 1138 Hillside. MM601 


HIGHEST PRICES PAID FOR 
all your household Hems. Unlver- 
‘I Trading Centre, 5*4 Johnson 
38*9512. 


HARVEST GOLD FRIDGE; 22 
cu. ft. Admiral freezer« drapes, 
and miscellaneous furniture, phone 
47*91®. 

TWO SOLID OAK FRENCH 
doors, » hy 76 by Pj with hard¬ 
ware^ $36 each. 59*1345 or 

PRICE CUT $® ON LAOY'S 
•Darkling diamond end sapphire 
drest^rln^.^for^ quick sale. Offers 

VARIOUS HOUSEHOLD FUR- 
nHhlnps effects end tools. Ilk# to 
sell bv th# 24th. 479-3445. 

9X9 OUTSIDE FRAME TENT, 
ilk# new. Frame end carfop carri¬ 
er. 10"x4'x4'. Offers. 3**5801. 

Kite hen Aid dishwashers 
KENYON SALES 386-1214 

4'X4'X*" CHILDREN'S SAND 
boxes with send. Bl* delivered. 
39*0974. 

GARAGE SALE-MOVING 
Saturday, Sunday, Monday. 3995 
Hoiivdene Piece. (Off Arbutus). 

GARDEN LOUNGE SWING. WITH 
canopy Good condition. *70. 

THREE BIND ANO OBONOAHL 

AJfcNjjjJjjy Plate*, 1971 1974, 

gaps. 

j^garfawgaa. 

VOLUME WORLDS BEST MUSIC 
9. books. ? on the Greet composers 

38J-0974 

HIGHLAND OUE*N, BLAZER, 
sleeky Rrown ch#ek 


WOODEN WINDOWS COMPLETE 
with frames, required for remo¬ 
delled older home — mainly open¬ 
ing type. 86*3717. 


SIDNEY BOTTLE EXCHANGE. 
9*1* Fourth St Across from tha 
Army end Naw. 85*301*. Or will 

pick-up. 


*TRACK TAPES 
We buy. sal' and trade Gold- 
stream Trading, 723 Goidstream, 
47*4332. ooan 7 days a week 


_ HP ELECTRIC MOTORS. 1 
phase. 64 horsepower Brigg*-Str«t 
ton. aluminum boat and cement 
mixer. 59*1117. 


WANTEO PROPANE OR 3-WAY 
fridge In good running condition. 

Leave massage at 47*3*94, 

CASH 

For^vour unwanted diamond ring. 




10" DCLUXE OE-WALT RADIAL 
armaaw. in n#* condition. 59*3902. 


C35i,- bmb >ood_wwntl«i. III oom. m, ’"nwnm'W MOBOCCAN WOOL 

VWMO 'aMOCOAL '.ANSi K AIB ' OVAL BBAIOED BUO. OOLO, FliMINO TACKLE ACCUMULA 5FLIT CEDAB BOfTt. «1-11 n»», »«A, WIJ-. Bl«ir. BttBT AB OICK IWMgOOFIABM. 

<7w6rj IS., itrmll ‘.nnltrlfM AST JJiJ I t,o,. BOOK W5BJ2I ,v,ntnfl» Blww Ail UM 11 l.», lyl«Oil »7«1Q tr BI BI 




. PORTABLE DISH- 
Iikt naw. avocado. *300. 


MVtfSVSWtlA' 0 * 


1 bast offer. 474-1M 


NEEDED IMMEDIATELY 
Reasonably orlcad furniture. 
384-0286 day or night. 


FURNITURE REPAIRED. AN- 
flquet our specialty. 47*2539 

ItO OAIDKN SUPPLIES 


HAB'TAT'S 

EQUIPMENT CFNTRE 
994 GOLUSTREAM AVE 
47*4*11 DL-8078A 

INSTANT OCCUPATION 

I yr. old Bobcat, model J71, with 
nearly new hydraulic rofo tiller 
42" *4,900 Ready tor rofotllling 
gardens — try vour down payment 
or rent to o*m. 


fawn and gardan tractors and 
equipment, j. Grieve Motors Ltd., 
Saanlchton. 432-1642. 


GARDEN PLOTS FOR RENT, 
orime oeat soil. 5*2* Oldfield Rd. 
65* **27. 


Frrtllilzrr 


MUSHROOM COMPOST. NUTRI- 
tlous weed-free, odorless 5 yards 
*40 or 1$ yard* *70. delivered 
Jacobsen's Mushroom Farm, 

452-2394. _ 

SAANWOOD FARMS LTD. 

Cow manure, 452-2076 or 45*1743. 
No Sunday calls, please. 


SQUARE FCONTED REFRIGER- 

aters; fraaiors, dpran. dlshwash- 
ers. workin g or no t. 592-4 22 2. 
WANTED; ICISH BELLEEK. 


STRAIGHT OLD COW MANURE. 

^ M> ' 

CHICKEN MANURE. 2Vk YARDS, 
deilvared, *20. You pick up. Satur- 
days only. $15 per load. 47*3412. 


WANTED: REFRIGERATORS 


LADIES' AND OENTLEMEN'S 

niAnM 1 


PROPANE OR 3 WAY 
goad condttlon. Gloria 


TUXEDO. SIZE 42. NEWSPAPER 
bike, antique chme — preferably 
biua, 477461L_I 


WANTEO - OLDER TOYS, 
- machanicei. alto, dolls. 


soma r 

3*34405. 


OLD CAR BATTERIES, RADIA- 
tors. copper, Braee. lead. MM32I. 
S3* David._ * 

AND FBEEZEM 


bought. 


, All-Tamp. 


OrpMhonsNi 


B.C, GREENHOUSE BUILDERS; 
Quality aluminum-glass hobby 

organ houses. *9e our display of 
greenhouses and ecceseorles el the 
J.C Fair, ala* Ilk Lak* Gardan 
Centre For Information, bro- 


Plewln*. ftotnvntlni 
end Oulttsrnttnr 


?« 0 ?ffoV» H E 0 B A V° 1 H 

47*3143 or 477-5147 

8 rasa or brush mowing, roteva* 
iq, l oading, haul’ng, let claanup 
DON’S TRACTOR SERVICE 

477-3913 

Wg rotovet*. alow, cut grass end 
brush also, leading end hauling 


no lob too big or too email 
erful machine, anfgrs ame* 
gale*. 3*3-*249. 
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DAILY COLONIST, Wlx-w B.C., Sultda). May 


It* nARDKN HTPlJIs 


and OiltJvattag 


saggS® 

n«. leveling, Hey 


[Vice 
lint, Hay cutting 


TBO 

Ro'ovatlng. 

STANS . 

( aidens rototll 

trai laanlchaj_ 

" CD'S TRACTOR SIR VICE 
Rotovetlng STSe* 


AOTOVATIMD. WAAL 
>WIliad, Brentwood. Car 
Ch. SMrwy 630-3704. 


ISA PRTS aa4 RUPPUNS 

mcMSF* 3 * 


ictj 

| ISA FARM IMl’I.fcMt.N I’M 


LARS roll rai.i: 




TWO OUINE; 
ttonatly f ~ 

SUOCHIM 


UINEA PIGS. IX 

ra2rvur' 


COMPLRT* 
• show fish. 


WHITES ROTOVATINQ 
lawns, oardtns. rotovatlng, larva 

°r_ s mall. HM W._ 

FOR ALL ROTOTILLING WORK, 
satisfaction guaranteed. 479-7493. 


Seeda, Bulls*, Plante 

and Shniba 


33-OALLON TANK 
wtm atand ant 
Offers. 479-463$ 

DOBERMAN PUP 
week* old. hfd t 
474-NM. Langfert 
GREATER VICTORIA DOG OBE 
dience Tralnlna Ck*. Rhom 
IW-Tj iO. PuPMootafcon of anytime . 
ONE 

chocolate poln 
— 479-5367 


1 

M 

1= 

rwassey rerguaort 


Hangin^bKKms^vacMea, gerenii 
urns. Coleus, patio tomatoes. 304 
Walton Pie— off Qtdlletd Road. 


DAHLIAS. MUMS, Q 
toned garden plants, 
598-8475. 59565*2. 


PERENNIAL BABY BREATH 
(Gypsoohlla) SV00 each, 23SS Alta 
Viata, Keating Ridge. 



amt's. 



FREE KITTENS. ALL COLORS. 
houae trained. 344-26S4 attar 4 p.m 

DOG GROOMING BY CERTIFIED 
groomer. 474-S262 or 474-3714. 


DAHLIA. POTTED PLANTS. 
Dozens ot varieties. Also chrysan¬ 
themums. 344-5974._ 


COLEUS AND TOMATO PLANTS 
for Mle. 4774W._ 


FLOWERING PELARGONIUMS. II 
10 . 593-430*. 


Trans —__ ... 

4 mi. S. ot Duncan 

Pumps. Irrigation Equip. 
Domestic Water Systems 

Butler Brothers 

Equipment Ltd. 

652-1121 

MF MOWER CONDITIONER. 
11300. Ford s<da dellvarv rig, $700. 
ciiuccc vtTTcuc ervn **• c New Holland Havllner bale- S7SC 

s f^L k »2S. - 


Corola puppies. 


FRE 


US® 


.ttens. 


I! 


"ECONOMY" 

CLEAROUT 


PUREBRED POODLE 9 
Phone 474-4332. 


__.Fargo 1-ton with hoist, rack and RFDIJPFO TO ^Fl l 

PUPS tTS duals. $2300. All in good condition. 1 I'tuULw I \J DlLL 
■ ura * Phorta 454-5411 


Voncouver Islands 

I STOP 
DEALERSHIP 

VW-PORSCHE-AUDI 

PUTTING 

YOU FIRST 

KEEPS 

US FIRST 


* « mi» foii ram; 

tHREE x 
POINT 

^ MOTORS yj 

>rERCEDES-BEN7 
DATSUN 


r akr nm rai.f 


« ark rrm rai.f 


n 

i 

1 TOYOTA II 


NEW 

78 COROLLA 


ONLY 


HAVE KITTENS IIM EACH TO I ISLAND’S BEST STOCK OF 75 VE(jA 

MAVb MTTEN5, $1.00 EACH IO,^^ ^ ^ reconditioned farm ..JT ~ 


oood home. 5*3-1304 


Topnoll, Rocks and Fill 


SCREENED TOPSOIL WITH 

sand and manure 112 C.Y. 

Minimum Delivery 4 C.Y. 

Garden Sand S3 CY. 

Plus Delivery 

Sand - Fill 
Road Gravel 
Drain Rock 
Crushed Rock 

Bark Mulch — Coerse lW'-S* 

Bark Mulch — Fine M“-1VY* 

E. NIXON LTD. 

Ofti— 345 4431 

Nights 475-1937 

or 475 29*5 


_ _ STOCK NO. 084A 

I vaster*,' plante'rv and other equip- 'Hatchback 4-sneed radio 
mgnt. j. Grieve Motors Ltd.. Seen- MaicnoacK w P eeQl ratuo 
ichton, 453-1442 

MS13S DIESEL TRACTOR WITH '75 NOVA 

frert end loader. S5.300. MH seed 
", Ford 14" »lngie_bottom plow. 


T0 sooo CwWfiUKSr' 




WANTED: ONE. TWO OR 

thr— horseoower submersible d —0 
well pump. 452-2237. 


C HICKS, POULTRY 
HATCHING ECXiS 
SUPPLIES 


TURKEYS TURKEVS TURKEYS 
White Broad Breasted $1.45 each 


HAY MOWER REAR MOUNT 

Dearborn modal 14-15, 4' bar, with 
extra knife . $725 Phone_442-37*5. 

REDA ONE H.P. DEEP WELL 
pump system, complete. New In 
1575. $575 full price. 474-4455. 


____ _dBCfl ‘ 

__ ... _ _ piao Brante turkeys'available, in- 

NO 1 SCREEN TOP SOIL MIXED ! Quire Date of arrival Saturday IW 

^ 20th. Wednesday 24th. Borden Mar-- 

< entile Company Ltd.. 3941 Que- 


SUPER W-4 FARM TRACTOR, 
offers. Citl 342-2*41. ask for Mike 


$2395' 77 Audi 100 

177 Buick Estate Wagon 
177 Honda Civic 
177 Mercury Cougar 

$2850 76 GMC JimTn y 

STOCK NO. T34S3B 115 5° d f*.^ nW 

2 dr.. 6 cyl. Jtd.. radio, ^ ['“ rd 
20.000 mile., brown. I J* Ply™** Di»t.r 

75 Mercury Monarch 

75 DATSUN $2995l 74 Dat.rn.Kio.uto 

STOCK NO. S1014A | 74 ™ azd ® ** 

I speed, radio, 22.000 miles, j 74 Porsche 914 
173 Porsche 911E 

75 VEGA $2995I 7S oa 1 * 11 " p 10 ^ 

STOCK NO. C10SA I 72 Fo?* pickup 

Hatchback, auto., radio. ! 72 V" hus 


TAKE THE WORRY 
I OUT OF BUYING 
A USED CAR! 

j Valid across North Ameri¬ 
ca: a no-risk guarantee on 
j most late model cars from 1 
Three Point Motors. 121 
j month* or 12.000 miles 
Covers engine. transmis-| 2 dr . #u io. p.s. 
sion, drive -shaft, and dif¬ 
ferential. Customer pays the 


S3685 



LIMITEO SUPPLY 

77 COROLLA 

i dr. « SM is.ooo ml. StWS 

77 VENTURA 

4 dr., V* auto. P S- S4995 


77 VOLAR E 


BRAND MEW 
77 VANS 

BIG SAVINGS! 


'77 DODGE B200 

Tradesman, 127” wheel 
base. Fully equipped. 

REG PRICE 17256 
BIG SAVINGS PRICE $5965 


77 TOYOTA 


(irst J25 and we take care of I 
I the rest parts and labour, i 
Warranty valid on most 1973 '76 CELICA 

. and newer models at no LHtb«ck. 5 $od. *ooo ml. 

I extra charge. 


77 DODGE MAXI 

Van. 127” wheel base. Fully 
" $4*55 equipped with Funcraft par- 
j tial conversion. 

1 REG. PRICE $10,400. 

BIG SAVINGS PRICE $8684 


LEASE VEHICLES 


a#rd*n 50 otr c*nt-$*nd and 50 
oer cent menure, $4.00 per yard. 


BEST RICH SCREENEO BLACK 
loem. 4 yards. $42; 7 yards, $63; 
baa. $2; No ,1 clean black soil, 
•aiv *o spread, 14 yards $114. 

555-4125._ I 

THE SOIL MAN 

No 1 shredded soil. Sand and ma¬ 
nure added $4.50 a yard- No. 2 
km. $7.25 a yard. Pick your pwn 
up available 652-3951. 653 1458 


dra, 479-2084. 


TURKEY POULTS. S1.4S, MEAT 
strain. Auracana, (coloured eoas) 
Buff Orpingtons, Plymouth Rock 
chicks, ducklings, 654-4129. 

PARTRIDGE COCHINS, LIGHT 
Brahmas. Polish. 474-4043. 

128 LIVESTOCK SUFMJES 
and EVENTS 


TOP QUALITY SHREDDED TOP 
voii. mixed with sand and manure. 
10-14 yard loads. $8.75 per yard. 
Smaller amounts available. Penin¬ 
sula Bulldozing. 479-18*4._ 


NO. 1 DARK, BROWN. MIXED, 
sandv loam. Prompt delivery, 
small orders accepted. After 4 
p m. Weekends anytime. 454-5172. 
479-1583. _ 


VIRGIN PEAT SOIL 
Shredded black soli, excellent tor 
gardens and lawns, for fast dell- 

ver y call A-1, 343-1532._ 

APPROXIMATELY 300 YARDS 
of topsoil; can be seen at 3314 Oak 
St. Wil]_sell any Quantity . 

NO. 1 SCREENED TOP SOIL, 
r o m p t delivery, large-small 
-- -51-8921. 


orders, garden san d. 658- 

SMALL ORDERS 
gravel, dnsln^aru^crush 


TAHSHA S OPEN SHOW 

is almost hare. Western Saturday. ■ 
June 10th. English Sunday, June, 
Uth. Entries available at Tack 
and Feed Stores or phone: 475-7524 i 
or 479-40&4. Get your entries In 


JOHN MacNUTT 
TRUCKING 

Sawdust—Shavi 
LAR- X ■" 

475-4540 


. LOAI 


fuel 

ADS 

475- 


1904 


REGISTERED QUARTER HORSE 
mare, brown. 6 years, started 
showing and placed In Flat 
Classes Free moving, and shows 
potential for Jumping. English or 


Western. 474-3767. 478-122 


BY 


IT.3 PET* and SUPPLIES 


IT'S TIME 

to stock your 
outdoor pool with our 

POOL FISH 


WELSH MOUNTAIN PONY. 11.2 
H, 9 years, sadly outgrown, used 
In oony club. Safe on roads and 
trails, good noma more important 

than price 4 54-432 4 . _I 

BLACK I vuST SELL BAY QUARTER 
horse welsh gelding. 14.2 hh, • 

! years old. gentle disposition, great 
trail horse, experienced rider only. 

- $4 00 or offers. 474-7191, _ 

SELLING OUT TWO LONG LAC-1 

I tatino freshened Saaneena, 1 re¬ 
corded. Bred milkers, young re¬ 
corded Seaneens end Purebred Ai , 
pine Doellng. Reasonable. 454-4059 


ENSIGN 
Will Show 
- YOU- 
HowTo 
LEASE 

AND SAVE!! 


CONTACT 
ROY HUGHES 


lOOTr FINANCING O.A.C. 


I HUNTER-JUMPER SHOW, MAY 
20. 9 o'clock, Oak Meadow, 

479-4443. No flat classes Ponies 
and horses. 


GOLDFISH 

SMALL 39c 

4 INCH LONG 

$1.99 

EX. LARGE 

Large f ant ails 
$4.49 


GREENBELT STABLES HAS 
box stalls available, riding rings. 
10 for $299 j reining. 156-525*. 


I WANTED: GIRLS RIDING JACK- 
, , „ et. tweed or green slit 12-14. For 

5 for $6.99 sale: qirl* tUe 10 riding lecket. 
79-7545. 


$12.991 FOR SALE 7 YEAR OLO HALF 
Arabian. Caress Calypso, chestnut, 
sire. Shemmra. green broke, 


ENSIGN 
LEASE LTD. 

Quadra At 
Caledonia 

Dealer licence number 
D648B 

386-2411 
Open Weekdoys 
Till 9:00 


75 DATSUN $2925 

STOCK NO. 81610A 
STATION WAGON, 4-speed, 
radio. 37.000 mile*. 

75 VEGA $2395 

STOCK NO. C308A 
Hatchback. 4-speed, radio. 

75 VEGA $2395. 

STOCK NO. C 349A 
STATION WAGON. auto.. 

I radio, only 25,000 miles. 

175 Chevelle $35951 

STOCK NO. C325B 
,2-dr.. VS auto.. P.S.. P.B., 
radio, rear defogger, 29,W0! 
miles. 

OVER 150 UNITS. ! 
To Choose From 

GMAC and BANK 
FINANCING AVAILABLE I 

CORNELL 

CHEV-OLD6 LTD. 

3060 Douglas -385-5777 
Dealer Licence D-0068IA 


DOWNTOWN 

971 Yotes Street 
at Vancouver 

Dealer Lienee No. D-00486 

385-2415 


WE NEED TRADES NOW 
TOP PRICES 
PAID FOR 
CLEAN CARS 


75 TOYOTA 

CORONA 4 dr. auto. $3*55 

75 ASTRE 

Hatchback auto. Radio 42755 

74 VOLKSWAGEN 

SUPW BEETLE **.000 ml. *27*5 

74 TOYOTA 


WE HAVE A 
FANTASTIC 
SELECTION 
OF CARS AND 
TRUCKS CHECKED 
BY CAR CLINIC 
DIAGNOSTIC 
CENTRE 


Brand New 
MAZDA GLC 



( AKS Pt)R SALE 


4 lor $13.' 


479-4848 Also 3 young roosters. 


74 FORD LTD BROUGHAM 
GOLD wltn black vinyl top. dark 
brown velour Interior, P S.. P.B , 
radio, tilt steering, cruise control, Meteor conv 
POLLED HERE- air shocks, ideal fer trailer fowl 


TOYOTA 

ECONO LOT 

CONVERTIBLES 


50 MPG, Highway 
39 MPG, City 

Thi* i* one of the 
finett hatchbacks 

SHOP TODAY 

at this price they 
vwxi’t last long! 


BUY FROM A 
DEALER YOU 
CAN TRUST 
Open Weekdays 'til 9 

'three 

POINT 

^ MOTORS y, 

2620 GOVT 
AT HILLSIDE 
385-6737 

Dealer Licence D0074QA 

Palm Motors 

76 CORDOBA 13.000 m. $5500 


73 COROLLA 

7 dr 4 *cx3 $2495 

71 DATSUN i 

$10 SW 4 spd $1395 

71 COMET 

4 dr auto, very clean. $1**5 

68 METEOR 

4 dr auto. 74.000 ml. $7VS 

63 VALIANT 

4 dr. 6 auto. $ 795 

TRUCKS 

77 CHEVROLET 

Vi ton, 4 cyl. standard $4595 

77 FORD 

V» ton PU. V8 auto. $4895 

76 TOYOTA 

HILUX auto. 


VOLKSWAGEN 

AUDI 

am 


Your Largest 
Volkswagen 
Audi 

Dealer On The 
Island! 


DEMO 

SALE! 

SAVE 

HUNDREDS 


75 DODGE 

| , ton PU. VI auto. PS. 
' 19,000 ml. 

73 MAZDA 

PU and canopy, 39.000 ml. 


73 DATSUN auto. 

72 TOYOTA Pickup 
72 DATSUN 510 
72 CORTINA 
71 METEOR auto. 

I 70 FORD LTD. 


n u re c - air vu.*] Hire i rvn 

five yearlings, Interna -1 vehicle. GARDEN CITY 

ruumihl* ksA. (,00 , r , ■ Tn 16 M 


SALES LTD. 2978 Douglas 3*2-9111 
D-OC319A. 


BLACK MOORS ;»onai Hre». reasonable. 454-5429. 

$4.99 4 tor $14.98j kathy kusner clinic, u s.._ 

1970 CHEV IMPALA 

SPECIAL __ 

thoroughbred gelding, grey. 141 
hands. 477-4435. 


towina 

AUTO 


49 Chav conv. 


with buckets $1999. 
70 Chrysler conv. $1959. 

Trucks and Vans 

45 Dlspiav Ven *)???• 


L MODELS AND_ 

LORS IN STOCK jio hornet auto 

170 MAZDA 
Fresh Trades ! 70 pontiac auto 

74 Audi, Auto. S3896 |s9 REBEL SST 

72 Mazda PU *2195169 VW *tn. «-gn 

173 Volvo 142GL H295 68 CUTLASS auto 

76 Mazda Wgn. J3395 68 PONTIAC auto 

„ , 1 6o METEOR auto 

Daaler lie. 08073A _, M qqdc.E auto 


Japanese KOI 
Reg. $4.49 


hardtop, vallow with vinyl root, _ 

YE AR-OLO REGISTERED 1 ”*^ inclu<lin « windows and 


2 DOOR 7 i Datsun and canopy 


Now $2.49 

TROPICAL 

FINS & FOLIAGE 

2719 Quadra St. 

Just North of Hillside 

385-1000 
OPEN 7 DAYS 

Mon.-Fri. 10:30-9 
Sat. 9-5, Sun. 1-5 


1976 HALE HORSE TRAILER 
Double axle. Electric brakes. 
Thoroughbred size. $2500. 475-6449 

HORSE TRAILER. TANDEM 
axle Good condition. $1150. 

479-7975. 


MUST SELL 

'? Quarter horse ge'ding, 10 years 
old offers on $500. 479-1764 


WHITE ROSE PIGGERY. YORK 
shire boar service. Pick-up and 
delivery. 474-51S3. 


seets, fectorv air conditioning, ra¬ 
dial*. mags, leatherette upholster' 
radio-tape i__:. ‘ 
or trade for new pickup. 


73 Hilux and canopv 

74 Hilux. mags 

75 Datsun 4 spd. LB 
75 Ford F2S0. 4 sod 


$1399. 

S22W 

$3199 

$3299 

$3999 


i, leatherette upholstery. 75 Ford F2S0. 4 sod vjwv 

KS^rl TRANSPORTATION 

72 CAPRI 


1 69 Toyota Corona auto. 
1 71 Toyota 4 sod. 


Buckets, console, radio, low mila- 
eqe exceptionally clean. $2495. Ev 
qulmelt Automart Ltd.. 480 Esqui¬ 
mau Rd.. 342-7195. D-00456A 


R E sp»nVel U PUPS CAN I BOA«OI»G HORSES PASTURE, 

c, rSira 5, * bl «' riding ring. Burnside 

«,rzs.srBfr. sa *•> «•*’ «-»» 

Second In breed Good show prov 
pact, excellent hunting stock, end 
family dogs. Cell Victoria 479-9404^ 

PET SAFETY HARNESS WITH 
pickup handle for oats to go cruis¬ 
ing, eesv plckuo from the water or 
into dinghy. Brochures available 
from Aquatiei Pet Shoo. 454-3314 
or 385-5497. 


URGENT MUST SELL, SPORTY 
rotary Mazda. ‘73 model, bucket 
seats. 4 on the floor, automatic, 
vlnvt root, good condition. 1 owner. 
29,000 mites, no reasonable offer 

HAY, BARN STORED, LARGE dented, 5924*349._ 

over-sized _bales et *2. 244 Atkins , 2 LITRE. 2-DOOR. STANDARD. I 
brown. '71 Pinto with roof rack.i 


100% Financing 
Available O.A.C. 
OPEN 9-10 
386-3516 

METRO TOYOTA LTD. 
445 FINLAYSON 
DEALER LIC 00413A 


$1635: 
$1585 
$1208' 
$ 639 1 
$1152 
$1295 1 
$ 800 1 
$ 420 
$ 732 
$783 
5845, 
$ 279 
$ 2501 
$ 319 
$ 99 



TOYOTA 


Ave.. 471-3334. 


High mlle__ 
strong. New 
wheels. $800 

344-3954. 


but engine 
retreads on 
or nearest c 


TWO PUREBRED SAANEN 


49 OLDS 442 CONVERTIBLE 
Bucket seats, console. V -8 euto. 
PS. PB. radio, new valve grind, 
new paint. GARDEN CITY AuTO 
ALES LTD. 2571 Douglas 382-9111. 


BRAND NEW 

78 CADILLAC 


PAINTER 

MOTORS LTD. 

1513 Quadra 

AT PANDORA 

77 HONDA hatchback 
76 MONTEGO MX Won, air 
75 CAMARO V- 8 . Jtd.. P.S.. P.B. 

71 DATSUN 610. 2 or. 

73 CHALLENGER Mags, tires 

72 MUSTANG tastoack 

71 FORD Stn. Wgn . P.S., P.B. 
71 COUGAR V 8 auto, PS, PB 
71 DEMON 340 auto 
71 JAVELIN SST. auto 
71 TOYOTA Crown Wgn. Auto. 

70 DUSTER 311 auto 

3 imti i’ss.r.,.. -:,m 

68 COUGAR V-4 auto., stock 


m OAK ST. 

(Down the street from 
McDonald's Hamburgers) 
Id-006-UA 386-838S 



GOVT TESTED 
PLUS 2-YEAR 
WRITTEN 
WARRANTY 

ON SALE 
NOW!!! 

NO DOWN 
PAYMENT. 
100% BANK 
FINANCING 
INCLUDING AUTO 
' INSURANCE O.A.C. 

, 76 A.M.C. Hornet 
$4295 76 Dodge Coll 

74 A.M.C. Matador 

74 Austin Marina 

125 74 Cricket Formula S 

75 Chrysler Cordoba 
77 Dodge Arrow 

73 Cnallenger 4 speed 

74 Pontiac Grand Prix 

73 Gran Torino. 4-speed 

77 Chrysler Newport 

78 Chrysler LeBaron 

77 Pontiac Trans-Am 

75 Dodge Kary Van 

78 Chevrolet Monte Carlo 

75 Ford Granada Ghia 

76 Chrysler New Yorker 
75 Cougar XR7 
174 Mustang II Ghia 
I 77 Camaro Z 28 
1 77 Firebird Formula 400 

74 Dodge Swinger 

77 Pontiac Gran Prix 

75 Dodge Ramcharger 
i 75 Chrysler Imperial 

77 Asj>en S.W. 

77 Volare Custom 
173 Buick Centurion 
1 77 Mercury Cougar XR7 
I 75 Dodge Colt S.W. 

76 Cougar XR7 


78 RABBIT DELUXE. 2- 
door. automatic, radio 
sunroof, etc. Royal yel¬ 
low. 

List $6841 NOW $6096 

Bal. of Factory Warranty 

78 AUDI FOX. 4-door, auto- 
matic. Sunroof, radio, 
silver metallic, and only 
5.000 Km.! 

WAS $8990 NOW $8193 

PREMIUM 

USED! 

78 Mustang. L/»ded! $6795 
78 WestfaJia Cmpr. $10,195 
77 VOLARE. ”6”. 4-spd. 


77 Grand Prix. Loaded 

$ 4995 

76 Volare Wgn 

$ 6295 
$5195 

7fi Audi Wgn 


75 Marina. A.T 

$2695 

75 Skyhawk, 4-$i»e< > d. 

$5395 

75 Audi Fox, A.T. 

$5195 

75 Datsun Wgn 

$2795 

74 Toyota MK U 


74 Toyota 4-spd 

$1995 

74 Beetle. 4-«pd 

S2-195 

72 Pinto H-B 

$135 

72 Mazda. 4-*pd 

$119.5 

71 Datsun. 4-*rxl. 

$1«“5 

71 MAZDA Wgn 

$1295 

70 Mercury 

$595 

67 VW Fastbaok 

$1895 




ONE AND ONLY 
RICH'S 

Stay Cool Special 

h«v« « brand naw Datsun 510. 

-— “lino t' 

ouldii 


1976 B M W. 530i $11,000 ^ p lymouth Gnin ^ 

1975 LANCIA Bela Coupe 77 Asi*en Custom 


$5450 


5 AMC Pacer 


1 j 1 atxi 

1976 TOYOTA long box pick- ToyoU s w 


, K.V. - hr and n*w Datsun 510. 4, MW RENAULT R12 $24501 ^ 

dr. auto, with air conditkmina aix> 1972 VW WINDOW VAN -- Chrysler Cordoba 
included AM radio. »lda moulding* trjft) 11 6 

and undarcoat Reg. prica is $6673 .1 , 74 Charger SE 

-- - 1970 VOLVO 144S. rebuilt, s 


Coupe de Ville 


NEED A HOBBY 


TAKE UNWANTED HORSE, 15-16 
hands, or will makt good offer. 
384-9504 or 4478-7483. 


D-0B319A. _ 

mint E a>nd < Tt?on! N new S cMch.' new *able metallic wlth 
carb., black lr tar lor, deju*# ln|erlor. _YATES A^TO .SALES 


_I Fully equipped 

IN I moon roof, wire wheel*. 


SPECIALS 

44 POLAR A convertible 
66 VALIANT Signet V-* 

168 RIVIERA, new paint 
77 PINTO SQUIRE Wgn. 

1 73 MAZDA RX 3 


4 495 
$1044 
$1670 
SI M0 

i i ■■_ 1 rvwui/n - 4 557 

'"S'JSU!! 100% BANK FINANCING O.A.C 

I O00344A 345-0122 

i- ' AFTER HOURS: 47*4)790 


.ncludlng daaler prap. My soeclal 
price l* $5*5*. Remember there i»| 
only one, »o take advantage of thh engine 
offer now end beat the neat thl* 
sum mar. For more information 

"** 1 fSi ; u«KK 

at McCailum Motor* Ltd. 

342-4122. DL00COA 


Wa hava all you nead. A baautiful HORSESHOtING, PADS. OR 
pair of budgies. 4’x4' aviary and *5*8*-/° r ^ 100 m<,,r • Sfaniav, 
all tha axtrat tor only $so. 1 474-1644. 

383-4210. 


safe. 


exlra« 


Yata* St.. 384-7722. 


FOR ADOPTION TO SUITABLE , , 
noma, beautiful tamale Border Col 656 '470. 
Cross. Short hair tpavtd. 7 
ionth* old, prefer country home. 


HORSESHOEING, PADS. OR_ 

1574 CHEV MONTE CARLO LAN- 
deau. metallic Wua with blue vinyl 
SHOWY 1? YEAR OLD QUARTER!toe. Blue Interior. 73.000 mile*. Air 
LE horse gelding. 15.2 hh, $600. conditioned, radial tire*. Mult be 
seen. $4400. 59S-1646 


moi 

477- 


■0697. 


JU*'Og. HORSE AND PONY 69 DODGE' DART CUSTOM. AU-, or Ice call 38?-712 or Fi 

‘ «i. °°r r ST 1 " 8 - 1 TtSw howells: e™ 

c Reid — ludB*. _ t».,k,s. ..built motor omt tram | Buick GMC Ltd., DL-01 


o ■ OEOISTERED '. MOUSE »MRE ! ml “lon, lot.tv m-OOstM. Uko 

^ v ^ ,IW ’' te j ” '- 3 "-?”'- 

bles; Tansha. open and halter | rScI _ 
clatset; 474-1545, 47*4643 evenmgs 


VERY LOW MILES 
1973 MONTE CARLO V-4 auto. 
P.S , P.B., radio, ate. I owner 
from new. Only 27.000 mile* This 
one priced to sell. For your test 

• .. re*.. 452-9501. 

tress Ponhac 
>1227A. 


1975 FORD 17-PASSENGER TOP 


four adorable black _ _ _ 

their mom. Would be Ideal for 642-3290. 
children. Free to right home*. Call 
5/2-5120. 


Fr>pj "* >f e fl - phone SW- 

> UP Geet 6 hd NUBIAN DOE GOAT KID. $100. | or'offers 345-6461 


A GOOD BUY ' of the line Chateau Club wagon, 

ANGUS For* Fairlane 4 aoor 4 cvlln- V 4, P.S., P.B.. auto . *track 
anous de r , automatic run* well good *tereo, 27,000 mile*, absolutely lm- 
shaoe. testad.'good mileage; $450 maculate; 417.000 replacement 
***'447 I cost, asking $6000 firm. Phona 

days 745-4444. night* 745-3551. 


68 LINCOLN 2-DOOR HARDTOP, 
1JW" EAMOR WESTERN KING- [ power everything, euto dimmer 


AAOVING MUST SELL. PIRANHA 
trlf grown with almost new 10 SPLIT 


cutter, $500 or best offer. 475-5131. 


gallon tank 
including ‘ ‘ 

388-5054 . 
AFFECTIONATE 
good home, devot.. 
teafou* of new betoy. 
Terrier. ‘ 

477-4047 


ecceaaortes I phone 442-5 


CEDAR POSTS $1.25 


SADDLE TACK AND BLANKETS 
Irepelred. RReesoneble. 344-7234. 


^ maeter.' but | ENGLISH _P ONY SADDLE AND 


lb. eprlar 
neutered 


icot | pad $10. 475-4252. 


REGISTERED GERMAN SHEP- 
herd popple*, latooed. excellent j 
temperament. Brymon Kennel*,; ISO 
642-31S2, after 7 p.m. _ 


.WANTED; CUSTOM DUAL AXLE 
—-- 2 -hor*e trailer. 654-4428. 

4EP- - 


Ilf-Al Y F.QDIPMEN1 
and MACHINERY 

COUNTRY HOME WANTED p 0ft- 

female *paved Boxer. 3 1 : years'SHAKE MILL, 
old. Good with chlldran, 477-S4511 possible 
after 7 p.m. . 


REGISTERED NEW BREED 
miniature American Eskimo*. 
Breeding pair together or separa¬ 
tely. 47W57E__ 


RESAW CUBER, 

_ machine, power. 

diesel over hydraulic, completely 
portable, sat on 35' trallar. 
758-3013. 754-7314. 


- , - . ^ CHEVELLE AAALIBU V4 

•lr. '»P« 2 !•u». »uckm, »■•.. P.b., r»dlo. 
Mint. b.» o«tr. m-USt. _ , <01 Ml , ^ GARDEN £ITY 


77 COUGAR R7 

r»ai luxury car, 20,000 ml las, 
sell. Offer! on $5,500. 


leoe deck. $1 455. GAI 
AUTO SALES Liu.. • 
let 242-5111. D-00315A. 


MERCURY 
eutometlc. power saeerlng, power D-00319A 


- 42450T GARDEN CITY AUTO 

DOOR, j SALES LTD. 2578 Douglet 3*2-5111. 


'77 


Monte Carlo 


AUTOMATIC. L0W MILES 

74 DOOGE COLT Wagon 4-cvl, 
radio. All usual options, In mint 
shape, very desireabie for an une- 
. queled price. Call TOM HO¬ 
WELLS. Emprees Pontiac Buick 
GMC Ltd.. 342-7121 or 453-9501. DL- 
01227A. _ 

MAY SPECIAL 

tipped with 
P.B . tilt 


$2195 

1750 GOVERNMENT ST. | 
DL00162A 386-7508 

Bank Financing Arranged 


Plus Many More 


DELUXE 

DIESEL 

RABBITS 

For Immediate 
Delivery 1 

ACT NOW 
LIMITED STOCK' 


100% Financing 
on Approved Credit 
Scotia Plan! 

To Choose From 


73 EL CAMINO 

Showroom condition throughout | 
350 euto. P.B., look* and drives 
like new. YATES AUTO SALES 
LTD., 950 Yates. 3*8-7722. 
D-01610A. ! 


74 Olds Cutlass S. eguipi 
?50 V-4. Auto.. P.S., P 
wheel, vinyl roof. meg*, air 
A dazzling black with crimson in- headers, shift kit. Unbe- 

terlor A beautiful car. YATES iitvable buy et $3255. YATES 
AUTO SALES LTD. 550 Yates St. | AUTO SALES LTD.. 950 Yates St., 
344-7722. DD1410A. _ 344-7772. D-01610A, _ 


SUPER SPECIAL 

197S NOVA H.B., gleaming yellow 
with white vinyl top. White vinyl 
bucket seats. V-4 automatic, power 
steering, radio, extra low mileage. 
Be sure and contact 

ART BOYER 

Empress Pontiac Buick 
352-7121 552-5301 


1975 BUICK 


1974 TOYOTA CORONA. 4 DOOR, 
2 litre. 4 speed one owner, 79000 
miles. $7673. After 5 p.m. week- 
days. 2BM438._ 


brakes, excellenfs condition. Offers 
on 42500. 30-5X0. Perfect 

'74 VALIANT CUSTOM 4 -DOOR | bedv. lr 
sedsn. Power brakes, power steer' tested__tO j$arcB 
ino, 23.000 miles. Good condition 
$3700 or best offer 342-9050 


'74 FORO MUSTANG II GHIA. 2 
door hardtop, V 6 , Automatic, 
Power Steering, Radio — this vehi¬ 
cle has been completely tfl 
tt>e Esso Car Clinic Diet... 
Centre — Test drive today at 

rco^ktt’V'fc. " 


71 DODGE 

wagon, 

Mil, M 


•73 MAZDA 
wagon. AM-FM 
34400 miles, 
or best offer 


65 CHEVROLET 

first C#r or comfTWter. 71 CADILLAC SEVILLE UNIQUE 
interior drive-line very go«>d: |d'Elegence package, (only 5,000 

_to March '79; reliable 243 1 buHIlJ raal wire 1 

V4. $700 offer*. 345-7379 after 5. GARDEN CITY 
71 MAZDA 108 WAGON 4-SPEED I 

STATION Radio, tested, $1030. GARDEN - -:- 

CITY AUTO SALES^LTD. 257* 75 VALIANT BROUGHAM 4-DR, 


wheats, $23,i_ 

. . AUTO SALES 
Douglas, 342-9111. 


TOW TRUCK—'44 DODGE, ONE 

four-wheel drive, wjnch on 1 3 ^. 7775 ' 


1970 VALIANT 

mafic, 74,000 

Jaoanesa 


AQUARIUM. COMPLETE WITH (front. 40400..original mlltt. er 
accessories. 27 gallon and 10 gal-! cal lent condHion. 44400 y best 
ion. Serious otter* only. Anytime, .offer. Phona Duncan 744-0533. 
344-5244 or No. 4, >21 Caladonla. 


GUARANTEED 
polntars, Sire ‘ 
can Gun and 
Ittertd. hava 


— I PAINT SPRAY BOOTH 


aISwC COMPLETE 14X24' autobody paint 
r iTm rlL booth, bait cash otter. Phone 

shots fttTl f- 347-1 815 or 284-3473 after 6 . _ 


els. redl. good condition. .. _ 
beet offer, trade* considered. 
479.3360. 


7 month old AUedeleStrrler at 4B4 
Prjdeeyx It., Nanaimo, BX. 

> PIMALI PART BURMESE 
kittens, all Meek, phona 344-3043 
attar J:». 


T/1 YEAR OLD MALE GERMAN 
Sh«pherd, protectlva and good 
companion. 442-2250. _ 

GOOO f 

mx 


GOOD HOME NEEDED /OR 4 
id nautarad- 


I male cat. phona 


LHASA 

aav*s 


APSO PUPPIES, 8 

•ra $ rar ,w1iW 

0PU Sfi. 




>SS KITTENS FOR 
— 15*5 


YATES 4T' WIDE THICKNESS 
sandar — 23 H.P. Motor — 400 


1574 TOYOTA COROLLA 14M, 


wim oaf*hoe and single .«« 

. d $Q.S^5.*' rin ***$ 


1572 CHEVROLET, 8 PASSENGy 
station wagon. Townsman 330. 
.let, good Interior, good 


LOAOER^AND BACK 




•a 


aTtAW 

tires. Exctllgnt condition. S18400. 
344-0244 


WANTED — PORDSON IUPER 
ielor tractor, for ^Hs^r^ln run- 


9 K1NWORTH LOO TRUCK 
I trailer. 474-1254 for further In¬ 
flation. 


DEVILBISS COMPRESSOR • HP . 
jn.iyAiM. eight tools, near 1 


RX3 

.... 8 track 4-spaed .... _ __ _ 

Good condition $1650 Douglas 342-5111 D-00319A. 

* 2 ’ --—-11574 AUSTIN MARINA, STAN 

DUSTER, 6 AUTO-|dard. On# Owner. Good condition, 
miles. Camperette ! Asking $1,450. 4S4-S0S3. 3 , 

truck. WMU. I ,^- vBUA i jT I BBoa.-j g \~ 


_ -ROUGHAA 

Slant 4 , auto., P.S., p B . radio, 
buckat saats, in pood condition, 
$3295 GARDEN CITY AUTO 
- - Douglas, 


31.000 

477-4744 


71 VW BEETE 

radio, clean and tasted, 
$149$. ESQUIMALT AUTOMART, 
LTD 480 Esquimau Rd.. 3B2-7I9S. 
D-O04S6A. 




.. _ _ 340-4 SPE^D 

To test drive the vehicle which has 
been completely tested by tn* 
Esso car clink diagnostic centre 
call' 386-2411. Ensign Chrysler Ply¬ 
mouth, Yates et Cook. D.L. No 
49SA. _; 

49 OLDS 442 AUTO, P.S., P B.. 
new paint. Silver with black 
op, immaculate. GARDEN 
AUTO SALES LTD. 2978 
lia s. 343-5111. &40319A ._ 

65 COOPER. NEW MOTOR 
brakes, transmission, reclnj 
equipped; best offer t> 

3414446 between 4-7:30. 




1574 

2 -door, 

$7,500 


T °YOT* GOMJjUA. ( 
1-0644. 


e 


•73 BUICK CENTURION. 350 V-4. 
39.000 miles. Phone 452-2421 after 


_ sptctabie reliable transportetloft. MONTE CARLO. LANDAU 

P W T ' , -£SSLr ,D iSJ: C&rf'^WK* ^f, s 


paint, ir 
344-4570. 


45 VOLVO STATION WAGON, 
automatic, custom roe* rack, ex¬ 
cellent condition; 43400 er bast 
offer. 475.77a. 


342-7541. 


66 VOLKSWAGEN BEETLE. RE- 
built motor, SAW or offers. 
4744103. 


71 PLYMOUTH 

5 passenger wagon. Low mileage. 
$1,455. 344-3742. 


45 VOLKSWAGEN. 


344-5444 No. 470. 


arwSEriR 

5 o.m. _ 

rLS 00 ?' JLS!? B ? 

w^OfnSVKr rs^re. / wnwis. 1 

owner. 24.000 miles, immaculate, 
41471. I13-74G40O Duncan 


444-2271. _ 




I5A. 


1574 VOLVO SW 
4 dr., auto., Mue, 2600 KM. • 
month werramy »aft. Mlchelln 
tires, am-fm radio, roof rack. 
Oftors. 434-5317. 


■n TOYO- 

1800, Tmm... . 
Ca^s^jjetwoen 


r. E 


p.m.. 


•Tl CORTINA 
miles, ^4 


mu: 


VALIANT. 1544. 1 DOOR, 5TAN- 

_ dard, testadj575^*150.J75-JM5. 

1570 TOYOTA CROWN. 4 >PiBD, 71 OREMLIN, I11M, N l IDS 
radio, 71,000 nil la*. >7 55. 11 4-1051 light work. 470-3543. 

phona > $A*tf * ** C0UPf ' ***'' %i& NOfWOO ° WAOON ' 


157? 

with _ 
382-4492 


adlo, 

vinyl 

CITY 

Dougla 


racing 

$ 1000 . 


MUST SELL. 1574 ASTRE HATCH- 
back. Automatic, lady driven, 
24.000 miles. Lovely condition. 
$2300, or nearetf offe r. 24*9 139._ 

1574 VOLVO 144GL, 4-DOOR, 
orange, 36,000 miles. 1 owner, au¬ 
tomatic. too condition, $4,400. 
592-7077. 


1974 VW SUPER BEETLE, TJ 

awwjwwSP w 


MUST 

1575 Cordova, 
original; otte 1 


1974 CELICA ST AUTOMATIC, 
AM-FM radio, radial tires, local, 
l-owner car. only 24.000 miles, ex- 
celjont co ndition. Call 4756052. 

‘73 CAPRI, 4 • SPEED. TACH 
ometer. AM-FM, exceilont condi¬ 
tion. $2^250 or best oftor. 479 5234. 

VAUXHALL WAGON, AUTO 
metlc, tested. 32 miles per gallon; 
must sell, $600. 555-3824 
1970 MAVERICK,* 
standard floor s 
$450 . 452-2334. 


Also: 

Huge Selection of 
Trucks and Vans 
All Diagnostic 
Checked 

ON SALE 
NOW!!! 

Test Drive 
Them Today 

ENSIGN 

Chrysler-Plymouth 

Ltd. 

DOWNTOWN 
YATES AT COOK 

L/ealer licence number 
D495A 

386-2411 
Open Weekdays 
Till 9:00 


Douglas Volkswagen lAd. 
$329 Douglas Street 

388-5466 

Dealer Licence 00341A 


67 FORD 500XL 

. In., consol*, auto, buck # 1 
U.S. mag*, must be ser 
ESQUIMALT AUTOMART 
*90 Esgulman Rd . 3*2-7195. 


3 -way tailgate, $16 
CITY AUtO SALES 
“ Douglas, 1*2-51 it. 


190 cu. In., consol*, auto, buckets 
radio, U.S. meg*, must be 

$1455 ... . 

LTD 

D404S4JL_ 

70 TORINO 9-PASS. RTN. WAGON 
I V-l auto P.S., P.B.. radio, testad 
roof rack, 3 way tailgate, S16?$ 

1 GARDEN “ - 

1 LTD. 25 

| P-00319A._ 

1973 DATSUN. 610 GREAT ECO 
nomlcel trenaoortatlon. 4-speed, 
radio. 1400 cc motor, racant tune- 
j up. very nice looking. 555-38M. far 
I tree no obi loaf Io n test drive. 

1973 CHEV CAPRICF ^STATION 
wagon, power steering, power 
brakes, automatic. 49,000 mtt*s, 
oood condition. $1500 or best otter 
477-7384. 

FOR 42JOO IT'S A STEAL. '74 
Valiant Scamp custom. BIB VI au¬ 
tomatic, power steering, pow *r 
;brakes etc Must sell this week¬ 
end. 437-3741. 


71 FORD 

S&V 


»TD 16-PASSENGER 
* Wagon real dean. 
*79-4259. 


!9» FORD. 'MACULATE Con¬ 
dition; HIM or beet ofier. 342 *555, 
3446034. _ 


UNCOMPARABLE 
nomteal, food 1572 
--et offer ti 


VALUBI ECO- 

Kite 0 " 


1545 CHRYSLI 


.ER TOO, 3*2 MOTOR, 
good condition, 14 M 


1947 CORTINA, GOOD RUNNING 
order, engine, transmiseion e — 

hauled. >300. 45 2-2430. _ 

'43 VALIANT SIONKT, 2 DOOR 

811^Jit' *" • f0wnd ' 




4-CYLINDER, 
itft, chromles, 


1970 MAVERICK, 
good running order, 
offer. 452-2434, 


UTOMATIC 
MO or best 


MUST BILL *73 VOLKSWAGEN 
Beetle, good condition; $1800 or 
best after. 3*46177 


1575 BUICK SKYLARK, 3 DOOR, 
fuM^ pwwre£ In Tovety condition, 


AUSTIN AMERI 
miles, excellent 
sheet. Phone eWer 1 , 85S-4M0. 

1573 MAZDA RX2 4 SPEED. 17. 
mMe*.^ excel lent condition, 11,1 


1571 LATE MOO EL AUSTIN 
Marine, 4 door, automatic, rede- 
frost, radio. 17.000 miles. $ 2 eoo or 
Ired* for van. 475-H74 


1545 CHEV IMPALA. CUSTOM 
coupe , two or be et offer, 47 7 4468. 

15*5 OTO,JMI£l WORK. 

MV 5 ™ 




lust tested. $590. Phone 4 


1971 PINTO. LOW / 


1564 PLYMOUJH^jNVERTIBLE. 


'71 CHARGER, 
tomatic. 41.2* r 




'44 AUSTIN COOPER S. 1753 < 
good condition. Phona 477-1074. 


J ? LD ^-„a >Tc y,d,s" u, a 

"mil**, J9 ilSST' 


'74 CHEV MONZA, 
jjjjgpu 30,000 


V* 4 SPEED, 

miles, 43.5*. 


1977 FORD GRANADA 

1 have 

bai lava to b* 1 
ail of B.C. 




^■car 
warriM 
fused 


RELIABLE t6 COMET STATION 
wagon, 6 cylinder, must sail as we 

puw 01 ,own - 1300 or 

1973 thunderbird’ LOW Mil : 
aqe, mint condition cost S14J00 
new, $5000. Timmle Motor Co. Dl- 
, 00943A: 3446229, 4 77-6^7 ^ 

'67 CHARGER 

343. 4 bbl. auto. P.S.. P.B. Govt 
condi tion. 112-244-4349 ._. 

74 FIAT 1*. 47,000 mKisTvERv 
good she 
387-3257 


BEAUMONT 
0 sheoe. lew 
0. 454-3191. 


NDER, 

asking 


1575 VOLVO 1441, LOW MILE- 
ao*| man^axtres. Asking S44M. 


__ DELUXE, 
angina. 111*, 


'74 BLUE 

Tsm. na 


, HON X. vst 


tsma s?°*' iuTa 


els. lust tested,; offers 4756511 


•67 DODOE 
or ai 
after 


>ODOE MONACO, NEW MOT- 
11 ^ tranemlsalon, $ 4 *. Phone 


ssss. 


ejKBeacwiA ** 


is. ^i?lL C re« 

oood condition, 83400. 


sheoe. I14M. Cell after 


197^ PLYMOUTH CRICKET, llOOO 
mile*, 2-door exceiitnt condition. 
Phone 382-4952 • =c “ 


BODYAAAN'S SPECIAL. '71 CHE- 




157? PORD ORAN TORINO, Ex¬ 
cellent condltton. 83,300 or beet 
o*»*r. 342 7042 avenlngs. 


1964 PONTIAC LA 
automatic, treliei 

1574 IMPALA CUSTOM, 7 0009 
\y, eutometlc, 40600 mile*. Bm. 

X T m3t. , ' M0 «* wTt ” w 




zsu.e, into o« 

anytime. _ 

COUPE 


•4J CHEV 4 AT. RADIO. RUN* 
good. $255. 3*46214 

























































































































































































































































































































































IM ( AM rOR 1AI.K 


MOToai in I 


CARS mn gAl.K .» 



13TH 

ANNIVERSARY 

SUPER $ 

$ SALE 

CHECK THE9E 13 
SPECIALS! 

76 HONDA a vie <S> choice 
of 2 buttercup yellow- or blue 
metallic with sunroof. 

Were 13685 NOW $3288 ea. 

74 VOLVO 144 g.l. auto., 
dark green, natural hide, ra¬ 
dial*. radio. 1 owner 
WAS $4895 NOW $4444 



DAILY COLONIST, Victoria, B.C., Sunday, May 21. 197* 


*• TAM ron MI.R 


rirauST 


PT-Y^.n 



IS! CAR* n* SALK 



TOYOTA 


SOLID 

VALUE!! 


1977 

Mercury Bobcat 
Wagon!!! 

V 6 , automatic, power steer¬ 
ing. Stock No. P819. 

$5595 


74 HORNET Coupe, auto. 6 , l 
radial* 

WAS $1995 


2 dr., low; 


1977 

! Dodge Aspen 
Sedan 

NOW $15491 6 cyinder, automatic, power 
steering. Stock No. P8U5A. 

$4495. 

now sis* ]976 

L s Mercury C °P ri 

WAS $1695 NOWJ12S7 Vb ' »le*r- 

|ing. block No. 8X7A. 

$4795 


74 VEGA auto. 

miles 

WAS $2195 


73 VEGA Hatchback, auto., 
yellow 

WAS $1895 NOW $1597 


1976 

Merc Brougham 
Hardtop 

onditioning, V 8 . au 1 

matic. Stock No. P857. 

$6495. 


73 VOLVO 145 Wagon is* 

1 auto, and 1 4 spd. Both 
orange. Michelln radials. = 

BCAA INSPECTED AND 
RECONDITIONED. 

A Suoer Buy!! 

V ERE $4695 NOW $3995 ea 

,72 PINTO(s) 2 dr. automat¬ 
ics. Red coupe, white Spor- 
i about. 

WERE $1895 Now $1477 ea 

72 VOLVO 1441s) 4 dr _ ' 

Sedan*. I light green 4 spd.. CordODO 

1 dk. preen automatic. Both;automatic. P S 
with complete motor over- 1 Radio. Stock No. 766A 
haul by u*. Both car* well ! 
above average. 

WERE $4295 NOW $3777 ea 


Ask For The y 
Ford Motor Credit 
Purchase Plan! 


P.B. 


$4995 


MANY MORE 
TO CHOOSE FROM 

Brian Holley 

MOTORS LTD. 

‘ 3319 DOUGLAS 

Between Woodwards and 
Woolco 

DL 00903A 384-1161 


CREDIT 
Good or Bad 

WHO CARES 
WE FINANCE 
NO CO-SIGNERS 

L*t us re-establish your credit. 
Separated, divorced. single, male 
or female. You qualify. Suy and 
pay at tame location. 

Instant 

"NO-RED-TAPE" 

Credit 

Palm Motors 
3342 Oak St. 

(1 block from Douglas off 
Ciovardale) 

, Walk In, Drive Out 

ESTATE SALE 

1972 Marda 611 4-door sedan, auto¬ 
matic, testad, baautlful condition 
inside and out, vary wall main¬ 
tained; hava complete service 
record. Asking $1450 . 550-1715, 

3*4-7625. 


1975 
Montego 
Villager Wagon 

V 8 . automatic. P.S., P.B. 
radio. Stock No. 841.7A. 

$4995. 

YOUR CHOICE 


McCallum Motor* Ltd. 

LOOKING 
FORA 
GOOD 
RELIABLE 
SMALL CAR? 

CHECK AND 
COMPARE 
THESE VALUES 

78 AUDI FOX 
78 VOLVO 242 GT 

75 VOLVO 164 AT 

77 DATSUN B210, AT 
77 CELICA GT Liftbaok 

76 DATSUN PU and canopy 

74 VOLVO 144. 4 dr., AT 
76 DATSUN B210 Special 

75 TOYOTA Corolla 2 dr. 

75 TOYOTA Corolla 4 dr. AT 
74 VOLKSWAGEN Beetle 
74 CRICKET 2 dr AT 

71 VOLVO 142E 4 spd. 

73 CAPRI 2000 coupe 

73 DATSUN 510 AT 

72 CORTINA 4 dr. AT 
71 DATSUN PU 4 spd. 

71 DATSUN 510 S.W 

69 VW Westfalia camper 

74 CHEVY Vega hatchback 

B.C.A.A. 
INSPECTED 

DOWNTOWN 

HOt YATES AT COOK 
1382-6122 Dir. Loc. 0085A 

COLWOOD 

1856 Island Highway 
178-1741 Dir. Lie. D-0850 


Brand New 
78 TOYOTAS 

As Low As 

Bftt 

OUR 

BEST SELECTION 

Of Toyotas 


IM . CARA FOR Ml. IT 


I 


-AND- 

YOUR TRADE 
IS WORTH MORE 
THAN EVER 
BEFORE! 


100% Bonk 
Financing At 
Terms To Suit 
Any Budget! 
O.A.C. 

NO REASONABLE 
OFFER REFUSED 1 


j Where The Lights 
Are Bright Till 
10 At Night 
(Sat. Till 6 ) 

Metro Toyota Ltd. 

625 FinJayson 
Dealer Lie. 00431A 


METRO 

HONDA 


COME IN 

AND SEE OUR 

, PARADE 

OF NEW 

28 HONDAS! 
GET ON 

THE 

BAND¬ 

WAGON 

WITH ONE OF 
OUR ESSO CAR 
CLINIC TESTED 
USED CARS 

77 Trans Am. 11,000 mile®, 
Black 

77 Volare. 4 dktor. White 
77 Cougar XR7. Green 
77 Cordoba. Blue 
75 Monza. Red 
75 Dart Swinger. Green 
74 Bobcat. -Green 
74 Blazer. 4x4, Maroon. 

72 VW Wlndoow Van. Blue 
69 Mustang Fastback. 4 
speed. Green. 

VICTORIAN 

DAYS 

SPECIALS! 


CAR* mtt SALE 

| INDOORS AT 
279 PANDORA 


77 280Z 2+2 

i Datsun (ports coup*, fuel Ini acted, 
6 cyi. engine, rear seats, auto., air 
conditioning, AM-FM radio, r*er 
window louvre, sport 
.. with 


1 . 1 R I Ann km 


l» C AIW FOR Ml.r ! 

ffl fofcV WAOQN PS^P.l., AU- 


•K 


We've Got 'Em---*- 


TIM l HA fttlRtiB 

. MNl \ A\K 


AT 


Beautiful looking 


only 9000 


O 

VICTORIA 


!*! 


DODGE 
RYSLER 

ON YATES 


71 MAROUII 'fROUOHAM. IM 
fl^qfmgn. Loaded. 20.000 



'46 CORTINA GT. RUNNING 
ordar, new battery, $25C. 452 3744. 


RAMBLER^^TES 


151 SPORT. IMPORT CARS 


EX-POLICE 

CARS 

2 ONLY 

75 TORINOS 

Your Choice 

$1150 


68 DODGE 500 

j Monaco 2 door HT, 31* V*. auto.. 
i PS, PB. Beautifully kept. 1 owner | 
with only 60,000 ml. Must be seen. 

76 CADILLAC 
CONVERTIBLE 

Eldorado al (luxury options. Fuel 1 
In,action. Beautifully kept. LAST; 
r nance for LAST of a breed. A 
j r *re breed that appreciates yearly. 

78 TRANS AM 
ftfW’&i.S&o.'r- * inb0 *' 

73 CORVETTE 

454 , 4-spaed, Maos. 

78 JIMMY 4X4 _ V1 

v* auto., P.s., p.b., p.w., door . 77 Vo,are - green 
locks, optional wheels and tires, 77 Fury, gold 
loaded and beautiful *lth 5000 ml — 


COLLECTORS 

j '51 MG—TD Model 

Completely restored and In beauti¬ 
ful condition. FUN TO DRIVE. Ap¬ 
preciates every yeer. Must be 
seen. Asking $7,000. 

_ O.PAPE MOTORS LTD. 

779 Pandora D-00264A 

3*4-0035 


RX-7 


0-100 kph In 0.6_ 

'’4 mile in 16.7 seconds 
FORGET THE 280ZI THE 
1979 MAZDA RX-7 IS HERE 
PEDRO J APRIAS 
PACIFIC MAZDA PEUGEOT 
303-7626_ DL02073A 385-1451 Auto 


77 Axj>en 
77 Cordoba, blue 
77 Volare, green 
77 Volare, brown 
77 Toyota Celica 
77 Aspen, white 
77 Aspen, blue 
77 Volare, orange 


1973 BMW 2002 Til 31,000 MILES, 
erioe sunroof, new paint, Michelln XAS, . 

$jJ95 j snow liras, Bilestein shocks, Na- &£, c ?J££ r e P or, 
$6905 kamachl 250 cassette deck. Pioneer 2691 SOOKE RD. 
T.iCC power •n$P-. p ° lk mini monitor 
$4895 speakers, fuz/buster I, $6500 with 
UfiftS $*ereo $5900 without. Firm. 590-8613 
Fri.-Sat. 479-7717 Sunday ask lor 
$68951 J*™._ 

$5295| '59 \4ercedes 220S 


B. MADSEN 
MOTORS 

478-5011 
76 FORD 

F2S0 4x4 | 6 795 

'76 FORD 

FUO V,n SSK, 

76 FORD 

COURIER. ] spd »»?! 

75 FORD 

F250 super cab *5195 

75 CHEVROLET 

ton auto. *3895 

75 FORD 

Fl» auto. *3995 

74 TOYOTA 

Pickup *2/95. 

74 COURIER 

Pd *2995. 

73 FORD 

ton van *27»5. 

,72 RANCHERO 

Auto. *2495. 

72 International 

UHS 

7' CANOPY 


73 TOYOTA 
Long Box 

Auto., radio, tested, dean, $2495. 
ESQUIMALT AUTOMART LTD 

Esquimau Ro . 382-7195 


73 JAGUA 

4 dr., elr conditioning, fully pow- 


I 


77 Volare, blue 
77 Volare, white 
77 Honda S-W 
Local one j 77 Plymouth wgn. 
77 Aaf>en, blue 
77 Cordoba, black 
77 Volare SE wgn. 
76 Cordoba, black 


74 JENSEN 
interceptor III 

' J-Serles Coupe, air conditioning i - c .. _. 

muiti-piex 8 -track stereo system, 176 Newport, grey 
i Power windows, leather Interior, 1 7 c Honda silver 
one owner, beautifutcondition. ‘ nonaa, stiver 
76 Aspen 

77 CADILLAC 

'4-DR Sedan de Villa. All luxury 
notions including: air, stereo. 

112,000 miles. Immaculate. 


76 CADILLAC 

14-Dr. SEDAN de Villa, fully pow¬ 
ered. All luxury options. Local au¬ 
tomobile with only 20.000 miles. 


74 Astre 

$1995 

74 Buick Apollo 

$2995 

74 Monte Carlo 

$3795 

73 Toyota 

$1995 

73 Colt 

$1995 

72 Pinto 

$1795 

72 VW Beetle 

$1695 


TRUCKS!' 

TRUCKS!' 

1978 

Ford Super Cab 

*, tr>n pickup. V 8 , 4 speed, 
powder steering. Stock 8504A. ; 

$7495. 

1976 

Econoline 'E250 Van] 

V 8 , automatic, power steer-1 
ing. Stock No. 8396A. 

$5495. 

YOUR CHOICE' 1 


Ford Courier 

$3535 

75 Ford Ranchero 

$4995 

75 Ford ton 

$3295! 

73 Ford ** ton 4\4 

$4995 j 

68 Ford ton 

$1495 j 

66 Dodge ** ton 

$ 895 1 


illie Motors 
EXPANDING 


Our Space At The 
Moment Is Limited 
WE MUST MOVE 
Existing Stock 

SEE OUR 
SELECTION OF 

GOOD CLEAN 

LATE MODEL USED 

Cars and Trucks 

PLUS 

OUR 

SUPER SELECTION OF 

RECREATIONAL 

VEHICLES 

DROP IN TODAY 
And Have A Talk With 
PAUL SMITH 
or 

SID BURGESS 

Dir. D-00840A 
3240 Douglas at CloverlaJe 
382-2313 

OPEN 9 ’TIL 6 P.M. 


2 ONLY 

1977 honda hatchbacks 67 Rolls Royce 

One rod; one green. — - 

$2995 ea. 

» 



TOYOTA 


PLIMLEY 



1010 Y*t## 
382-0121 


74 TOYOTA Corona 
73 PINTO S.W. 

72 MAZDA PU 
71 VALIANT 


$2195. 

$2196. 

$2195. 

$1995. 


ALL 

At Our Central 

LOCATION 

Next to the 
ARENA 

BANK FINANCING 
100 PER CENT, O.A.C., AT 
12'i PER CENT 
PER ANNUM 


388-6921 

9 A M. TO 9 P.M. 

2151 Blanshard 
NEXT TO 
THE ARENA 

Dealer Lie. D.0I627A 


72 Pinto 
72 Ford Convert 
76 TR-6, O'drive 
'72 Toyota 1600 
'68 Datsun Wagon 
) '66 Olds Toronado 

OPEN 8:30 to 5:30 
CL05ED SAT -SUN 

DePape Motors Ltd. 

779 Pandora D-OG264A 

384-8035 



75 V.W. Green 
75 Bobcat, white 
75 Plymouth, brown 
75 Plymouth, beige 
75 Mustang, gold 

75 Astre, brown 
75 Dodge PU, blue 

73 Scottsdale van 

74 Plymouth, green 
174 V.W. Van, blue 

74 Chev PU, green 

73 Olds, blue 
73 Audi, red 
73 I.H.C. 4x4 
73 Pinto Stn. wgn. 

73 Dodge Van 

72 Volvo, blue 

71 Pinto, white 
71 Dart, green 
71 Challenger 

68 Wildcat 


$52ft>! Baautlfully restored 4-dr. sedan Dd0856A.' 

^ 5296 ! MuM 00 $FF*| nd dfiV# * lik * A 1974 DATSUN SPORT TRUCK, 
$52951 DEPAPE MOTORS LTD miles ' automa ' - h-d bump 

ZZ rrr p^LLrrst ° ORS L rS a-haa er - mirr ors. extra 20 qai gas tank 

$4595 ; 779 p * n 4o r » St D-OC264A insulated canopy, mobile telephone 

tcoqe _ 384-0035 __ *U00, $3400 without telephone 

SS? h*?? F,AT 1MSL SPORT COUPE, canopy ar * ,e '« 

15295 yellow with clack interior, 23,000 p '' e ' +e-6.3 _ 

S4995 I failles. 25XOO-mHe interval sarvic- -48 DODGE. 1 TON NEW RE 
»-ooc Including major engine, needs worn on reor 

$o995 tuna-up, as new condition with e nd. otherwise top condition, <500 

$4895 '**'L . im iH e£, ‘ a 2? ,v * *» rrn - Contact Fairbridge Nu<. 
nXX: \WftL $280 ° or best oft,r - series. Duncan, 6342 Trans-Canada 

$6895 j >95-2466._ hwv. North. Phone 748-9861 

56295 ft l 4 L SDa^?a < ^TC Ml sl^tsr»r 74 Q ^for T 68 ^ERC "j-TON VERY DE 

!u*t 0f t«l23 n ' mIuS' or 'raMOrlahl.' hau *' svsfem ^ocks. ' '■ 
S.K195 ■ iSSr. VnSin Sr" c “ 

S3995 ( LOW MILEAGE TR 6 1f71 FOftD^FSSt ^ ton, V-a *0 

__ 1975 Triumph convertible, 4 spd., motor, camper special. do.-a 

$3495 : new Michelin tires, in excellent 1 brakes, power steering, autcmei . 
• ojQK 'shape all round. To view call } JPlJJ, »^ if t kit and extra coo' rxi 
3.>4ifD & 52-9901 at '.er 5pm $3200 or near otter. 479-7488. 

$3695: 


VW CONVERTIBLE 


] 1969 RANCHERO 351 WINDS' R 

$3695'_’ " ^ | rebuilt motor, - trans exha •' 

I..:: ,972 Super Beetle, new paint, am- shocks, carb, most beautiful Ford 
$4486 Nn radials, pas heater, new ex-.ix»llt. $7295 offers. 479-9987 - 

,7 njst v#ry d<an ' 1 384-8075 pager 276. 

: U : MC .- firm. 479-7006.--— 

«ws'l f17 F,AT 124 S*OKT SPYDER ! rt, F ??P K.J 0 - , l„ P i , 5 r K 'y\ 

$3395 convertible, one owner, 5 speed, | ® ne _ c| vb \*o m egujar ca. 
54295 sport wheels, disc brakes, I dl(X»'-> 5A -n»i W L ' d 


Many More To Choose 
From $295 and up 

NEW AUSTIN 
MARINAS 
FROM $3795 

j Open 8:30 to 6:00 

Dealer Licence 572A 

Good Selection 

OF CLEAN USED CARS 
—TOYOTA'S 
— DATSUN'S 
- GM CARS 

UNDER $1,000 


METRO 

HONDA 


71 DEMON 

6 cyl., auto, radio. A clearx local 


Mtftsbwm 

CHEVROLET 


e«J 4 Pc I «• _ 1977 INTERNATIONAL TANDE ' 

S24«s ] 10 *i icTiai ucii u taTpibb I ^ m 0 ' still like new. insulated box 

lit* TFKA*B' with tarp H plate, extra tires and 

rare two seater, 2,000 bn motor, fuel tank. First o'ler. 42-5*71 
$3295 1 hardtop, triple lace wires. Very ; 

*»-• t» - —- 


fast. $«w. 
S34 ofi Moe Ll 76 - 
MGB 

$2995 Alien move 
$3295 
$2396 
$2995 


479-9987 


T ON. DESIGN 


384-8075 ' 1971 FORD 

I for camper, 360-4 speed 59,003 

-| miles. $2,030 Residence 213-51 -) 

CONDITION! ED evenings, work 388-8971 days 
over. One owner, 
freshly tuned, brand new Pirelli 1 '*68 INTERNATIONAL CREW 

radials. $4475 or best otter, cab, AM-FM cassette, cano. • 
479-3270. . very good condition Cell ev»- 

—- - —~— ttt-: ---— | nings or early morning 658-5349 

*71 BMW 2002, SUN ROOF, 

radar, mags, radials, Pioneer Ces-1 H GMC *4 TQN. 4X4, 12X16 5 
sette deck, am-fm radio, $3,300 tires, white spokes, excellent co" 
388-7509, dltlon Offers to $6,800 or trade to' 

1 9 64 ~ SUNBEAM ALPINE ^ ^ 

vertible with hardtop, wire wheels, VOLKSWAGEN CHIMO camRFR 
4-speed and radial tires. Must sell, fully equipped. Immaculate. Only 
$700. Home 477-2983 Off. 386*164 . 23.000 miles Propane stove 17C0 

— cc engine $5900 . 592-3790 


30-DAY 100 Per Cent 
POWER TRAIN- 
WARRANTY 
<1973 and NEWER) 


$2595 

$W95 

$2295 

52995 *74 FIAT SPYDER, WHTE CON- 
„ ... vertible. red upholstery, 1 owner, 1571 VOLKSWAGEN 7-PASSE'- 
$ 99r> $3000 or best offer, 385-5550. 649 qer window van. automatic, 66 OX) 
Admirals Rd. miles, excellent condition $2550 

479-0230. 


1954 NASH METROPOLITAN, NO 
rust, no miles on new motor, 1976 DATSUN SPORTS TPU' 
leather, mint, $895. Otters. 479-9987 with Thunderbird canoov. 656- 4 
or 384-8075 pager 276. , or 475-1495. 


77 MONTE CARLO Landau. 

Fully fXAver equipped in¬ 
cluding sunroof, air condi¬ 
tioning, power window’s etc. 

Finished in 2 tone silver 
with white bucket scat inte-1 EXAMPLE 
rior. A lovely automobile I Amount 
$7680. j Months 

PARISIENNE 2 dwrlp a '^ n , 


77 PORSCHE 91 IS 

12 month extended power K'5o C s 2 Ubo °"or S 

train warranty available, j■****»?• __ 

— 3 year oil changes at Man- ,962 . MERCEDES 190C, body 
. . ^ ... rusted, mechanically good $600 

ulacturer s sj)ecific{itions otters. 3 * 8 - 9573 . 

in all used cars at no cost 73 karmann ghia convert- 
to you. 


_ _. . . tW5 AUSTIN IMPORT 

PICK YOUR CAR s “" r °°< 


QUICK SALE 70 JEEP iX P O' 
miles, ui fl*kinq S1500 Make an o'tp 
Offer. 386-1030. 

$2 6 V~0 MILK WAGON 
Good running conditio-' $7$c 
NDRSELRAFT INDUSTRIE 
SJ1 David St 183 -’.. 

•974 DATSUN SPORT tru 
t ‘.aeed. 47.(Xo milrs. ocod a. 
new oainl, mat S?f;r 

389-7? JO 


PICK YOUR 
PAYMENT 


77 

hardtop, 
power 
brakes, radio. 


$1,000 

12 

$68.96 

$89.08 


78-0245 o' 478-5982 
1968 BMW ?onr _ Tl LUXURY 
sedan, qood condition, $1950 firm. 

59S-SSCS._ 

$s JAG XKE ROADSTER, Ex¬ 
cellent condition, electrically re¬ 
wired. $6,800 . 595-2946. 


•see.»ed $1400 cc- 


URGENT TO SE'. L 
heavy d .tv ion 
n»A motor, ne^ : 
64? 5855 


'75 DATSUN 280Z • SPEED 23.000'’!'’ f F 

milM r nKxll K1..A ex /Wl llriu, ' 


automobile, /riced^to^seM^at $2t95. frr-nl seat. Finished in 2 tone 

$6250 


V 8 automatic 

steering, power| to ^ monthR Above exam- Call l 

j pie computed at annual t>cr- ! 1 7 , ._datsun.jtajz, 48.ooo 


711 000 mlle$, $3,300. 478-81 * 

I'66 MERC DUMP C600 * YD 
Carter, rerondMioned 330 Ford a * 
sel. 5 and 2 656-1648, 656 1 99' 


knotchbaok , 


ESQUIMALT AUTOMART LTD, . 

480 Esquimau Road, 382-7195. ' brown. 

D-00856A. I 

,.,,-^,'69 FORD FAIRLANK fast- 
73 FORD WAGON back model. V8 automatic, 

Air conditioning, radials, power slcerin*’ mvver 

steerlnq, power brakes, power rear I’ ” " e ' >,tenn A. r i 

windows, wood panelling, 50 50 brakes, radio. Finished in 
seats excellent condition, 592-6711 ,, ,.uu 

or 386-1731. yellow with dark groen 

bucket seat interior $1830. 


eentage rate of 2.5 
on approved credit. 


74 PONTIAC GRAN PRIX 2 DOOR 
hardtop — Loaded — Thi» unit has 
been completely tested by the 
Esso Car clinic Diagnostic Centre 
and may be test driven today at 
Ensign Chrysler Plymouth, Yates 
at Cook, 386-2411. D L No 495A 

49 PLYMOUTH SPORT SATEL- 
Lte, Immaculate condition, 34C. 4 
barrel, poei-trec, mag wheels, new 
paint, transgo automatic, must be 
•een, otters on *3500. 6S2-1656. 


rolla four door. 47,000 miles. This 
cars Is good value, clean and In i 
excallent condition with soare set 
of studded snow tires. *1600. 
38067* after 5 p.m. 

72 CUTLASS. ? DOOR HARDTOP 
convertible (red), automatic 
-power steering, power brakes. 
£ 1.000 miles, 1 owner. *2300. 

4 79-4107. 


dlttan. This 1976 two door is a 
Tar tor the young at heart. *3750. 

384-9678 after 5 p.m. _ 

ST AT ION WAGON 

1975 Pontiac Ceteline, 9 eeater. 
wood orain siding, ate. New condi- 
9ion. One owner, 83,400 474-1720 or 

47*4610. _ 

''** METEOR MONTCALM TWO 
door hardtop, 390 cu., 55,000 miles, 
one owner, excellent condition, will 
ne gotiate aski ng *933. 476-2237. _ 

197* GRAN TORINO. AUTOMAT 
Is power steerlnq. power brakes, 
full wheal disc, phone Jim. 
365-8706, 5 to *. _ 


SUBURBAN 

MOTORS 

3377 Douglas Sf. 

386-6131 

Dealer Lie. 00403A 



J. C. MOTORS LTD. 
67 DODGE, HT VI auto. 

, 69 SPITFIRE Roadster 
I 69 TORONADO, loaded 

69 FORD XL 2-dr Ht. 

70 LE MANS HT. Auto 

. 71 DATSUN 510 4-speed 
1 71 FIREBIRD V8 3 speed 
i 71 FORD Sedan V8 Auto 
72 TOYOTA 2-dr. 

72 IMPALA 4-dr. HT, AT 
; 73 FORD LTD Ht, V8 
I 73 TOYOTA 1600 Sedan 
74 AUSTIN Marina 
74 CAPRICE Ht, loaded 
i 74 PINTO 4-spd 
175 PINTO Wgn. 4-sod 
i 76 PINTO 4 spd 
837 YATES D-00II5A 


EXAMPLE 
1970 DATSUN 510 Wagon $695 
COME IN AND SEE US TODAY! 
SNO-BIRD 

RECREATIONS LTD. 

385-8749 


$1295 

*1695, __ 

$2195 110 Burnside East __ 

$1255 OPEN SUNDAY 1-5 P.M. D-00647A 
$1795! 


STATION WAGON 

11976 Chev impela, V-8. power steer rr.™ r -T- ,, 

ing. brakes tinted glass, tilt; 77 CHE\ r ROLP. T % ton pick- 
wheel, roof 'rack, silver with black i >i,. Riu H mitomalir mwer 
upholstery, offers. 385-9701 days u,> * “'L auiomauc. I>ower 

642-3961 nights._I steering, j»ower brakes. 1 

VW CONVERTIBLE owner. Low mileage. 
fuel iNJEC-1] 9 ? 2 .Bee»ti«. am- Finished in blue 15900. 


VICTORIA 

DODGE-CHRYSLER 

384-8174 

Hours: Mon.-Fri. 9-9 
Sat. 9-6 

DL. No. D00867A 


TTp— -69 GMC. 350 V-8 PICKUP AUTO 

•sMia'i UM> - °" ,,s "> 

1576 FORD F-150 4 X 4, LIKE NEW 
deluxe canopy, low mileage, after 
5 p m., 479-9577. 


per cent 47B-2598 or 743-4653. 


1567 MERCEDES BENZ 230S, Ex¬ 
cellent condition, must sell, $3100 
or close offer, 592-6481, 

! '67 ROVER TTC2000, WH 
‘ blue. good condition, 

385-6290 , 592-0769. 


ITE ANDI ,C75 h EAVY DUTY 1 TON. 360 4 

$ 1150 ,1 minor bodyr repairs, $2800 


I'69 FORD SUPER VAN, CAM 
oeriTed, stereos, new tires, rebuilt 
motor, tested, $2200 . 595-0723.. 


sw!rTION OL »?to W ‘p L S ’ p’b »« new ex- 

J179S only 3,000 mil,,. S «.«rrm,t'y SwSE JSS',!!!?'JS-Jg"- cle,n ' 
»1S« able til Abb. \m. In thowroMn I OT-.OOt, 


$1995 

*2695 

$1695 

$1995 

$3195 

$2395 

52995 

$3195 

384-0921 


Convertible 

I '69 CAMARO V-8 auto, PS. PB. 
radio, chromles, $2895. ESQUI- 
MALT AUTOMART LTD., 480 Es- 
I qulmalt Rd.. 382-7195. D-00856A. 


Best Buy! 
19/8 

FIAT 128 
$3995 


55 METEOR TWO-DOOR RANCH 
wagon. Still original 292 auto., 
power steering, mechanically good, 
body fair. $700 firm. '54 Ford two 
door main line, no motor or trans, 
$150. 474-2481. 


'77 DODGE ARROW HATCHBACK 
I Only 6.500 miles end still under 
j factory warranty. To test drive bv 
appointment ceil 3*6-2411, Ensign 

|& Vt «L.% m Sffl. " Yi,# * 


1969 CHEVROLET IMPALA. 2 
door hardtop, V8 automatic, power 
steerlnq, power brakes, cruise con- 
i trol, power windows, air condition¬ 
ing, AM-FM radio, tap# deck, new 
| tir es, *1500, 479-1705. _ 

RADIO. 


1974 DODGE DART SPECIAL 
Edition, low mlleags. Immaculate 
id It Ion, $3700 or nearest offer. 


ass 


•Radio. • 

Xu5l. 


70 MAVERICK, 
running condition, 
and tires, nev '* 
and brakes, ft 


EXCELLENT 
ff hlghiac'ker* 


1975 MG MIDGET, EXCELLENT 

-^ fag 

, $2995. 


body and angina, convertible Jop, 
X,000 miles,- 


tonneau cover, XJ) 
383-8071 efter 4. 


SPECIAL 
i minor repair. 


'63 FALCON, GOOD BODY, NEW 
ruCfrsr motor needs work, 


I 


974 DATSUN 2-DOOR SEDAN. 

end cassette Separate 
479-3737 after 5 p.m. 


'85 PONTIAC PARI 


1976 

mile..-- 

eel lent condl 


TOYOTA COROLLA, 19J 
. redlo. end teoe deck, 
it condition, *2700/314-9635. 


. RY 
.ftttd 
'63. 


ii,‘W, Tl ffi w c‘SS5i.ra f 

8 pr trellor towing, M WO. 477-9763 

61 TOYOTA COKOLLA, 4W00 
ml I# •, good transportetlon. 
479-7975 .1 _ 


0000 

mec-M* £SfX'3Lflr £ ^.ru^'p^s^ 


■ . f ffjf ( j j-j 1 Jt 


736 Cloverdale 

38M7S6 

D.L. 00247A 



dean car, GARD 




Aug. l— - -_ . . -4 TOYOTA L.AND- 

^"doSgE RAM CHARGER V^ I 196 * DODGE MONACO, FOUR 
Auto PV PB radio air cond!' door h«rdtoo, power Steerlnq. model 4x4. 6 cylinder. 3 
tion, 'hitch, trans cooler, heavy i 97 ^* fk ^.1*^2: ’'" speed. Finished in tan and 

duty towing package. $6295. DO- I . cl##n car - 0,, * r * on 



B ^; I $1000, 478-7164. 

BARGAIN.' 1978 SILVER VOLKS- 
wagen Rabbit Champagne edition 
W.MAZDA STATION WAGON. 4 Two months old. Deluxe. Automat 

cylinder, not rotary, runs qood. * - 

Best offer. '68 Chevelle tor parts 
Will consider anything In trede on 
either car. 595-5363. 


1972 DATSUN 510 STATION 
wagon, one owner, excelled! condi¬ 
tion. 6 radial tires, asking $2300 
Phone 385-3590. 


.... r - -- ... Au¬ 

tomatic. power steering, power 
braks. radio, very good condition, 
$950 or offers. 652-2196 


,19 6 8 RAMBLER AMERICAN 
4-door, 6 cylinder, automatic, new 
transmission, good shape, very de¬ 
pendable, *59*: 388-4919 , 5 7 p.m. 
MUST SELL By"wEEKENO, 1973 
Toyota Corolla Deluxe, all options, 
5 spaed- 477-2917, 382-7656 after 6 
p.m. 


SIDNEY CAR MART 

Shop In Sidney and SAVE* 

Extra Clean 

Late Model Car* 

Trudks and Van* 

9757 5th St. D0I59IA. 656 1433 


71 CHALLENGER 

31* cu. »n. auto., PS, PB, radio, 
ram. haadars. bootf 
. ESQUIMALT 

, 460 1 


JD ; , 


and mai 
AUTOMAR1 
Esquimau Rd . 303-7193. 


73 DATSUN 310. J9A)0 Mil 


W: 


1969 OLDS 
peckaoe, >i 

exhaust. 


low miles, 

1970 galaxTe, a 
top, *775. M3-1903. 


DOOR HARD- 


1972 MATADOR STATION 
wagon, immaculate condition, au¬ 
tomatic transmission, power steer- 
Ing, power brakes, *1500, 479-6 062. 
197? TOYOTA COROLLA COUPE! 

Phone efter 5:». 304-3740. 


'71 MERCURY 
station wagon with 
non*, , air conditioning etc. Must 
sell this weekend. *2,000. 477-0471. 


COLONY 
dth ell po 


■ itSTs }$ m "“ 


8hry?ler Wind 
$400 . 384-0215. 


973 TOYOTA COROLLA 1600 DE- 
luxe, 2 door coupe. *1,395 offers. 
479-6141. 


1973 FIAT 174 SPYDER, 
top. low milage. *3500. 
595-41*3 after 5. 


'63 RAMBLER - 
condition, low 
100-6301. 


1962 CLAtSIC 3 DOOR COUPE, 
deluxe Chev, offers, phons 
470-16130. 


1973 CHIV IMPALA. 

aim. “• 


JBS 


LOOKING FOR THAT 2NO CART 
71 Cpuaar XR7. sxcellent condl- 
flo w. f 95-3141, 

MUST If SOLD NOW 
'47 Merc 9 passenger wagon, big 
V-l. A-1 mechanical, *500 3I3-2001. 


1974 MAZDA 808, 4 CYL., AUTO- 
matlc. tested 'til '79, well main¬ 
tained, economical, rear defogger; 
$1100 or best offer. 478-7485. 

1973 CHEVY VEGA STATION 
wagon, 4 speed. 42.000 miles, sale, 
clean economical transportation, 
*1750. 652-1276. 

'$7300. '386^678"Sr 


'74 BOBCAT, ECONOMICAL. 
4-speed, 30,000 miles, custom paint 
with extras, $2300 or best offer. 

652-1754._ 

1973 PINTO STATION WAGON, 
radio, new tires, body very good, 
iusled painted and tested, *1200, 
477-7193. 


'67 FORD XL 
hardtop, 289 automatic, 
steering, power brakes, 
‘ -x. - 479-2903. 


2-door 

power __ 

bucket seats, radio. *550. 


red. Very clean $4750. j 

OPEN 

MON. - FRI. 

8:?.0 a.m. - 9 p.m. 
SATURDAYS 
9 a.m. - 6 p.m. 

Mill-stream Chevrolet Ud. 
1730 Island Highway 
474-121J 

Dealer Lie. D01384A 


STUDENT MUST SELLI 1968 
Cutlass, good shaoe inside and out. 
low mileage, tape deck; offers on 
*1300. 598-1988. 


EMPRESS 


BUICK 

GMC 


1975 TOYOTA CORONA, 26.400 
miles, excellent condition, *3400. 
383-5692 


EXCELL|NT; 74 


1973 DATSUN 1200. 
condition. $1150 or 
478-4069. 

62 MINI WAGON. WOOD TRIM, 
needs some recalr. 1150 or best 
Otter 479-2258 

1971 VOLKSWAGEN SUPER BEE- 
tle, new redials, good condition, 

■ *1693, 477-3168._ 

. ' 1965 COMET, 6 CYLINDER AUTO- 
47i7486 nly , ® °®° mi ‘“' "*54*0 j SSOO^or off^ f _ 

i ^^ e ° eT ^ 0L ^ S: 

tween 44. 


PAINTER 

MOTORS LTD. 

2936 Douglas 

; 74 BLAZER 
I 73 TOYOTA 
73 DUSTER, 


RARE 1973 2JOZ. Al CONDITION,’ 

Western maqs. silver-grey, > 

743-4939. _ 

BLACK '» CORVETTE. 15300 OR! 1“' Slf, 7 - T ^ EL °? CK 

olrtr,. good condition. 47X15,? oVfeL S? jj^l 

TP. —^iw, l»53 CHEV 7-TON. GOOD RUN 
1971 DARK BLUE TR6, 59,000 j ning, good hauler, new bo* 
miles, soft and hard-top. good con- 382-233 

d-tion. 652-5720._ | '-- 

1969 MG A/UDGET. ONLY 47,000 overall ior*d conditio*^, 396 8 C ' B< 400 
^ S, ., 9 22? r « bu "’ « n ' turbo trans.. *1,600 . 478-2264. 

pine, $1,800. 383-7346. 

-> 4 CORVETTE. 350, AUTO. IJEI* TORO. CAWPEF „?- 

leather seats, mags, 

478-0293. 

•73 VOLKSWAGEN VAN. 
ed. automatic, campe^ixed 


! c,al - low complete with 8 

$6,500. I camper. A-1 condition, 478-9716 


■66 TR4A. GOOD CONDITION 
wire wheels, radio, a fast apprecl 
I a tlng car, $1 ,300 . 477-5097, _ 

i «: V 4 E 2Jd" E AS?t'Mii T 'u7oo s . 42 'at- 

tween $-8 478-0723 or 478-8429. 


LOiirvi* iicu 

5, $6,800 or offers. 598-3188. 

54 CHEV EX BREAD TR 


I 1970 TOYOTA CROWN 1900, 
! radio, qood tires, good second car, 
only $775 . 382-8470. 


1944 GMC HANDY VAN EXTRAS 
Also 1970 Datsun 1500 plck-.-r 
offers, please call 595-0055 


1971 I800E VOLVO SPORT COUPE | Mk-MMn rad’als'^'oropane Vo*' . 
- - excellent condition, excellent condition. $4000. 65--271' 


eufomatli.. 
$5,500 656-2864 


1989 KFNWOPTH LOG TRUCK 


ISUZU, GREAT TRANSPOR- 

«,*i. tUTm, 0 ** 


8K n 


MUST SELL 11 

1973 Cortln*, 34,000 miles, econom- 
)cel, dependeble, * 1 . r " - 

bids. 385-6774. 


•68 FALCON, IMMACULATE CON- 
dltlon, 67,000 miles, best offer. 
5 95-292 1 between 5-8 p.m. 

1J972 JAVELIN AMX, AUTOMAT- 
1 lc. power steering, power brakes. 


4x4 auto. 

Pickup and Canopy 

__... Slant 6, P.S., iTb. 

73 MUSTANG Fast Back auto. 

73 TOYOTA Corolla 1600 aulo 
73 BARRACUDA Auto., P.S., P.B. 
72 CAMARO V-B. auto, air 
72 COUGAR auto, p.s., radials 
72 CUDA V-8, oucxets, mags 

72 CHALLENGER Auto., PS, PB. 

70 MAZDA pickup. 52,000 miles 
69 FORD 'j-lon 6-cyl. 

57 COUGAR V-8, auto., P.S., P.B. 

"ECONOMY CARS” 

75 HONDA Hatchback, sunroof 

73 AAAZDA RX2, auto. 

73 CORTINA 4-spaed redlo 
73 ASTRE auto, radio, radials 
73 COROLLA auto 
72 FIRENZA 4 speed, radio 


i YOU CAN NOT 
Buy A Better Cor 
Than An 
EMPRESS 
CROWN SEAL 
USED CAR 
with a 30-day 
100 PER CENT 
MECHANICAL 
WARRANTY! 

73 Monte Carlo, 2 dr. $3695 

74 Comet, 2 dr. 

70 Charger. 2 dr. 

73 GMC PU 


$1500, 383-0426 

SPECIAt 
Ooen tc 


1973 TOYOTA CORONA, 3700 
*2100 or offtrs. 


382-0411 efter 5 p.m. 


454 LS6, 

... 5.3* poll.. 

$ more, alt fresh. 383-5043. 


70 VW Bug 4-speed, radio 
69 SPITFIRE Roadster, Redials 
100% BANK FINANCING O.A.C. 
0-00346B 315 1155 

(After hours: 385-0122) 


1965 MINI 890 IN GOOO ORJGI-' £6 trails."478-1294 toTtur.'l^ 
477 - 49 J 9 W*' 49,000 miles, *550. j formation. 

1970 MG MIDGET, 33,000 MILES, I JiVopy^Vood 
656-6552. 


WANTED: 1972-1975 DATSUN 

In good snaoe. 477-4949. _ 1 brakes. $4,000~."595-8377 


'74 FORD CAMPER SPECIAL. 340 
[automatic Power steering, power 


tion, offers, 592-171 


1973 DATSUN 240Z, AUTOMATIC 
only 33.000 miles, $4,300 . 479 9274. 

1959 PORSCHE, i5*-A, GOOD 
condition, $2,000 or offer* 474-1592. 


2 DOOR, 


TUI < KK. Rl’HFB 
AND VANS 


73 TON HEAVY DUTY GMC. 
. 1 flood condition, $2350 or offer-, 

| 385-4648. 

WAS T FD - LATE ' M0DP L 
Ford >4 ton truck, minus motor 
' 595-1408 ._ 

1965 INTERNATIONAL TRAVF 
tall, 4x4, Best after over $1100 
I Tested. 592-9622. 

71 FORD HEAVY DUT 
V-0, 4-soeed, radio, factory, alum 
num canopy 478-1852, 47*-4?43. 

'51 WILLYS 4X4, $600 OR BE T 
Offer . 479-56jf. 

'71 DODGE VAN, FULLY CAM 
periled, raised top. 477-1693 


BIT _ 

- . _oor, standard, 

mile*, must *611. 385-9075. 


ABBIT DELUXE. 
4-door, ^stsndfrd, 20,00( 


EXCELLENT 1974 VOLKfWAaEN J™ V m ^ 

Beetj, recently tested. First 52495. 1 8xcelierrt condition, 


1962 RAMBLER 
tion wagon, 
tell tor pert*, 


CLASSIC 5TA- 
riplnai owner, will 
656-2144. 


1966 CORTINA, 




mile*. 

77 


'LL. 


Z. 


*500, phone 47V-: 


m 


her 4. 

'4*7 LANOROVER. 


_,_.... "STATION 

” rt - Wu *’ 


Wl ,FLEETWOOD CADILLAI 
M FADISIINNI 




NNE 4 DOOR. 
ilc«My excellent 


]97Q Piet 124. 4 door, »fandard. 


73 DATSUN 1200 SHORT* COUPE, 
euto, clean condition *1650. GAR¬ 
DEN CITY AUTO SALES LTD. 
2978 Douglas 382-9111 D-00319A. 


'71 VW WINDOW VAN. SEMI- 
cuitom, 2-tone, new tires, excellent 

1961 PAR I SI F NN E HARDTOP, 
street and track, with 350 cu. In., 
51900. worth of accessories. 
656-4059._ 

GRAN TORINO ELITE. 
Cleanest In town, very strlkh 
Sporty luxury. After 5, — 

384-9 446._ 

'71 OATftUN 1900. STANDARO 4 
I tires. *650 or 
4 p.m. Ask for 


trlklng. 

*3795. 


sneed, with radii 
offers. Cell gfter 


OPEN 

Mon.-Thurs. ft 
Fri.-Sat. ft -6 
2867 Douglas at Topaz 
382-7121 


$3295 CHEVY 5 TON 40 SERIES, TILT 
t-icix 1 cab, 20' high cube, Minoru Van, 
hydraulic tailgate, on road since 
$2995 1 January 77. only 204)00 ml lee, 
I funed regularly. Too large for our 
I purposes. Replacement value ap¬ 
pro x. *25,000. A super deal 
*1 *.900. 471-6000. 


4? C-MC 1-TON FLATDECK; S05C 
will tr ede. 642-5161. _ 
"miie^.mv VOLKSWAGEN VAN, PAR 
tor our flatly camoerlxed. $1,495. 477-4751 


Bankruptcy Sale 

Cemobell River, 22 modern eoert- 
--- 


D L 1301227A b^Konv, petios. $ 11,800 per suite, 
u.u. n##<1$ refurbishing, will teke trede 

inf. 598-7992. 


HARD TO GET HONDA ACCORD, 
5 speed, 2200 km, silver, Immacu¬ 
late. $5800 firm. 479-2178. 


MUST SELL 

'72 Corolla 1400 coupe. *1100. 
O.B.O. Good condition, tip* 08. 

'67 CHEVELLE, 2 DOOR HARD- 
top, *875 , 382-3728 after 6 p.m. 


;i,r„;s 1 E iL E fo5. eLLOw ' n -°” 


y^ i i^ F i9 , °-' a, ti 

1968 VIVA VAUXHALL DELUXE” 
Needs a little work. *320. 479-3471 


ja,r« star" 70 

'73 MAZDA RX2 IN OR I AT 
shape. op«n »o offers 479-2294 . 

68 F ALTON "s CYI INDER, 3 
treed, fair condition, *300 . 383-0243. 


for down payment. 598-7992. 


VANDURA 
1975 GMC 1 ton van, root vent, 
carpeted throughout. 2 extra stud¬ 
ded fires. Beautiful shape. *4850, 
take trede, make an offar, 
656-6*06 

68 GMC *4 TON. AIN SHOCKS 

IBL.TBfTS S. XOt 

duty for big camper. Tested end In 
nice shape. 90,000 miles, esklnq 
IjOOO or offers. Must be sold, 


MUST SELL 
'67 Ford Van. Econolli 
motor, oood tlras, 
order, but - —- 

cemperljlr^. ^ _ . _ 

ua an offar, 471-69*9 afttr 4. 


72 GMC LONGHORN N.-TON 
Pick-up, with canopy, 479-8035 


1977 GMC GYPSY VAN, EXTRAS 
galore, *9,000 new, offers. 452-5632 


1972 DATSUN TRUCK CANOPY, 
re dlo, >H0Q or b eet offer. J95-J19C 
OPEN FOR 


1974 GMC 350 V-l, WINDOW VAN 
•xcellent condition, cell 642-5845. 

MSO SUPER CAE, *4.700 

1 . perfac?’ running j 'M OMC Ji TON. GOOD RUN 

_oelntlng. Ideal tor "Iho condition. *500 . 3I5-6S76, 

c * m P #r !? | re, #*jUjfl »W, make 1 000D }9U FQKD “ecONOLINE. 
' -n#r •- I 5750. Phone 3*6-8525. 


74 Dodge 
base, eufomatic. 
power brakes, 
4770435 after 6 


ton van Iona wheel ? 5 DODGE FARGO TRUTK, 
... v#n ' lOPfl wneel ton, running condition. 771 3551 


power st«« m. 
redlo, I 3 4 0 p '44 DODGE, 1 TON. TOW TRUCK 
$2800 or best offer 479-1978 
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. k*} *i. it*ia 


TKTtKV HI 
AM) VAM 


iftn PART*. At TORN mil.* 

J LARGE CLEAROUT SALE _ 

SS'Hi1w*53^«SyS 


king A 1 SB 0 or 

— * M om. I 0 " 


76 FORI 

cm*r *• 


or lead 

n> locking iiorw 

>od condition. Awl. .. _ 

st Off* 7m*m from AH P. 

0 COURlBR MPEF.D, 
„ «D mite*. radio. tap*. 

sapors Wo 

SALES LTD. 2876 Douglas 382-9111 

D-00319A._ 

1975 FORD F9K * TONfICICUF. 
Heavy duty suspension. 3W> V 8 , au¬ 
tomatic, power storing and 
brakes Now tires and Drakes ail 
#roimd_ UWI JkUM _ 

197* DODGE TRADESMAN 100 
van. V-0 automatic. power brakes 
and steer log.. 16,000 mil#*; >4700 or 
bast o tier. Phone Dan Ray. 9-5 
weekdays, sy-sisi. waakanda or 
evenings479-X 


«t and’be K.'SUt 

van seats end van geodtas. 

man headers *186. mat) cars, 
ky 309-0*14. Associated Tires 


Med men 

c£tr». Toll Niii|»dy Avr 


1974 DODGE 

(Same), 

ttres. tv— 

tutted throughout. _ 
see. 35.000 original miles. 
479 3740._ 


SANFORD 4 SONS 

AUTO PARTS LTD. 


Wt*U Save You blooey, 
Parts and Acceosories! 


340 TRANS, NIGH PERFORM 
ante, 1000 miles on it. UN or 
offers. Dade* trans 5100. Ford 
truck tiros all 4 ,5173. 66 Vkllant 
" iv^whda or parts, alter 




irvsn wore, ou set « . . .. _ .. .. — • 

Igine done by professional re¬ 
builders. Rebuilt engines svailabia 


,.K 


•*>* INTERNATIONAL SCOUT, sta Powar and Machine, 555-4241 
hardtop, removable root, 4 new! ' 

mud ttres. oosl traction, 
transmission, 5495. 658- 
592-4557. 


RADIATOR REPAIRS, FAST TOP 
duality repairs at Maurice's Auto 
Body. 42] Beta St., Phone 386-3381 
- .--.A — ism mm or 284-8094. Located behind the 

'75 BLAZER, 4-WHEEL DRIVE . 1 Burnside Pay and Sava Gas Ste- 
eutamatic, Cheyenne package, tlon 

trailer hitch. Too many options to ■-■ ■ ■ --— 7 — ■ -— 

list 57.000 or best offer 383-8441 or : B. C. AUTO WRECKING 

387-3616. _ 


ffi c A.MPKItS. TRAII.lvRA IM OAMftM, TR All,ERA IM QAMFW TRAILERS lIM 


huiI MOTOR NOME* 




mad MOTOR MOM ICR 


COASTLINE 

TRAILER CENTRE 


■14 MOTOH NOVM 


moihiji «oMr.« 

AMD ruuu 



VANGUARD ; 3388 Douglas 


YOU MUST SEE 
THESE UNITS! 


Vanguard Quality 
At A Price 
You Can Afford 

TRADE-INS 


(Across from Suburban Motors) 

Open Nightly 'Til 8 


a nH 


a* CHEV PICKUP 
NEAR NEW 


Repossessed 

MOBILE 

HOMES 


185 COIR AUUCKNT AND 

lit JIT HO MR A 

OAR BAY DISTRICT. PRIVATE I 
< ryw^ MS email gwoat home | 

IM BOOM AlfO BOARD 

at: I 


!M ArARTMrNTS TO 

hismt turmw iB) 

P. IU BROWN A SONS 
LTD 

- RENTALS 


m mRt-MtMTS TO 
Rf.M I MM RMIHM1 


Free Rent 


FOARD AND ROOM IN QUlM 

Working o*rl preferred. 5110 per 
month Phono attar 4 P.m. 
i 477-4211. 


HAaiSUOR 8Um-3 


ti4i.ii 


(Monday through Thursday) In our OLYMPIC CAMPER 


Only tAM mlfc " ™‘ Bt.soo 

76 »v?' Vanguard Tandem sell 


Venauaro 
contained trailer . 

■ *" ft. Cavemen, 3-way 


56595 

68 8 1 j ft. Caveman, Xway _ . 

htg. 5I8V5| 

? !)’:• Kustom Roach Tandem *4495 
4 vs' Vanguard Motor home >16,995 
77 Vanguard, IV, must sell | 

self-contained 56495 

77 IV Vanguard fibreglass 

roof 55995 

76 15* Vanguard, 3-wav, htg 53495 


Lighted indoor Showroom 

FOR 

—PARTS 
—ACCESSOR IES 
—CAMPERS 
—TRAILERS 
—MOTOR HOMES 

SALES 


67 MERCURY PICKUP 
COMPLETE WITH WELL 
lEQUIPPPED, CLEAN 
CAMPER 


double 
'es. Rat 


widaa and 4 14' wide 
oeieased from a local 


"WE W. 
SATISFII 


IED CUS¬ 


ER " 


REMEMBER WE'RE 

_ a y- PNi-r-i *.r I OPEN SUNDAYS 1-5 P.M. 

PARTS SPECIALS , 382-6102 

— •> — ** •'i-— cuncnI f pfii iij* 


52405 


retail 

L,Vt ° "1«TI 
YOUNS. 

AVAII 

Finance compan 

thousands of do) la , . _ 

toil erica Units have factory w 
rantaa. Phone 356-1731 for in fori 

tlon. 


CHAIOMYLX 

Excat tent moots. I mho 


ROOM AND BOARD FOR GEN 
“-jja^ylmait area. SI5I par 



191 ROOM and BOARD 
WANTED 


... ^ salting at1 FOR CLERI 1 

lars off rooulor re -1 board, /Row 

• if* 1381-4343, busl 

1 * Bud. 


WORKING MAN. 
to Friday only, 
hours, ask for 



Rec.Midcley 

riAMC Jeep HAITI 


36 Coverdale 

D.L. 00G47A 


2978 Douglas, 


_-- , LTD. 

36 CHEV. SCHOOL BUS, REAOY; Now wreck | n - m . ke of c , r . 3-way 3 CU. ft frWpt 5340 00 

\ n n au, °- ronuo • wn,na Wll 

Cnly_5l600. GARDt_N CITY AUTO ■ - .... ■— ... - ■ - 4-burner oven range 5199.95 

Tire covers * ,’ Jf 

Iff! AUTO REPAIRS. ! Roof vents-bronze * 

SEKVICi: and TOWING I? S"ff£n > 53 00 

DARYL'S MOBILE AUTO 1^ A trfi,ef **** * 1? ’ 

REPAIRS AND SERVICE REPAIRS-RENTALS 

| At your home or business, 24-hour 


Cnly-- 

SALES LTD.. 

382-91H, D-003 I9A._ 

'65 MERC. HEAVY DUTY V, j 
ion, 4 speed. 351 Windsor, deluxe _ 
ceb and radio, heavv duty bumoar, 
bodv poor due to rust. 5500. | 
479 3241. 


BOB'S 


RAVEN 

R.V.'s 


1 WEEK TO GOII 

TWIN OAKS 

First home arriving May 24. Oc¬ 
cupancy June ll See Luxurious liv¬ 
ing at its best with our fantastic lot 
design I On city bus, large tots, rec 

-, aree, sewer, underground wiring, 

385-8756 1 p® v «1 roads, cui-dg-sac. Only 17 
I sites left. Going fasti Modal homes 
| on display 7 days a weak. Hours! 

Buy Uljnt Home. LIO. 4X-215, '' i ~c~ t °r 1 ' 
Trans Can af Spencer DL01927 NICE 


198 ROOMS TO RENT 


tidy, considerate, mature person 
(ref. prafarred), shera bathroom, 
share kitchen or self-contained, 
Fernwood Road. 560 per month, 
available June 1st. 3534629. 


URN*SHED ROOM, OAK BAY, 
»a view, kitchen end house privl- 


_ Vllt e 

•"“asw■» 

ONE BEDROOM SUITES 

5175.00 Sunrldge Ai»ts 

1344 Bel moral Rd. 386-1011 
117645 Central M«nor , ,, 

1230 Fort Sf 305-3435 

5100.00 Townsida Manor 

975 Balmoral Rd. 384-0307 

*113.00 Dwer House 

nil vaiea st. 302-H42 

‘" s00 £5'«L'Sf." or * 3^4 


710 Vancouver st. 
5195.00 Oahvltw AAenor 
3420 Quadra St. 


BEAUTIFUL 
BRENTWOOD BAY 

j Bendix 2 bedroom, luxury carpet- 


ROOM# ...... 

_homey atmosphere. 0 

Ave.. 5110. 386-4207 after 

anytime weekends. 


HOTPLATE, 
tera, Darwin 


GMC 34-TON, 4X4. CUS- emergencvjet^kr^Phtjn* 380^436 


1974 _ __ . ... . 

tomliad front end, spoke wheels. | 

.M-FM •• 

paint, 


Old 


Special 
Id Age 


Pensioners 


WANTED SMALL OLDER CAR. eau 
trad# on rare ‘67 Ei 


AUTO REPAIRS. REASONABLE 

- --—icrtwoiv 


rates, experienced naechar 
pped. 3834425 aftTr 3. 


‘69 DATSUN PICKUP NEW 
paint, metallic bronze, rebuilt en : 


REBUILT 283 AND HEADS- ALL 
new parts, 5325. Phone 478-7603 
after 3. 


1 kc r«rn»-*tn 1 1 MOBILE HOMES Liu. . 

r Van Tops Installed 25 Crete 386^623|Van Converaions Our Sfte- 

DL 00414A 
FVill Stocfc of Parts 
and accessories 

PROPANE 


oine, Immaculate, 47,000"origlnal Sder^iood'chfonS^SW^? 000 
miles. 51.200. 384-3150. 479-3740. I T!!gyi-*g^ c KgIVT' 


385-2872, 385-2649. 


end other parts. 595-4367. 


PEDEN R.V. LTD. 
386-3464 


'69 FORD RANGER s « TON i CORTINA MK II, PARTS FOR I 
camper special. 360 4 speed Dual t«i c . 656-6554 after 7 p.m. 
tank*. Powar steering. Canooy. 


MUST SELL 1976 VW BUS. EX 
cellent condition. 15,000 miles. Best 
Offer over $6000. 592-1189. 


MICHELIN 
TIRES 

ALL SIZES AND 
TYPES IN STOCK 
AT 

D & D TIRE 

1620 BLANSHARD 
_382-7283 

TWO SLOTTED ALUMINUM! 
mag*, wth G-50 14" fires, for 
Chav Best offer. 382-4361 after 

5 3 0. _ 

14X5’«j TOYOTA RIMS PLUS ; 
Beauty rims, luos and hubs. * 
tires. 175 SR14; *750 or best offer 

385-9801. _| 

4 5 HOLE. 14" FCf*D SPLIT 

rims, *45 each, or 5160 tor all 4. 

478-5478._ 

FOUR TIRES 600-14 SUITABLE 
for Morris Minor. 598-6990.^_ 

1WI PARTS. ACCESSORIES j 


CARA AND TRUCKS 
WANTED 


WE NEED 


DOMINION 

MOTORS 

HOME OF 


—LAYTON—HOLIDAIRE trailer* 
-GALAXIE Campers and Cano- 

—KIT Camper* 

-CHINOOK Motor Home* 

BRAND NEW 

Little Chief 

MICRO-MINI 
Toyota Motorhome 

Fully self contained includ.ng: 
»hower and toilet. Only 512.300. 
Come see it today'. 

Good Used RV's 

75 FLEETCRAFT 16' S.C. *4-Wi 

76 BRITTANY 23' M-Hom# 516.950 
74 SECURITY IV Toll#! <4 98 


1977 BONNAIRE 
Hardtop Tent Trailers 
Slightly usad Includes 2-burner 
propane stove, *lnk, city wetec 
hook-uo, 12 volt electrical »v*em. 
ice box. dinette, exterior baggage 
door, storage area, prooane tank, 
spare tire, privacy curtain*, 4 sta 
tilizinq lacks, clearance Priced 
from 51995. 

RUSS HAY 
BICYCLE SHOP 

2542 GOVERNMENT 384-4722 

Ntxf to Three Point Motors 

SPEEDY 
INSTALLS 
TRAILER 
H ITCHES 

2894 Douglas St. 385-8717 
Best Prices—Fast Service 
No Appointment 
SPEEDY MUFFLER KING 

1976 20' ALJO TRAVEL TRAILER, 
fully self-contained to Include large 1 
3-wav fridge. 4 burner stove and i DUV 
oven, furnace, toilet and shower,; n . . 
awning and 6 gallon Water heater. J 
sleep* tlx. Replacement value ap¬ 
prox. 59.000. Mv price *5,695. Thi* 
trailer Is in new condition, contact 
Terry Hetoden at Metro Toyota, 425 
Franc)* St. 386-3S16. 


cialty. Toy Quality and Rea¬ 
sonable Prices. 

THIS WEEK S SPECIAL: 
LONG - BOX DATSUN- 
TOYOTA FIBREGLASS 
UTILITY CANOPIES. J359. 
4099 Tuxedo 
479-3178 


ROOM AND BOARD OR JUST 
ing, fridge, and stove, park rental, 'room In leroe character home, bv 
only 585 per month. Walking dls- sea and park. Young working pro- 
tone# to but, schools, and »hop- j fesatonrt or atuBHd. 3B4-3982 _ 

"'"'niiJYinmwGfl'n furhished room in shared 

t Ui-L.1 tOiKNlbHED houfe , «***, June, July. 5100. 
995-7055. 


118,900 


3844454 
384-0937 I 
356-6574 


TWO BEDROOM SUITES 

5195.92 Royal Inglewood 

2100 Richmond Rd. 995 2180 
5200.73 Cerolwood AP’» , . 

1351 Pandora Av*. 598 5817 
5228.00 Burden Menoc 

1065 Burdett Ave. 385-3435 

5265.00 O aUv I aw AAenor 

3420 Quadra St. 386-6574 

>277.00 Verinda Manor . 

2639 Fifth S». 383-6364 

AH rents except Sunridge include 
heat and water. Some tree parking 
— No rant increase tor l year 
from date of occuoencv. 

OONKWlINIimt 


Cf«r, or HOIII cor IraOo coosict I COMFORTABLE ROOMS WITH 
Efeb. '«» Or owner, or sinks tor workino mon. Shorino 

•n-Min. _| kitchen, 3oa-«pi _ 


TOWNHOUSES 


wit 


THETIS LAKE IraWWiSi. 

j Right next door to the park on pad I 595 5101 _ 

n. Thetis Lekg campground. It's a j 

ro V |,'«ed ! v5* m rono. m t?iiL, «W. V .1« HOl'SBKEEPINO 

I d i3»- Sfor±L*5A‘SS "°° M * TO BEjrr 

; only. 


APOLLO 
OTTO 
BOLtR 
LlOW«L 
WINNEBAGO 

PLEETCRAPT. SUNOOWNtP 
HOLIDAIRE, LEISURBCRAPT 
CANOPY TOPS - ACCESSORIES 
PAT BAY HWY-SIDNEY 
656-5504 MOL 245B 

OPEN 7 DAYS 

Book Tent Trailer Rental* NOW 
NOT MANY LEFT! 

78 FLEETCRAFT TANDEM self- 
contained frailer 54895. 

USED UNITS 

IT TRILLIUM, '72. fully equipped 


rente Only $15,000 full price. For 
full Information; igst call: 

MR. GREENE 

384-8124 365-0795 

PEMBERTON, HOLMES LTD. 
1000 Government Street 

OWN YOUR OWN HOME’ 

LIKE NEW 68' x 12' WESTBROOK) 
HOME LOCATED IN PARK AT 
SHAWNIGAN LAKE. YOUR CAR, 
BOAT, PROPERTY, - 

-c, or hc ::z 

THE DOWN - PAYMENT. 

OUCED TO 814,900. CONTACT 
SALES STAFF AT REG MID- 
GLEY MOTORS LTD. 385-8756. 
DL00247A. 


ATTRACTIVE HOUSEKEEPING 
room, with view. Redecorated. Re 
tr Igeretor cooking facilities. 580 
inclusive. Bright corner room, with 
kitchenette, end refrigerator, >85 
Bus et door Walking distance to 
town. Garage available Men only. 
386-1884. _ 

NEWLY RENOVATED 

JM , __ urr _, T Camper'I Rooms wltt * b#d ' f » w «' Chairs. 
truck OR HOUSE could be ho, ° la,e ' Mam. carpeted, utilities 
?^ CK n^wN H0 PA S v E MFNT LD RF.;“' On# blockTrom bua. 


’74 COURIER pickup with 7 ft .PRIVATE SALE, MOVING BACK 
Okan.g.n come*. R.,1 doon.. « W ££ 

beautiful view and cioae to town? 
immadulate. Canadian buHt, 12x68. 
three bedroom show modal home, 


9 FT 


BELOW COST 
One Only NEW 
BEELINE CAM! 


_ CAMPER 

Fully loaded with all options Best 
In town. 53995. 

TRAILERS 

13' SHASTA With toilet 51795 - 

13’ CARDINAL, good condition „ TRI-WAY MOBILE HOME PARK. 


FAIRFIELD AREA, NEAR BEA 
con Hill Park, 1 block to bus. 
shoos, etc., furnished with fridge, 
stove, sink, share bath, til 6 p.m. 
384-5225, after 6. 598-7637. 


DOWNTOWN. EVERYTHING 
supplied, atove, fridge. Quiet work- 
man or active pensioner. 711 


ing man 
Johnson. 


too many extra features to men LARGE, CLEAN FURNISHED 
tlon Will take car or truck In housekeeping room With kitchen 


trade or will give second morh 
gage 478-5068. 


PARTS. ACCESIORI 
REPAIRS 
HOURS OPEN 

MON to SAT., 8 A.M. to 9 P.M. 
Dealer Licence Number D^0448A 
1703 BLANSHARD ST. 
(Across from HucNon'ii Bay 
. id, B.C. 385-901 


,ng lot), Victoria, 






Does Yours Qualify I-»wVom«%u°tc«mo*r 
For Our Lot? 

TOP DOLLARS 
PAID! 

Metro Toyota 
625 Finlayson 
_386-3516 _ 

WE PAY 

the Highest Prices lor 
Your Clean USED Car 
TRY US—YOU’LL BE 
SURPRISED! 

CONTACT CARL SPICER 
Used car mgr. 

Empress Pontiac Buick 
GMC LTD. 

382-7121 DL01227A 


IES 


DOGWOOD TRAILER SALES 
PARTS - PROPANE 
WESTERN WILDERNESS 
Campers 

WILDERNESS KOMFORT 
Trailer* 

7630 Devi lie Roed 
Highway 1 al Millitreem 
476-6841 DL-00421A 


l^xr GLENDALE TRAILER HAS 
Park- ; ice-box electric heater, sleeps 
four, toilet, propane stove, 81,200 
; or best offer. Call between 8 a m. 
and 7 p.m. 692-1758. 


SUN ROOFS 

Car, Truck or Von 
6 Types in Stock 
Expertly Installed 
Guaranteed 
Leak Proof 

TOMMY’S 
Upholstery 

Princess at 
• Blanshard 

383-8941 

For All Your 
Upholstery Needs 

VW MOTORS 

Used and rebuilt 5150 and i»c. Plus 
a I ar*es o» VW repairs. Beetle 
Auto Haut . 509 Ellice St. 382-1815. 

VICTORIA 4-WHEEL DRIVE 
FREE WHEELING HUBS for any 
make of 4-wheel drive. D-1353I. 

597 Hillside at Rock Ba y — I GARDEN CITY”AUTO SALES 

TRUCK WRECK ING I 


WANTED 
TO BUY 

TOP QUALITY 
CARS 

DePape Motors Ltd. 

; 773 PANDORA OS4-8'K. r 

TOP DOLLAR 

FOR 

TOP CLEAN CARS * 4 ^ 3 


Fennell's 

TRAILER SUPPLIES LTD. 

PROPANE - REPAIRS 
AND 

APPLIANCE SERVICE 

Custom Building 
and 

Van Conversions 
Large Parts 
and Accessories Store 

652-3941 

Mon.-Sat 9 to 5 
Sun. 12 to 4 

6439 Patricia Bay Hwy. 


FOR SAL'i. 1977 LIONEL 85 
hardtop tent traitor, usad one 
week. Includes 3-bumer stove, 
sink, water hookup. Icebox and 
(urnece, 52,750. 496-4672. 


'73 CHEV FUNCRAFT 
Excellent condition throughout. 
Stove, fridge, toilet, sleep* 2-4, 350 
V8, all power. 57900. 3853279. 


13' HOLIDAY real buy at 51250 
SNO-BIRD^f 

RECREATIONS LTD. D-O0647A 
110 Burnside Rd. 285*8749 

OPEN SUNDAY 1-9 P.M 


RENT, ENJOY 
AND SAVE 


12x68 ROLLOHOME. A deluxe 
home, large living room, 2 bed¬ 
rooms, with addition lined with 
storage space. Ideal for placts, ate. 
Situated on beautifully lendtcaped 
lot, with ?-cer perking, adults 
only, 384-8791, DL-01297-A, Kramer 
Holdings Ltd. 


MOTORHOME* FORE RENT 
Self-contained units available In 
large and small size*. Competitive 
rates Book eerty for “ 
times in summer. 


*85. WALKING DISTANCE TO 
town. Open for rent 11 a.m. to 1 
P.m. 1197 Johnson St. 


- DOWNTOWN 
TV Lounge 
383-1031 


JUBILEE AREA. CLEAN. FUR- 
nlshed with stov# and fridge, *100. 
995-5457. After 4 p.m. 


the best i 


MOVING, MUST SELL; — 12X68 
Mertett with side addition and 
large sundeck. Extended living 
room, dining room with hutch and . 

buffet. _ Appliances, and much| LARGE BEAMED, WALL TO 


ROCKLAND AREA. FURNISHED 


724 Sea TGarrace 385-3435 
5400.00 2 Bedrooms, 2 baths 
sundeck, family room 

385-3435 

HOUSES FOR RENT i 

5420.00 3 bedrooms, l ensuite, 2 
large rec. rooms, laundry. » 
double carport, fenced 1 
grounds In convenient rural , 
setting 385-3435 i 

P. R BROWN A SONS LTD. 

762 Fort St. _ 385-3435 

BRENTWOOD 

TOWER 

1 BEDROOM $205 

2 BEDROOM $250 

Heat Included in rent. 

LoUs of extra parking, swirl 
pool sauna. Park-ltko 
grounds with garden plots 1 
ior the enthusiasts. 

—FOR VIEWING - ! 

West Saanich Rd. at Verdicr 
Ave. Res. Mgr. Mr. Macleod 
652-3437. Westgate Rlty. i 
388-9W1. 479-5910. 


in now'. No rent tin 

June L 

2-atomy garden apartment 
over 3,000 sq. ft per suite. 
Lovely high location over¬ 
looking city. Close to 
schools, stores, buses. Suites 
newly decorated. All with 
petite, cartels. drape*, 
stoves, fridges. 

Bachelor and 
2-Bdrm Suites 
Available 
from SI59 mo. 
Heat and 
Cablevision 
Included 

OjOVERDALK 
TOWNHOUSE COURT . 
991CLOVERDALK • 

a 

OPEN TO VIEW • 

10 A.M. -7 DAILY; 

Contact Manager No. JOl 
385-0814 or answering 
service 3854)991. 
Greenbank Designs 

Div. Ltd. 

BEACON HIbb 
PbAZA 


Across from Beautiful 

Beacon Hill Park 

-woodburnino tlraolaces 
-penthouses with lofts 
—privato gardens with generous 
patios, cedar trellis, arbors 
-spectacular views of ocean*, 
mountains, harbour, parliament, 
buildings and park 
-(live in Victoria's finest apart¬ 
ments ), close to ocean water-' 
front end downtown shops, 
across from beautiful 

Beacon Hill Park 

ADULT ORIENTED 

BY APPOINTMENT 384-574? 


park. 8-29 


:ludad 


245-331) 

FDR RENT AND 
SALE 

TRAVEL TRAILERS 13 TO 
FEET. *1.300 TO 55,900 D A 
TRAILER RENTALS LTD., 
656-3411. 


LATE MODEL 197S JAMBOREE. 

.22*, Dodge chaseis motorhome, low 
mileage, excellent condition, full 
cethroom, TV antenna, power 
brakes and fleering. Dual hording 


Jjji.* 1 " 11 j stW 11 '** 1 *'.' 


FAIRFIELD BY THE SEA BAOi- 
alor, laundry and utilities included, 
386-3762. 


GORDON HEAD 
TOWNWOUSES 


Fcirk Pacific 


Available immediately, spacious, 

2 and 3-bedrooms, private patio, 

1 Vs baths, finished rec room, 
washer and dryer, minutes from , , , _ _ . 

school and shopping Family | Available May 1 
oriented living, no oats. 1 -year 
lease. Professoneliy managed 


SEAPORT 
300 DALLAS RD. 


514.900. 


ROOM FOR RENT. 585, 


t an kr. By^ or Igine! owner*, asking | girl.. Utilities ..Included. 


I washroom and kitchen. 595-0371 


£ BUILDING HOME 1 QUIET, CLEAN, SUITABLE MA 


UILDINO HOME MUST SE 
x62 — 2 bedVoom Neonex vi 
r’Place large private dick. 


secluded well maintained park. #*■ 


, ,ture lady, central, 
™ | please. 383-T396. 


1 r TRILLIUM TRAILER 
sleaps 4. stove, fridge, furnace. In 
as new condition. Reasonably 
priced at *2250 . 652-1276. 


1973 FORD VAN 6 CYLINDER tended Hvlngroom, large built on HOUSEKEEPING UNIT, FERN- 
automatic, raised fibreglass roof, 3 storage * *' *"*" "* *" “ *"* 

burner propane stove, large 3 way 478-6062. 
fridge, 2 stainless steel sinks, 16 
gallon water tank, tots of cupboard 


storage room, 4 appliances, offers, wood area, suit single male, 590. 
478-6062. 1385-5262. 


T 24x92 REPO LEFT! 


LARGE SELF-CONTAINED. SE 


mS! Sd*iMTwwdr«)niSi; Nt-hStw. It. cTi wi^Tw 'ikyji gi^HiU M* -uM Metwof, 

i «»»• i? ’* ’•"*'>*" D ' i » e - 

site. Reo. 534,440. Now >25,900. , 


383-4984. 


PRINCESS TENT TRAILER. 
5200 or bast offer Call 478-6719 
weekdays after 5 p.m, 

all dav. 


VANGUARD TYPE CANQPY, 
tits 8' box, camperlred with Insula¬ 
tion, lights, curtains, bad, 5421 
384-5225 evening* 598-7637._ 


•73 TERRY, 26' TANDEM SELF 
contained, carpeted. awnk*o, 4 
new tires, undercoated, sleaps A. 
656-2120. 


1967 14' TAAVELAIRE. GOOD 

condition, stove, fridge, toilet, 
equal liar hitch and mirrors, *1900. 
: 652-1880. 


OKANAGAN 

MOTOR HOMES - CAMPERS 
TRAILERS - CANOPY TOPS 
Parts and Accessories 
- RiPAlRS — 

'We install Hitches and 
Do Wiring" 

NOW OPEN TIL 9 P M 
THURSDAY end FRIDAY 
LOGAN'S RV SERVICE CENTRE 
*50 Burnside near Dow** 


22' 1973 SCAMPER MOTOR 

| home. 9000 miles, good condition. 
I 385-8862 


sador airstream trailer, also, low | — 


This won't last! BuyrlotiL 474-215T ! 200 APARTMENTS TO 


eage 1974 trailerlng soeclal 
1974 Custom deluxe 20 Chevrolet 

Suburban. Phone 629-3773, Pender » r «i t 
Island. 


1*K PATHFINDER TRAILER. IP, iU«A 
completely self-contained Inc lading 
storm windows, sleeps 4, excep¬ 
tional condition, 82400. Phone 
592-3217 or view at 3065 Allan by 
Street. 


WELL LOCATED SINGLES, DOU- 
in both adult and family 

_of Hidden Valley. For full 

Informstion can Keith 478-6434 or 
478-0034. Admiral Homes Ltd| 


SEARS CRUISAIRE SOFT TOP 
tent trailer, excellent condition 

sleeps six, large canopy- extras. 


BARGAIN FROM OWNER 
Looking for a premium mobile 
home? I dare you to view our im¬ 
maculate 12x60, 2 -bedroom on beau- 
• fuMy landscaped lot, close to 


town. Only 817,000. 


sleeps six, large canopy, extras .... v-,Va^'■» 

5575 or bast offer. 477-6328 after 5 \V A A 

p.m. Sat. — Sun after 1 p.m. ; j® 


BOAT LOADERS, 
loaders, campers, vans, 
homes. 475-3796 , 478-2754 


LARGE HOMEMADE SOFT TOP 
tent trailer, sleeps 6, 5250 or 

offers , 3886896. _ 

16' VANGUARD. 3-WAY FRIDGE’ 
oven, toiler, furnace, sleeps 4 
383-0059. 




MORlIJ'y HOMES 
AND PARKS 


72 VW WESTPHALIA, CAMPER 
ilod?B7A v * n - 45.000 miles, lTOC cc tnome. 
u mRA uatu , *<8-8376 


( 30 
1973 GMC 


very clean, 


Contact; 

BRUCE LOCKHART 
CORNELL-CHEV-OLDS 
3C50 Douglas 


4 SPEED. 

52,000. B’,-2 

,500. 479-6206. 


1972 FQRD ECONOLINE SUPER camper, 
van. E300 . 302 angina, standard | *|.500. 4 
sn.it, new, vary comfortable h'Oh ! —- 

f,?«. 115L' r }ilKi5 :iiv ’'iirpiS 


New 78 Doublewides 
Less than $20,000 

Price Includes durold roof with 14" 
___ over hanging eaves, lap sfdlna ell 
around, t'-^ baths, carpet In ' 


RENT L.\FURNISHED 

>7wrSTAPLES ^ 

(Division of 
Halycon Realty Ltd ) 

388-4243 

After Office Hours: 
479-9177, 388-5716 
"WE TRY 
HARDER" 

Why bother moving if it's 

COMPLETELY F U R N I 8H E D ' n ° l ^ better? 

three-bedroom moduiihe home in Save time, we have a large 

i family park. Including 1976 Celica . 0 i 0 „ tlAn -_— _ __ 0 . 

st. two door Movina to u s. a. ^election of apartment* and 
jMw*^** 11 - Full price *14,500 tovsTihousea for rent in all 
i areas of the city. The follow- 


REPO 

bedroom on 

.. .. om downtown, 

_ . any raasonabla deal conaidered. 
Boat | trade or whatever. Must-must go! 
mini 1 479-5559 anytime. 


1 BDRM., $200 

2 BDRM., $243 

3 BDRM., $287 

855 Ellery St. in Esauimalt. Avail¬ 
able Immediately. In newer mod¬ 
ern family type apt. with excellent 
managers. Mr and Mrs. Perkins, 
382-2942 . 385-6591. 


1 Bedroom — H89 sq. ft. 
i $210 per month 

(Full facilities, Pool, Sauna. 


| etc. 

Mature Adult*. 
Sorry, No Pet* 
MR. KIERNAN 


Sansar Apts. 

1 140 Hillside 


HYBURY 

HOUSE 

3868 SHELBOURNE ST 
1 and 2 bedrooms available, 
dudes swimming pool, sauna, i 


^ «2*25!L58 ssafi y ,h ’ oSTu'w.*.is*. 

door Phone mana ger- 38MJ456 _ 477-9601 

LORD STANLEY 
MANOR 


P ETTRED OR ELDERLY 
PEOPLE ONLY 
2-Bedroom Apartment! 
$175 Month 
12d5 Johnson St. 
Fridge, stove. hroadJormi. 


you In a beautiful 2 bedroom with i 
waterfront view. 474-1288 Friendly • 

M obile Hom es. D-0163 5A, _ 

OWNER BOUGHT HOUSE. MUST 


TROUBLE SE 

car r 

CALL » 


E SELLiN 


383-3777 done 10 . 606 'miles aoo, wood un- 1^700. 4780196. 

— derlav and carpet on^»loor^ H me-1 3.* 6 DROOM 


iNG YOUR 
CK7 
INTO 


lE HllL, 743-2352 _ 

TURBO CHARGER AND Fit¬ 
tings for Detsun 16u0 or 1800 C.C. 
engine, increase horsepower bv 
S0°o. 5900. 112-748-0 361.__ 

MOTOH.ITA STEERING WHEEL, 
5$0; 4 C.O.N. mags for Datsun, 
5100; 2 Craig pcwerplay speakers, 
“*•—9 112-748-24 ' 


525 pair. Phone 1 


WANTED-HUMBER SUPER 

Snipe, any condition, 386-6567, 

108 CAMPUS. TRAILERS 
and MOTOR HOMES 

1976 MOTORHOME JO' DODGE 
Mini, completely self-contained. 
«leaps six. 8,000 miles, call was 
Smith 291-7761 DL OllOOA. _ 


_ FREE TRAILER. SPACE AVAIL- 


MFW STREET-STRIP MCLEOD 1 able ”In Recreational Park. Tor 

SSfh.SpfSlS«o«w jo. 

far 12-bolt posi rear and for 66-69 3W-44S5. _ 

Chavaila. 478-J9S3. 


chanically I « a 

phone, 598-1715. 


1971 DODG 


DGE B300, RAISED 
roof, custom Cam penned. 


Fl- 


St?oTcuQbORrds, furnace, fV an¬ 
tenna, electric water pump, two 
root vents, low mileage, original 
owner, A-l condition. Offers to 1 1<77 
*4500, 479-W88._ j with 


1974 19' DODGE 318. WIN- 

nebago, pop-up fop. ideal for 2 par¬ 
sons, 27.600 ml las. *8750. 656-3430 


UITLITY TRAILER, EXCELLENT 
condition. 5125 or bast offer, 
386-2752. 595-6716. 


32* NOMAD JTH WHEEL TRAIL 

er. 1976. ton, fu* 1 / automatic 
Ford truck. 1976. Viewed at inn 
City Trailer Park between 4 and 8 


TERRY 25', COMPLETE 
extras, like new, asking 
58,000. Days 388-1076. 


(iiiuxo ’rirjmM** f54-258/ stiwryn noao mai 

SllfiSry Sd'iJIS'oS wt* .11 Hvr *" 

Drive North to 
Gordon's and Save 

3 miles so. of Ladysmith on H 
land Hwy., Gordon's Mobile Salas 
Ltd., ph. 245-3946. DL. 00237A. 


ONE ONLY NEW 24X40 DELUXE 
noma. Part of dealer stock liquida¬ 
tion. 592-9117. 


Calf 478-0555 or 


sf# 


117. 


DOUBLE AND SINGLE MOBILE i 1 ^ MONARCH^ 12X68 WITH AD- 
homas, many extras, garden, land-, dlflon, offers, 478-7*31. » 

scaped, in quiet adult park. Near 
bus, stores. Jackson's 974 Gold- !... 
stream. D1-00044A. 


MOBILE HOME ON DALLAS 
Rd.? No, but view Is lust as spec¬ 
tacular, and on waters ados, only 
25 milts west. 12x56, 58100. 

642-S5H. 


EXCELLENT CONDITION. 17 V 

trailer, sleeps 6. fridge, flush 


COUP FORD WHITE SPOKE 
wresi* and ’Ires. $250; Holley 500 ( <r, £9£- 
CFM 2 -barrel carourator, 57o. Ask 4 79-2763. 
for Tim, 478-6304 


'71 11' SCAMPER CAMPER, FUR 
naca, oven, hot wafer^ and show er . ^ 


good condition. 


HARDTOP 

and- 490 Chav . 198-3198. 
WANTEOl ONE FLOOR 


CAMPER, UNFINISHED, 
wired, cedar panelled, plus iack*. 
best offer phone before 3 p.m. 
, days 3B4-7749. 


JACK 
246-9797 Che- 


'67 AU5TIN CAMBRIDGE 
tlon waaon, whole car, 
385-7366. 


'77 TOYOTA PARTS FOR PICK¬ 
UP. 8' camper overhded, fully 
eauiooad. 479-5081. 


STORAGE PROBLEM. STORE 
your boat, camper or recreation 
vehicle at 2145 KfBtlng X Rd 
Fenced. 658-5115. 


OKANAGAN CAMPER. FOR 
long box Import, fultv aduippad, 
used only twice. S249S or test 
otter. 478-262H. 


TT* SCAMPER 
torhome, real 
reedy for 
386-3217. 


the 


CALSS A 1 Mi 
good tondltlc 
r old, 510,5C 


f rans. 479-7574. _ 

BRAND NEW VINYL IRQ RrAR|l973, 
see} for Chev or GMC Suburban *’ 
with seat belts. 4 78-39 47. 

USED LANOROVER PARTI ANO 
mg*! jeep parts. 1941 and newer. 

47^1784._ 

'67 FORD 
OOOd body, 
offers. Phon_ 

WANTED — VEGA MOTOR ANY 
year. Good condition, plus Veoa 
parts. 479-1TT/7 
$ Tan indy slottei 

15x10 plus 2 new tires 
fit. 383-1441 or 382-3616. 


2 DR. HARDTOP. 

:$% t rz^u° r 


WANTED: CHEAP PARTS FOR '64 
Sfudtbiker Daytona station wagon. 
383-6653 after 5 p.m. 


WANTED - LATE MODEL 
Ford >4 ton truck, minus motor. 
-«*il«06. 


trailer, sleep* 6. fridge, tiusn »oi 4f1er 6 0 m ^ any time waekend 
let. pressurUed wetar svstem, tor- 
nace, but no oven, $3,600 or bast 

■Her, 652-1330, 652-6149 .__ 

PARK YOUR TRAILER OR 
comper tor weekend on your pri¬ 
vate forest In recreational area. 8 
mile Circle, easy term*. Joe Blod¬ 
gett or B. Morrison 38 6 -44 55 ._ 


OKANAGAN CAMPER FOR 
port truck, sleeps 4, stove, cooler, 

Sink Asking 51,200. 4^8-5989._GOLDSTREAM MOBILE 

CAMPER TRAILER. SLEEPS 4, hl*^rnov! 
reasonable price. Call 652-4119 m#nf DL 01280A.” Marshall 
Bus. 478 1751, Res. 478-8774. 


HOMES 


RUMMER HOMES. 
COTTAGES, RESORTS 


GALIANO LODGE 

The "Great Escape." a batch gar 
dan location, ocean • view dining 
tounoe, old country atmosphere, 
southern hospitality. 16 units on 


14x70' 3 bedroom Glendale. Has to southern hospitality. 16 units on 
be moved, selling boiow r#plac#-|*ha baech, famous for home cook- 
ment. DL 01280A. Marshall Smith, inr *^">4 ooor, moorage, taryl*. 


_ _ HARDTOP TENT TRAILER. 

56 MERC »*TON. POSI REAR MaHress, SPOTt . tMUfl.. M*. 

/•nd GooiS rybbor. No motor or ^ c t *' 1s ^ l g . 6 )J| oec ed ”°° 0 6,1 

_ ., SC AM PE R T R AILE t', 

sleaps 6. axceilent condlfion. *2400 
or oftars. 1245 Chapman St, 

383-7527, 38 2-9785.__ 

QUICK SALE 

8' South Park camper, side din¬ 
ette, icebox propane heater, g<va 
away price . 8895. 666-465 0._ 

8* • CUSTOM-BUILT 
CAMPER 
82500. 478-2705. 


TRAVELAIRE 76' TRAILER, AS 

new, 3-wav fridge, air conditioner. 

Oa kview. Sidney. _ 

COLUMBO "CARGO TYPE" CAN- 

opv for VI ton pickup, camperized 
with insulation, IlgM* and cur¬ 
tains. Asking 8175. 388-5454 eva- 

nings 386-1249._ 

•' VANGUARD CAMPER, BEAU- 
tlful condition. Boat loader, fridge, 
stove, furnace, and many extras. 
51830. 479-8767, 477-3626. 

'76 TRILLIUM 13' TRAILER. 
Stove, fridge, furnace, etc. elc. 


near, f I e h I n g , Call 

15' TRAILER. PROPANE STOVE 'ooLMTRiAM”I 'Ju? i*?' S,Wf ‘ 

trailer 479-3 ' haatar. .Ik, utility' ‘ ~~ ^v e!^ J - 

trailer, 479-5416.___ 1 b^tarjiian H__na* to be, Adult sac- - CATHAY ASSORT 

th< Comox. Vancouver island 
Modern family units, beautiful 

------- sandy beach, salmon, oysters. 

1974, New 14 x70* deluxe Try us jytth clams. Tannls. golf- 

51800, your down payment. DL 01280A. or phone 339-2921. 


NEW MOTORHOME FROM 5150'lion. DL 0I280A. Marshall 
weakly, 6 cants Km Accommodates Bu*. 478-1751, Res. 478-8774. 
six. 477-0968 , 477-2333. 


BOWLER 
model 1300, 
656-7*83. 


OTTO HARDTOP TENT TRAIL- 
er, mattresses, awning, and spare 
fire, 382-2265 


SPQRT8CRAFT HARDTOP TENT 
trailer, Ilka new awning, spare 
wheel, fable, sleaps 6. 478-6027. 


FOR RENT, 
motorhome; Ji 
I2»h or. Phone 


21- WINNEBAGO 
ne 10th-17th August 
477-2704. 


make 


Ntw'ujndlflon. w^rth 53,300, 
a raaso nabla after, m-lp, 

16' KEN8KILL TRAILER, 
r.ieeos 6, stove with oven, large ice 
box. good condition, 385-3161 any¬ 
time 


1976 BELLVIEW HARDTOP, LIKE 
new. used twice. Asking *1800. 

479-7334._ 

NGUARO 13', COMPART- 
mam Toilet, stove, furnace, sink, 
water ta nk, pump. Iceb ox, M5-6835. 

CANOPY 8' ALUMINUM. PlT8 
GMC or Chtv pickup. 1210 Phone 


GOLDSTREAM MOBILE HOMES 
New I4'x70' deluxe Try us jyfth 
your down payment. DL 012$0A. 

Sh.‘ .■ 


WANTED IMMEDIATELY 
iMIe > 


financing. Wrft# y Don Praxlar, 3373 

Anchorage Rd . , Victoria. _ 

LOOK I NO FOR A BARGAIN? 


have the home for yog; Prices, 
farms to suit. Buyrlght, 474-2154. 


oolf 


nearby. Wrftf 


QUEENS CYXJRT 
1134 Queens 

2. WHTTECAP MANOR 
343 Simcoe St. 

3. THE TREE HOUSE 
1229 Pandora 

4. INVERNESS MANOR 

960 Inverness 

3. PRINCESS ANNE APTS. 
1118 Balmoral Rd. 

6. PRINCE ALBERT 

MANOR 
1025 Kings Rd 

7. THE DONNEGAL 

2539 Dowler Place 

8. QUEENSTON MANOR 

1017 Queens 

9. PUNDAS MANOR 
•MM Dundas 


1250 STANLEY AVE 
Bachelor* suite* from *186., in¬ 
cludes wall to wail, drapes, cable 
heat, parking, sauna, games room 
adul ts only 595-4128. 

TWO CLEAN SUNNY APART 

ments, ready for June i, *194 and | elevator, 1-year lease, in 
*198. In apartment block. No does lnpeiiBtA ro-sessum rshon 
Burnside-Harrlet area. Shopping l-OMiesbian pnon 

ac'-ou street. Bus stop and cross j 92-04R9 alter b p.m. 

♦own bus route in front. Water. ------ 

cablevision and controlled en 
trance Wall to wall ceroet 
388-7891 or 3184511.__ Qnd 

PARGF. 1 -BDRM. SUITE LUXURIOUS 

/-bed'oom condominium for re**' 

ntent area. $180 Includes, Gordon Head area 2 -fun *o< 
h,ai. H.W.. parking. Call “"“’'"ShlK" 

479-8429. 5325. For further information 

1 please call 384-IKM or 477 8646 


LARGE 


COMFORTABLE 2-BEDROOM j TOD HACKET 

suite near Quadra and 


suite near Quadra and Finlayson , 
completely carpeted, storage 
space, fenced yard, parking, heat¬ 
er, water, trldqe and stove Includ¬ 
ed, $218 per month, available now. 
382-9255, 24 hours. 


^CONSTRUCTION 


ESQUIMALT. 2 WEEKS FREE 
rent. 2 bedroom In modern aot. 
block, Indoor heated pool, inter¬ 
com. healing, cable included; 
available Immediately, children 
welcome. 5247 per month. 3M-532D 
or 384-3738. 


1 BDRM., $177 

2 BDRM., $220 

«« ES0UIM4LT RO. 

' t and parking In 


HILLSIDE AREA / 
Between Cook-Quadra 3 
Available now or June 1st. 
1-bednxjin Apts, some with 
view. Renting from $185 per 
month. (FURTHER DE-* 
TAILS, 3884)112. ADULTS. 
ONLY. NO PETS.) 


Resident 


rswsw'jSnw 


nciuded 


ESQUIMALT 
NADEN AREA 

1 BDRM., 5182-5715 

2 BDRM . *250-526* 
BACHELOR. 5168*180 


Many view and corner suites Rant, 
includes heat, water, cebtavision,* 
•d- parking, appliances, sauna, swiri- 


512.900 - FURNISHED 2 BED- fAMILY SWIMMING AND BOAT- 
room with 4 appliances Beautiful 1n 9- ° n Shawniaan Lake, July and 
country setting, near lake. Only to I August. On* and two * 
min fo town. Large paflo and f#r-, hfcis#keeping unit*, 
k 383-0" “ -* 


1977 DODGE SPORTSA^AN FRON- 
Motorhome, 72', 3,380 klloma- 
i. 517,500. 595-2465. 


SOFT TOP TENT 
vary clean condition, 
5350. 382-1328. 


11' SHASTA TRAILER, 900 LBS. 

saurmsm 


15' 

lit, 

652-4302. 


SALE, 1974 TERRY TRAILER, TV. 
many extra*, like new, offers to 
552000. 479-1047, 479-1043. 


63 VI 

. 658-811 


radiator. ' 
CUSTOM" OVi 
■standard Datsun 
479 327: 


cab, and I 


TeNT TRAILER, 
condition. *leeo$ 4, asking 
Phone after 3 p.m. 386-6267. _ 

Vr'-CAB RACK PRO- 

•rurk *110 or pane *'ova with oven, iceoox, 
. ' * needs minor repairs *950 . 288-7818. 


16' ARUTOCRAT 

fully equipped, sfovt 
*1500. 477-4532. 


rest off er. 479' __ | _ 

CHBV 127 4-fARREL MANIFOLD, 
and Ford C4 eulometic tran*. 

595 8791 

64 __ ._ _ _ 

torn, not running, for sale or tor 

0 «r t*. 656-3400 .__ 

FACTORY REAR VuMPER 5WHHI. >L|’D1*JN C 
>7 Chev ptek-up, good condition, »*'f-co"taln#d, vi 
$70 . 4774876. 1 5 ’»'3773 after 5 p 


TRAILER 

furnace, 


PONTIAC .TWO-DOOR _ ClftlgjgEV 

venf. 5475 or best offer. 642-3790. 


rARLY MODEL MG MIDGET 
accessory part*, 478-20IS. 


and 3-way fridge. 


’oven, JACKS 

230 Regina Av#. 


TRAILER. 

sleeps 4, 


15' TRAILER, SLEEPS 4. 12V-120. 
Good stove, ate. *795. 1757 Fair- 

f ield Rd. _ 

20' TRAILER, FULLY SELF-CON- 
talne^? *3995, 2793 Sook* Rd. 


FOR RENT. 21' WINN68AGO 
motorhome; June I0th-30th, August 
I2fh on. Rhone 477.2204. 


tie May ar 
. 477*96/?. 


ANTED: 
for convert—. 
Phone 656-3690. 


71 10' CAVEMAN CAMPER. SEP- 

ss Ba® 1 ,ur - 


WINNEBAGO r-OR RENT, 
sleeps 6, *150 weak, 5C Kilometer, 
597-9178 evenings. 


VOLKSWAQEN WESFALIA 
with ranee end fridge, new redi¬ 
als, 56.000. 656-3656. 


POR SALE 1973 22' 


I DAY VA- 

5? ,M '* 


LIKE NEW, 1974 RENDELL, 8’V 
camper, fully equipped. Asking 
*3X100. 4784063. 


CAMPERS FOR RENT BY WEEK 
or month, 3844365/ 


TRAILERS 
weak or month. 


FOR RE 

l. 384-4818 


RENT, BOOK 


iLDORADO 
, *1300, 479- 


TELESCOFIC 

8035 


1971 CORSAIR, 
equipped, very clean, 
52706. 477*4802. 


NEARLY I 

477-3937. 


TENT TRAILER 
siaaes 6. as is. 4/7-9 


CAMPER. MANY 


SOFT TOP TENT TRAILER. 
Vovagaur, 5350. JS4-893I. 




T8TMLER, 


CAMPER 
. 471*9643. 


FOR IMPORT 


■76 EMPRESS MINI, SLEEPS 
Fully equipped, tu.joo 652-2914. 


self-contained home, 

Lake, with private wherf and 2 

is®?' artar 

aveni m a. 

HAVE. A HAPPY HOLIDAY, 7 
miles from Bellingham 3-bedroom 
condo overlooking lake. There's 
boats swimming, golf, tannls. 
Weakly rates. June IS throuqh 
August. Phon# 477-4958 or 477-4985. 


STOP 


Looking for a new, clean- 


raced gardens. 383-0742 


I SIX ( 


sort, 112-743-2062. 


July and 
bedroom 

_ sterling et 

Celt Shewngire Re- 


i JOIN US TOR » PLB*I»NT «*. 


minutes from town on 
route. Children welcome. In- j 
eluded in rent is your park -1 


DOWNTOWN 

9C9 Pembroke Street , 

irS?.s b#dr a?‘ ttarur sftigi cor^-c^trouS 

I p^wna'384-7164, after hour* >92-34 44. |?^ a ^. 0 ^ lty * >t)f • phon€ 

j FAIRFIELD BY THE PARK •-—— 

Two l bedroom suites available j 
July 1st in older horn#. On# deluxe 
ground level auite for 5250. On** 

1 neat upstairs suite for *210. Heal 
I and alactnctty paid. 363-5118 j 

5135. CLEAN 

Cosy, bright, b6<h«lor. small ....—-- T - 

!block, fra# heat, wall to wall, near These raasonabiv-prlcad suites will 
• -• • )ult your budget and Imagination 

Look them over by phoning Mrs. 
fonder son, 479-6486. _ 

QUIET BUILDING ON QUIET- 
street In James Bay Minutes to> 
i*ll, government buildings, part; 


Co*\ _ _ . 

block, free heat, _ _ .. 

Fort end St. Charles. Laundry and 
parking faclUtlee. 598-1145 . 

building VMth th, b«t rate. I cl .„, 

In Town? Compare us! Flve-renovatqd older house, free heat. 


BACH , $175 

1 BDRM., $200 

2 BDRM , $260 

AVAILABLE IMMEDIATELY 
1010 MCKENZIE AVE. 


tundry and ful 

i - «K 


Parking and laundry faclll- m P' 
598-1145. “ n 


*h«d, storage, gard*n, 


Lannon Creek Park 

or *642 f, 5r72*v* ,l#W# ' Ph °°* M 


TWO OR THREE-BEDROOM SIN- 
gie wide horn#, 4 appliances. In 
642 5338. L * r ®* krt * ri3.500. 


WILL TRADE OR SELL CLE 
title double wide In lovely ti 
perk for ?■ bedroom hoys*, tolw 
Metchoaln area, 4 78-7776. 

watbrfrSntT 


Enormous lot only 1C . 

Vic- with this beautiful Oxl 
your off or! Bvyrloht 474-2154. 


min. from 
ttx 2! fry 


14X70 ONE OP A KINO, MAR- 
latte, tat up in Sheridan Htlohte OCEANFRONT 
Park in Sooka. 6424828. 642-4356. 


2-8EOROOI 
nice park, 
dominium. 


IM MODULINE, 
Or will trod# tor 
478-0223. 


DeLUXE 
f Iroolaf e. 
clou* lot. 


7 BEDROOM DEN, 

^undjek, c • fP0,, Sp *‘ 


1976 12X68 BRITTANY ON FAD 

*“~ r 

MUST SELL 1*973 KENTWOOD, 
VbadcOnm Thormooan* windows, 
642-3838. 


lexlno waokond or holiday. 

cotteqes, mbit with fit__ 

indy beach, boats, fishing, no 

Pstn, ir 7 * r . 


Resort, Gang os 


RUXTSN iSLAfiO. SfMI-V 
terfront, private, rustic A-Prama 
with dlnqhv and mooring. *85 par 
week. Water taxi. 592-6936. 


Point 


N, email holiday cottage suit 


EIDELWEISS CHALETS 
Luxurious A-Framo beach cottages 
ba^cowtejan 


SSBy rata* 
478 3323. 


UNITS. 8ANDY 
pool. Waokond or 
P8ml|y orlontod 


__ _iiobi# 

.,. June 1st: ona-bodro6m, 
s ?25 3 bedroom » 1W Includes h*#t, hot water, 

- - — .- New In-law'*uita. wall to wall.' ^ w *.!| tTP~ w uTi^ 0 !^' 

Ing. water, and most imjor. 1 “I'.uSSTtiJmiK 

-... --- »or simile parent and aval,able Mature adults only, no 

oafs References. Phone 385-808r 
between 9 and 3. 

PHtNCLSS LOUISL 

■ 310 ROBERTS 
CHILD WELCOME 
Leroe, bright, one-bedroom apart¬ 
ment, reasonable rent, good bu* 

S jte, heat, hot water, cablevision 
rltlng, fridge, stove, 

aa8fS , JJai a<w - 


tantly heat (saving you ap¬ 
prox. $30.00 par mo.). Also, 
ask about our lease plan. 

TWO CHOICE 

CORNER SUITES 
AVAILABLE 
WHILE THEY LAST!! 

VIEW TODAY 
Craigflower 
House 

899 CRAIGFLOWER 
011 384-1101. 383-7389 
TOD HACKETT 
Construction Ltd. 



WANTED - ON SHAWNIGAN 
Lake, furnisftad cottage, lastr' 
weeks in July Phone 382-3098 


TUB Ilf 8T 

ACCOMMODATION ' 


ENGLISH 5TYLB 
breakfast. Daily. < 
available. 595-5411 oi 


•ED __ 
•kjy retaa 


._ AND 

. ily f4 

595-2697. 


tIAVflW 

Adult building, 2 bedroom, 
clous condominium, sauna, hydro 
p ool. >27 5. Coll after 5, 477^982. 

2 BEDROOM BABE MINT SUITS 
for rant, for information phono 
364-7648 after 8. 


l-BEOROOM EASEMENT 5UITE, 
near Jubilee utilities included. 
•vall»bl6 June 1, 5120 , 38MS80. 


THE SENTINEL 

In Esquimau for that bettor apart 
ment. 365-1249. 2-bedroom suites 
avalfbia. 


ESQUIMALT. BACHELOR, 1 AND 
2 bedroom suites. Clean, heal, hot 
water, cabtavlsion Included. Chil¬ 
dren welcome. Phone 478-3654, 
382-5380. 


REASONABLE. BEHIND PAI 

jsraa "litar.'-K 

HIT ESQUIMALT. CLEAN 

j — ---- 

I or' 


____ AND 

n apartments, oaroet, 
entrance, balcony, heal 
388-0939. 


CITY CBNTR1 

Reduced rant tor couple to ossist 
in small aoortment. 998-4052 ava- 
nings. 


BEDROOM APARTMENT. 

. 


a month 
Quadr# 


GORGE VALfc APTS, 1180 COL- 
vine Road, two 9-badroom, on* 
Sbadroom, 3840198, 

ROCKLAND MANSION, CLEAN, 
ona-badroom suit* with fkaplaoa. 
Apply 1188 Raft la nd. 

coma, good bus route, 384-5320. 


drape* 

Phon#: 


SPARJWOOD 
VIEW OF OLYMPICS 
1-bedroom apartment at 3824 
Carey Road. New building, eleva¬ 
tor. drapes, controlled entrance, 
wall to wall carpeting, cable TV, 
laundry, covered parking, bus atop 
~**T. Piaaaa call Manager, 


t door. *215. Plow 
. Bol, 479-6297. 


1110 QUEENS; 

BACHELOR 8184 ' 1 

R*nt includes, heat, cable, jyark' 

»UILOINaC. 

Inner Harbour 2 blocks. Large 
ont-bedroom 720 sq. ft. Excellent 
•n-suite storage, automatic dafrocr 
refrlgarator, healing, hot water in 
eludad in rant. 240 Michlean. Resi¬ 


dent managers. 


V e R Y 

r* 


CLEAN .1-BEDRi 


uB&ffiSUK: 





































































































































































































































































































































































**• APARTMENTS TO 

RUST U N TO WM BD 

PRINCESS 

PEMBROKE 

APTS. 

1030 Pembroke St 
(By Athletic Park) 

New Building 
Children Welcome 
Close to Town, 
Schools and 
Shopping 

to W carpets. Drapes, 


ft APARTMKXT* TO 

rent umman 


•tea APAimnim VO 

KSt UNVVMIMBO 


• APARTMENTS TO 
RRN T VXFVR.MSHt.it 


M APARTMENTS Vo 

RENT VNFVRMSHEO 


• APARTMT NTS TO 

rent inmman» 



SEHSPRHV 

PROMOTES ITTXV REA1.TORI 


W 

Large balconies, Elevator, 

Controlled Entrance 

DISPLAY SUITE lincl. In rent. CHILDREN 
I and PETS welcome. 

1-Bedroom Suites 5195-5220 \ qq 

2 2-Bedrm. auites $2€5-$270 


1240 

Per Month 

LARGE 

1.000 aq. fL plus . 

2 BDRM. UNITS 
OFFERED BY 
! CENTRAL MORTGAGE 
AND HOUSING CORP. 

' Include* domestic hot water, 

: underground parking, quality 
| appliances. 

HATFIELD 
HOUSE 


_ Kft »OWN 

SB* lift** ~ 


FIRST CHOICE IN APART¬ 
MENT RENTALS 

BACHELOR APTS 

I 

8151.25—Antrim Court, BIO Quadra 
*171 S 'i2—Ouoort VIMo, MS Michigan 
$I5J 00-5157 00—GreerMeeves Apt*., 

VI 40.mt2!i»^Montan# Apt*., 
tow Empress St. 


i 




RESIDENT MANAGERS 
MR. AND MRS. J. BRANT 

«2-No4 

Anytime 

SORRY. NO PETS 


1911 QUADRA ST 
3«6-3124 

"OPEN HOUSE" 

SAT.-SUN. 

1-5 P.M. 

AT THE FOLLOWING 

HILTON HOUSE 

790 Dominion Rd. 

Lgr. apts.. w-w, drapes. cnt-i on ~, r-i. _ r , 
trolled entr.. parking. All' 0// tllerV Dt. 

“ " '"3K Coll 388-3103 | 

i-- HlS.0Q4H0.00 Blackwood ... 

PRESTIGE AT 

| AFFORDABLE PRICE. LO- 1*41 McKanxte Av#. tennis 
CATION: CORNER OF raSSm, 00-C«flc. Apia.. .» 

ROBERTS AND 


221 Corgi 
Gorgo Apt*., 2925 


Qu'AppelleSt. 

1 BEDROOM SUITES 

5175.81-5181.25-Antrlm Court, B10 
Manor, 
M*nor, 


too APAItTMr.NT* TO ! 

RENT VNKVRMAHEO j 

WINDSOR 
COURT APTS. 

352-2M-2S8 Gorge Rd. E. 

WISHES TO INVITE VOU 
TO VIEW' OUR SPACIOUS 
APTS. AND RECREATION 
FAOUTES. » 

Our 3 Resident Managers 
will be only to glad to show 

you all facets o! the com-; 0ur action ot Rental Ao-| 
l* 1 **- ! commodations in Greater 

iVictoria. Brentwood. Sooke «« »onth - ONE BEOaoow 
and Col wood is Excellent, 
a^ere are just a few to 
choose from. 



DAILY COLONIST. Vtetala. SC* Sunday, May fl, IMS ,J7 

m APARTMfcNTn TO 
RENT VNtTRMMVO 


1911 QUADRA ST. 
3864124 

•THE APARTMENT 
SPECIALISTS" 


Treeianc Estates 

$235 


m APARTMENT* TO 
RENT 1 NH RMNHM) 



1-bedroom suite from 


5195.00 


i 2-bedroom suite from 


Chateau 


Rockland 

Ltd. 


Apts. 


• 


•0B* 

- 

u J IANSHARD 

s 



"PARK WEST 
MANOR" 

55 Bay St 

I Deluxe units. W-W, draper, 
exercise rm., sauna, outside 1 
parking 

manager about "1 MON 
FREE”. Children welcome. 

1BR from 5195 
2-BR from 5255 
3 BR from 5290 


■People Hatpins People" 

NEW 

THE 

CHARLES 

DICKENS 


1441 

min | courts. 

Or : 1225.00-230.00—Caprlc* 

F SOUI-' Linden Ava. 

w4tfl , ark er,-yN ™ House, KK 

MALT. 16 TWO STORY dett Av*. 

* 21 C 00-*230.00—Chemberiain Walk, 
1*41 Oak Say Ava 

mol. 5TbM|sr4rt tzr*j£zrsh '£■& “ at 

♦ •»i virjv to m. WlH Cor - 

ll 1 OHJIi. plhj ONE THREE BEDROOM i 

SUITE 8400. SIX 1-BEDROOM 
I SUITES: with den (or small bed- 
, room) on third story — tour hava 
i fabulous Inner-Harbour views 


SOMERSET PLACE 

1180 Fort St. 

Comfortable new bldg, close 
to town and buses. Some 
have skylights and vaulted 
ceilings. 

1-BR from 5190. 


PIUS 32 ?wo 2-bedroom suit**: On 
third »t *345. 

‘ lAENITIES 


__,_ INCLUDE: Con- 

trolled underground parking, _ 
trldga, *tova, washer and dryer. I»'« 
plus tree sea breeze. Vf 
apoolntment only. Call 

-—- -:o- 


weekdays: VIDC 6 36A4732. 


-00—Continental House, — 

Lempson St. 

SI *5.00-020.00- Gordreeu Apts., 
129. 131, 135 Gorge Rd. East, 
sauna, swlrlppol. 

S175.00-S17V.00—Graeme* ve* Apts., 
203 Wark &t. 

4.00-Groton 


2151 Haultaln St 
6.25—London Fi 


5174.L 

$t, ... 

1200.00-8217.L. 

Slmcoa St. 
S 210 . 00 —Lord 


550 Qua- 
Apts., 
lets, 1321 Broad 
Essex, 270 
Essex, 240 Slmcoa 
Nelson, 1415 


AVAILABLE NOW 
Complete Property 
Management 

(A Div. of D. F. Henley & Assoc.) 

1. Largo 2 and 3-BR units - Mod 

a n Mock. Children weteema. _ 

iH Mr. Grphem, 3B41M. 1 821 5.004230.<»-Manch##l*r 

2 .. l-BR units — in, ^oastanwi 565 Manchasta* St.- 

a. Rant* negotiate. Cor*--* —. 


1255.00 

Bachelor 5175.00 

Includes us# of 50', indoor 
swimming pool — saunas — 
swirl pool — squash court — 

tennis court - universal, , KM(XW accommodations 
gym. IS19O-101S Kinqs Rd. 3*6-9982 

Heat included S190— 925 Esoulmalt Rd 

neat mciuaea. , jm _ m7 view st. 

Adults only. No pets. llRs-voo wordstoyAve. 


*175—3142 Cedar Hill Rd. MS-6040 
11 SO—902 Caledonia Aw*. 382-0760 
51s>—1333 Pandor* Av*. 304-0944 
5190—1147 view St. 363-8025 


Aportments 

Are now available In Victoria's 
newest twin towers — Trae Lane 
Estatas. Why pay rant tor a hoks- 
ln-th*-wai: today whan vou could 

SL,as"ar l SfAi. , »iB. is 

tomorrow? 


mm 

•SJ 8S;5 
J «2 104 
595- 50 <0 
J*:-u760 
383-I*15 
304-O9U 


^ointments or viewing of 

j- * -A* Mn . ii 1 2305—1333 Pandora Ava. 

display suite please call 1 5205 - 13*0 Pandora Av*. 

Resident Managers 
time. 

« I 2-BEDROOM ACCOMMODATION5 

5240-1255 Verdler Av*. 652-1524 

5260—1346 Pandora Avt. . 

....-Esouln 


Mr. 


and Mrs. Hand — 
383-5059 

Mr. and Mrs. Noad — 

383- 0509 

Mr. and Mrs. Pepperall — 

384- 6305 

or Mr. John Johnston 


‘‘SUNNY LANE JjBKwa.iw f.~*~ 

Aprrc •• arn wock. Childran watom#.! av*. 

r.So Juadra St ItWrf 

NEW bldg- taundry. silk*.: ^ ®° Env 

closets xtorasre controlled 2 LW k Mf iLl it5 - \1* »17^40-0*kmont Court, 1342 Hin- 

< iu.seis. ww rous »| yiaw Si.^Quiet^block. Phone Mr. j side Ave. 

Idows, 


Office Mon.-Fri. 
388-4555 


McArthur Park Estates 


_ ffi-tHHH) 

5245—1253—Esoulmalt Rd. 316-4144 
5275-990 Wordslty Ave. 392 5622 
5290—2*60 Sooke Lake Rd. 474-2095 

3-BEDROOM ACCOMMODATIONS 
5300—944 Glanwlllow 3164124 

5300-200 Sooke Rd 3844124 

5300—654B Atkins Rd. 396-3124 
5300-732 Heasllp 394-3124 


controlled. 

double glazed win- Townsend,— 

^ a inuitioH/tn 1(13 Esoulmalt Rd. has 1- 

extra insulation, i-br sultas. Contact Mr. * 


WANTED 

I am a lovely new 30 suite 
apt. block that has been 
quality built with Thermo- 


Spring Is here, and wtiet could ba 
e n.cer change than a bright new 
sutla an the Gorge watartront Sit¬ 
uated basid* a parkllk* setting, 

yet only a few minutes to down- 
,..n and major snoppina areas. 
The bus stops almost at your door. 
Priced to rant with heat Included: 


special move In I 

644446 or Brow 

at 345-6771. 


1 ADULT BLOCK. No pets. 
BACH from $180. . 

1 BR from $200 
1 ' BR from $2t» 

E. G. PRIOR APTS. 

2.522 Prior St 

EXCELLENT 
RENT VALUE" 
HEAT INCLUDED" 

Extra Igr. comer suites with 
wmv carpets, stove, fridge, 
draped. Ige. walk-ln closets. 


DOWNTOWN 
FROM $200 ’ 

and ? bedroom suites. New build¬ 
ing, unique design. Carpets and 
drapes, underground parking and 
aundry facilities available. Close 
to everytninq. Children welcome, 
elevator. Hot water included, con¬ 
trolled entrance. 

Resident Caretaker. 313-6593 
nr pnone manageme nt, 477-3045 

$100 Allowance 

Refunded after two month's ©c 
jpd’Ky. available now or June 1st 
n quiet adult block. 1 and 2 -bad- 
joms startlnq at 5193. Haat, cabla 
and water Included, undercover 
oark no extra. Laundry facilities, 
ejrtra locker soaca and sunrgom 
• itn 'araa balcony for sunoatrinq. 
No childran, no pats. For further 
Information, contact Manager, at 
.U2-2B4 L. Roya' Arm* Aparbnants, 
■300 Yates Street, (corner of Ystes 
and Fernwood) between the hours 
of 9 a m. and 7 p.m. No Sunday 
v'awing. _| 

t ULUSIDF-UU ADRA 

1190.00 Just ra-decoreted top to 
tottom i bedroom facing 
south. Ava,lab's immediately. 
JACK MEARS 
OAK BAY REALTY LTD. 
RENTAL DEPARTMENT 
398-3321 


1220 PANDORA AVE. 

Large luxurious 2 -bedroom an ire, 
wood burnlna fireplace, larae pri¬ 
vate balcony, 3 blocks from down- 
. w town, adult oriented. Available Im- 

Bldg. features controlled eft- < mediately. 381 2649 ec MS40 11 . 
trance, roof deck, storage UNIVERSITY GARDEN 


51 M%S2i445—Pandora • Villa, 1130 

\ "ffiS&fh. «. s. r uu! j° 

■ —; Road East. j rent to people who will take 

* 5230 004240^ »SSSwMd Park 15 $ 1 pride and look after me in 
ms >™ n to C«n«. U you mduW 
Lee Ave. Close to Jubilee Hos¬ 
pital. 

5300.00-1731 Rockland Ave. Fire- 
5176 »5190 00 —Roval Ramada, «25 
5170 66 —Savannah House, 915 Cook 

119^.024208.00 — Starr* Villa, 547 
Niegsra St. Ctoaa to Baacon 

■Thornwood Manor, 1023 


OPEN HOUSE 

Orangewood 

Manor 


Treelane Estates 

103-105 Gorg# Rd.. tsstures the 1st- 
est In interior design, up-To-the_- 
minute amenities, controlled 
access, color co-ordinated kitchen* 
and baths, brand-name appliances 
and quality broadloom and dra¬ 
peries throughout. 


"Poaoie neiemo Paoaio 1 

FIRST CHOICE IN 
APARTMENT 
RENTALS 

REDWOOD 

PARK 

(1SS, 1S7 Gorge Rd. E.) 

I change? Tire, 
piaca? Why not 


wa.’%>"!& rvw 

Park featuring a full-sized swim- 


.una, covered perking, 
sundecks? Available immadl- 
one end two^adroom suite* 

Maiaflfir ™ P> - ' 


ELLERY 
APTS. 

837 Ellery St. 

One of oor bast apartment dollar 
value* priced from 5225.00 for t 
bedroom suite, and from SIR 
ne-bed room suite. Heat 


The Features 

Are built-in toot Saunas, Swirl pool - -- a--- -ii_: 

Recreation and Hobby Rooms. Point men ttovlew^y 
Roof Gardens, Observation and ° tn ' manager 386-0045. 
Entertainment Room. Spectacular 
views and country-like setting lust 
minutes from downtown. 

Town Houses 

Are also available from 52W oar 
month; penthouses from 8 U> par 
month; 2 -toadrooms from 8410 par 
month. 


COME IN 


103-105 GORGE RD. 

OPEN HOUSE DAILY 
MON.-THURS.-1# AJt -9 
FRI.—SAT.-4^N^^N00N TO S 

(no appointment necessary) 
Concord 


CAMPUS 
COURT 

1631-f*4l McKenzie Ava. 
Something lust a little different, a 
little nicer than the ordinary. Situ¬ 
ated In th* University Wstrict 
close to all shopping and on bua 
route. Covered parking available, 
and for your enloymant a tennis 

On# badreom from 5195.00 
Two bedroom 5300.00 
To view piaaea call 721-3942 

GORDREAU 

APTS. 

129, 131. 135 Goree Rd. E. 


CHILDREN 

WELCOME 
2 BED. $225 

DOWLER MANOR 
7549 Dewier 
Res. Man. 384-7792 


PANDORA 

HEIGHTS 


like to make your apt. 
home, come and see me at 
3255 Quadra or call my 
caretakers, M/M RamaAhen- 
koat 383-9831 


1 


on each fl.. laundry room. 
BACH from $150 

1 BR from $170 

1 BR and den from $215 

2 BR from $250 


GREENWOOD 
MANOR 

1255 Verdler 
Brentwood 

l -a J udrm. suites with w-w. 
drapes, deluxe appli. con¬ 
trolled our. FREE parking 
is close to shopping 
and on a quiet St. Right be¬ 
hind Post Office 2 BR at 
$240.00. 

OFFICE HOURS 
9-5 MON.-THORS. 
9-8 FRIDAY 
9-5 SATURDAY 
386-3124 


HOMES 

i 2 and 3 bedroom*, eloaa to, snop- 
ping and school*, IVi baths, family 
! room, c#bt*vi»ion, Includes *tovt 
'and friboe neat, hot water, 
drapes parking, spacious lawns. 
Children welcome, no pets. 
1595-5313 _ 



2 BEDROOM SUITES 


CASA DEL RIO 


1275.00—B lack wood Manor. 2444 

Blackwood St. 

‘..OB-WtfOO — Campus Court, 
^31. 1441 McKenzia Av*. Tennis 
courts. 

1285.00—Th# Charles Dickens. 243 
Gorg# Road. East. 

1244.00—Continental nous 





raorares imy KALToes 

386-3124 


lamoson St. Swlrtpool ; 

5244.00-5265.00—Don Quadra, 3244 

fcp floor, 5210.45. Located on quiet j — 
street, I block oft Richmond Ave. 
wall-to-wall carpets, dose to shop- « w | r iDool 

nr, 

598-4987. 8254.00-5257.00—Ladv Essex. 270 , 

Slmcoe St., sauna. , 
1254.25— Lord Emi ?«0 S-mcoe 
St. Sauna and swlrlpool. 
5234.00^238.00— Lord Michigan, 235 


. , Aots., ... 

Childran welcome._ 

: 5250 00 —Gordreau Aots.. 129, 131, 
135 Gorge Rd. East. Sauna, | 
wlriapoT 


KINGSWOOD 


pets. Resident Manager 


children ■ 
385-5681. 


LIVE IIH CLASS. IN AN 
McClure house in Rockland. 4 
aots. available. No. 5 has two 
fireplaces. 2 enormous bedrooms, 
5395. The others range Srom 
5250-8325. AH have 2 bedrooms, 
fireplaces, and wall to wall. Heat, 
washer. end dryer included. 
595-4650 or 479-9997. 


CHILDREN 
WELCOME 
ONE SMALL 
PET 

One Month 
Free Rent 


AVAILABLE IMMEDIATELY - 
One-bedroom furnished suile in 

High Tattersal-Maolewood area. E n(0y th# quiet of th# Gorge 
Rent 5200. waters while you eniov a swim In 

. n0 , n . o» MV - IXTHEMIU - eoy.lrwi TSWat'S 

4UZ6 Uuadra venlent compact suile*. close to suites are large with a full sized 

--- 1 e. Mmurk t t, stores, bus. shops. I balcony. Prlca to rent from 5190.00 

t. l BDRMs from 5159. ! or one tadrooms and from 5735.00 


ATTRACTIVE' 2 SE3JRMUjgrSaSSJ'' 

sums for immediate | *v*ifis“ ~>* 

OCCUPANCY 


ENJOY OUR 
MANY FEATURES 

—Fully broadloomed auites 
—Equipped workshop 
—Beautiful sunny Indoor 
pool 

—Roof garden with a view 

HANDY LOCATION 

—On a downtown bus route 
—Convenient to all main 
roads 

—Shopping close by 


. .. one tadrooms..... 

__ _ call for two badroorm. For appoint- 

593-7979. m#nt to view please call 362-09*1. 

383-6436 or 363-0530. Further Inlor- 
WALKItJG DISTANCE TO TOWN matlon call Brown Bros. Agenda* 
— wall-kept, older block. Bachelor Ltd. •» 315-6771. 
and l-SR suites tor rent. To view 

MANCHESTER 


1 BDRM. In select older block. 
Close to shops, bus. hospitals, etc. 
Avail. June 1. Rent 5178.80. To view 
Call 595-3350. 




COURT 

565 Manchester Road 


Open for Viewing 
Daily 


TARA PLACE 

1037 VIEW ST. 

Now Renting 


384-9335 Quiet area lust off the Gorge. 

-1 Close to downtown end melor 

shopping areas. Very large suites, 
heat included. Dishwashers In all 
two bedroom suites Priced to rent 
one bedroom* from: 5205.00. Tvm 
bedrooms from: 5270.00. 


)ase a 
-7874. 


VILLAGE 

OAKS 


it Large, 2 -bedroom suite. New build- 

ncua-Lord MM. 1*>5 MWWU ("J; pMMC.'i 

1290 . 00 -S30C. 00 —Manchester Court. Rasida^l AAanager, 382-6090, Office 
545 Mancneater S». Dishwash- 

5213 Oak mount Court. 1341 HKi- 


LORD ESSEX 

2eC iimcoa Street 

suit# 


UNDER NEW 
MANAGEMENT 
NEWTON 

-" -- - nun*, rr.. iww» GARDENS 

E ONE BEDROOM SUITE i GorQ# Mt - 2925 1 \/|t<| A/IC ADTT 

liable July 1 st. second floor. At- » u . VILLACjt Ar I j. 

Include* electric fireolace. 1 82B5.00—1111-1878 McKensM Avo -1 1738 NEWTON ST 

Adult 


*22^. ML-822 -H24 Quedre St 
52B0.0(F8313.0O—The Redwood Park, 
1 157 Gorge Road. Pool, 

sauna, rec. room 


479-3?23 
or Rental Office. 479-14G0 
CONCORD 

AWARD 

WINNING 

OCEAN 

VILLAGE 


(2125 Oak Bay Avahua) 


"Your Place" 


984 McKenzie 

lor youroelf »+iy 
thi« building it B ptr crtit 
full In tilt tint month. We 
have much to offer In thlt 
architect designed building 
set on 3 acres of treed prop¬ 
erty. Double (lazed win¬ 
dows. wallpapered kitchen 
and bathrooms, tennis court, 
covered parking, mirrored 
closets, large balconies. 

1 BEDROOMS from 3195 
BACHELORS from 31TO 
MR. BRIDGE - 479-575-1 

1366 Hillside 

Consider something dif¬ 
ferent designed for owner 
occupants with over 1.000 
sq. ft. of Mvlng. City conve¬ 
nience and close to Hillside 
Centre. Each suite features 
30” self-dean ovens. 15 cu. 
ft. Mr. refrigerators, ther¬ 
mopane windows, plus car¬ 
peting and colorful wall cov¬ 
erings. Rcoften gardens with 
views, workshop and games 
room. Unique floor plans in¬ 
clude 1-bedroom with den, 
2-bedroom, 2-level suites and 
.Lbedroom. To view these 
desirable units with rents 
starting at $285 per month 

please call:_ 

RENTAL OFFICE 388-6234 

MRS. VOLK 658-8855 

235 St. James St. 

Now ready to view’ our new 
addition Tliese suites have 
deluxe carpeting, large bal¬ 
conies, tasteful wall cover¬ 
ings. dtuble glazed win¬ 
dows. large bright kitchens. 
Some suites have a view of 
the water. All this includes 
your hot water heat. 

1 bedroom from $225 

2 bedroom from $235 
Manager 336-0847 

Quadra Woods 

4038 QUADRA 

This adult oriented complex 
set on 5 acres of treed prof>- 
erty can offer you some¬ 
thing different. Quiet an^ 
comfortable suites and only 
to mins, from downtown. 
Tennis court, sauna and 
swlrlpool available 

1 bedroom from $205 

2 bedrooms from $265 

Mr. Harris 479^688 

Mr. Darling 47*0119 

1022 Pandora 

DOWNTOWN 

Brand new and centrally lo¬ 
cated with bright suites and 
large balconies. Deluxe 
k'iti hens, carpets, double 


parking avail- 


FOR JULY 1ST OCCUPANCY 
138 wall oaslgnad Bachelor -suites. 

,, „ I Ideally located, downtown area 

all Res. Manager. Suite 208 Balconies underground perklnq, 4 

I pee. bathrooms, laundry facilities, _ .. 

color aoo I lances. Enquire now. ( Qu*l>ty construction trvougnout., 

388-4844 Days. 385-3815 Eves. Locste dose to the village shop- glazed winddWS, 

-- -- --iplnq area. Two and tfiree-oedroom ,_u 

A ^r A , r>i n. i cc I suites priced to rent trom $390.06.. uenzixiuna 

(Jn^lAN rINtb Isgrry, adults only, no children ori able. 

1957 Kaltasln Rd., Sooke, B.C. «>«**• 

FOR RENT 

4-plex living in attractive land¬ 
scaped setting on shore of Sooke 
haroour. 

| —living room with fireolace 
—2 bedrooms 
—full bathroom 

—kitchen with fridge and stove 
j —wall-t*-wall carpeting 
throughout 

If interested, tenant can eooiv 
i part of rant to fufura P or- 

1 Ch *“' *10 PETS 

ITION - 


UP TO 3 MONTHS 
RENT FREE 

IN THE FIRST YEAR 

$175 to $400 per mo. 


INFORMAT 


- 443-3053 


Ascot House 


1537 Morrison St. 
By 0#k Bay Junction 


. NICl 

.available July .... 

~~s.Oj**°a 1 jrjaaS'lAwi* «««jasFT.^risatisft**wss .*.***** 

-* / Ioaz . plenty of ctoaet space, heat, cable-; k?*. mioge, wa>n»., i - --- • 


For further information contact I 
Brown Bros. Agencies at 385-6771 j 

Chamberlain 

Walk 

(1841 Oak Bay Avanue) * 

Convan.ently located on Oak Bav 
Avanue, ctosa to shopping and 
transportation. This dasiraMe loca¬ 
tion Is now available and priced to 
rent from 819Q.OO for one-bedroom 
suites and trom 8245.00 for two 
bedrooms. 

I Small pats welcome. 


Older folks’”pr#facred in this nice ] 


5812.25 1 bedroom suite 
5210.00 1 Bedroom suite 

5244.25 2 Bedroom suite 
$255.00 2 Bedroom suite 

Sawn*, Sw*r1 Pool and haat includ¬ 
ed 


N IA r'AD^ T I I-ADY ESSEX 

535 NIA(jAKA I 270 Simco* street 3*2-1082 

One and two bedroom. Include* 
rking, sauna, swirl 


heat, cable, parking, sauna, swirl 
tool One block fo James Bay 
Mall. Near Park and Sea. Will 
consider small Child, no pats. 


970 FLATMAN 

BEHIND HAPPY VALLEY 
STORE 

Nice oulet 2 bed apt. Stove, fridge, 
crapes, ww. 

REASONABLE RENT 
to right tenant, ideal tor retired. 
598-1*47, 478-4601._ 


WATERFRONT 

Christie Point Apts. Admirals Rd. 
and Craigflower. 2 and 3 bedroom 
eats In oark-like surroundings, #M 
with view. Swim nr nq poo, boat 
cock and games room. No pets 
♦his Is a bird sanctuary. Rent 
.ncludes, heat, drapes and cable 
TV, 3854)444. __ 


5200.004217.70 1 Bedroom suites 
$254.00 -5257.00 2 Bedroom suite# 


OAKMOUNT COURT 

1341 H inside A venue. 3B84771 


8171.40 1 Bedroom suit# 
5213.28 2 Bedroom suit# 


LORD MICHIGAN 


vision, parking, locker Escuimait, I dryer, drapes. 
wSIS'cffil wa iewne* no pats. Re^ 5197 56471 2 00 -R 

.d#nt_m*nag#r 365-1592.- ( 8445.00447$.'(»—’Village Oaks, 

R3DIXED Oak Bay Ava. 

Choose a toection that * close to 5385.00—Westfield. 1034 Fa 
everything — shoos, bus service, I Rd. Wshwaahars. 
restaurants. Available June 1st. 

2 -bedroom scrite* at 5260 to 5245, 3 BEDROOM ST TTES 

less 520 reduction for senior C Hl- 
zens. For appointment call resi¬ 
dent manager, 388-9311._ 


Bachelor from $170 
2 bedrooms from $280 
Mr. Tremblay 384-6436 

Capstan Court 

630 HEAD ST. 

A quiet building centrally kv 
rated with bright *uites and 
units with balconies — con¬ 
trolled entrance — wall-to 
wall drapes. 

Mr. McCallen - 386-0063 
Amblewood Developments 

1939 Lee Ave. 

I Near Royal Jubilee Hospi- 


” andotavwround ‘areasl vom * 1 TOWNHOUSES AND DUPLEXES corner suites' left with patios. For further Information 4 please can tal, shopping centres and 
I AVAIL A II^ kUiT|S AjRE .drapes, carpfts, trig, stpva. alava-j Brown Bros. Aganc>*s at 3854771. | JJ™ in 

T BEDROOM FROM 5190 |SK?ffiv ,T0 5& , uS"^?. 1 "Ell ---1 adult oriented building. 1 

2 BEDROOM FROM 5730 * AI rnwv WASJV ,wri " np T “ An< “ 

3 BEDROOM FROM 526C 
PHONE 592-7869 


2225 
Falrfiefd 


UPPER FORT S'l. AREA 

Available now or Jen# 1st, a vary 
nic# 1 -bedroom suite renting tor 
only $156 per month. This Is a 
very quiet building in a vary con¬ 
venient location. Please call 
59*4607. Adults only, no pats. 


$390.00-5410.00—Cambell# Villa, 229 
Ontario St. 

For further Information call: 

BROWN BROS. AGENCIES LTD. 
3854771 (anytime) 


5234.214238.00 2 Bedroom suites 

For further Information call: 
BROWN BROS. AGENCIES LTD. 
38547/1 (anytime) 


AVAILABLE NOW. QUIET AREA | 
In Esquimau. 2-bedroom apart- 
, meets, large bright rooms, sun- [ 
384-2005 deck, wsll-to-wsU carpet, drapes. 

coloured appliances, controlled en-, 
trance, elevator. $275, $280 To 1 
view call 477-2787._ 



Laurel Point 


LUXURY i-BDRM. APART¬ 
MENTS, 2 BATHROOMS. WASH¬ 
ER AND DRYER IN APART¬ 
MENT, PANORAMIC HARBOUR 
VIEW. ELEGANT SURROUND¬ 
INGS IN A SECURE COMFORT¬ 
ABLE BUILDING POOL AND 
SUANA. * LOCKED PARKING 
GARAGE. $525 • $600 MO. 
VIEW CALL REALSPi 
PERTIES LTD. 3884454. 


PRO- 


-- -, .drapes, cerpfii. trig. 

LOVELY AND INCLUDE tor, dose to buses and stores. Rea 
FRIDGE. STOVE. DRAPES And sonebie rants. No children or pets. 
BALCONY. MANY INCLUDE j 0 view call 598-6711 or Arts, ser- 
FIREPLACE. BUILT-IN VACU- I v ict 38SD991 anytime. 

UM. DISHWASHER. TRUE LUX- GREENBANK DESIGNS LTD. 

URY AT ECONOMY PRICES.'—- 

ADULT ORIENTED COMPLEX NICE, NEW ONE BEDROOM 
WITH LIMITED ACCOMMO- apartment on ground floor ‘ 


DATION FOR OLDER CHILDREN 
IN DUPLEX UNITS ONLY. 

DEEP WATER MOORAGE 
AVAILABLE 

OCEAN VILLAGE 
642-5254 (24 hrs.) 


NEAR JUBILEE 
INDOOR POOL 
Available June 1st 


older person or couple, close to 
Jubilee Hospitsi sod 2 bus routes, 
rent $200 monthly, includes hot 
water, carpets, drapes, trldga and 
stove. Cor trolled entrance. No chil¬ 
dren or pets In building. For ap¬ 
pointment to view, phone 363-6157 
5-7 p.m. or 3154991 answering ser- 
vice anytime. _ . 


“Paopi# Helping People" 


I? BEDROOM. QUIET, CLEAN, 
weM controlled building, elevator 
and laundry facllltlas, drsoas. car¬ 
eer, stove, fridge, storage, balcony 
cabiaviston, haat. watar, parking, 
clost to shopping centre^ bus. 
=.ark». Esq. Sanior Citizen* Centre. 
Adults only, no p ets. 382-2221. 

VIEW TOWERS 
One baoroom and bachatcr sultas 
♦or rani. Sauna and swirl pool. 
Phone • a.m. t-> 4 p.m., Monday to 
cridty 362492-_ 

BACH., $182.50 

350 LINDEN AVE. 
sew block In first class art a. 
Clo*a to park and shopoing. Res. 
Manager 3*5474^_ 


MAPLEWOOD 

GREEN 


3245 COOK STREET 
Bachelor, L and 2 bedroom avail¬ 
able. includes swimming pool, 
sauna, billiards and fra# haat. 
3624118 or 3S64045 


Good acre Towers 

Available Mav 1*t. Three bachelor 
Ml " 

ADMIRALS RD.-4*ADfW 
Large I-bedroom aoartment, ioe 
view, caloa, covered parking, haat. 
No p#*s. fin par month. Jim# 1ft. 

385-3241. 


2 BEDROOM $232 
Psoulmalt, alavitor, balcony, pats 
considered. haaV cabla Included. 
*79-5*05 or 384-2730 _ 




•Aanagemart opportunity avalladla. 
pfon* batwean 5 and 7, 382-1493. 


ROCKLAND 
HEIGHTS 

Rockland and Oak Bay Ava,,. one; 


LARGE SUITES 

885 CRAIGFLOWER RD. 

ON THE BUS ROUTE ... « . 

QUIET ROOMY BUILDING i SSSSSf Sit.. Jum W 

FREE HEAT, I ° r suwss. _ 

CABLE AND PARKING 

PHONE 384-8729 


Modem. 1-bedroom apts. at 

month. 97a Balmoral, PRESENTING 

384-0307. 

IAY-COOK STREET, CHARM- 
ing, clean, spacious, bachelor suit# 1 
with murphy bad fridge• stove, 
i heat, water, parking Included.; 

I quiet, mature per*on, 516C. 

1 382-3240. _ 

“ U.VIC 2 BDRM. 

Elevator to 3rd floor, 2 bdTm., 
view suite. Appliances, sauna, 
xwiri, snooker, 5320 per mo. 

BRIAN RIPLEY. Lansdowna Pro¬ 
perties Ltd. 592-243V_ 


QUADRA AND HILLSIDE „ 

t-txlrm. suit, Jous !« « "ME iXft'jtftSi- 6 . tCS*™' 

Is*. 'I** 1 "--!*! "rs T iifE ,U .E L STmo*FO»S H ,L AStt«. 

■' ^ e. m> cnoTuea nc hdrms. 

iTAIlj- 

IW ---; downtown office 382-4312. 


FAIRFILLD CONDO 

_ jdrm, w-w. 2 b 

$350 p.m. Avail May I 


McKENZIE WOOD 
Featuring extra space In the hall* 
and patios and apartment*, plus 
100 par cent covered perking (S7 
and $ 10 ) — also uncovered parking 
free — elevator, quiet, dignity. 
Avatlaol# now — 4V» rm* — 2 
bdrms, $270. and__4Vy rom* (1 


| and 2 bedroom auites avail¬ 
able May 15 from $190 per 
month including heat and 
cablevision. 

Mr. Kipperson, 595-3261 

2530 Work St. 

Close to downtown. Bachelor 
I suites available, from $145. 

REDECORATED SUITES | 1 c^m^88S 

natuSSt* 1 For personal tranaportatkat 

- Child Mtcom.. CirdW to ytew 388.7324 (or ap- 

pointment at your ,conve- 


Li 

WESTMONT 

REALTY 'OT 388 4434 

PROPERTY MANAGEMENT 


S' CALL* S9S4844 ADULTS bdrm, plus dan) $237. Dlckl* Aged- - --- , - - ..... 

Y, NOPET . cits Ltd. J.* 794444 _Rs*. Mgr) room suites [n_qul#f apt. Child 


. CONVENIENT LOCATION 

'Centrally located new 1 - and 2-bad- 


THE 

PRINCE 

CHARLES 


i Ouailtv^appoTnted *bach*4or suit# , WANT EXCLUSIVE LUXURY 
luaturian n|{| (sshion*d wndow in victoria s most exclusive 


Clovarda la ) 


(featuring old fashioned wndow |n Victor a's most axcluslva bulid- 
1 Western Homes 1037 seat, etc.) in charmlna, older L * JiS 

.V*. 3884314 home surrounded bv lovely, wall- Pt»m are nor 

kept gardens, adlolnlng Stadacona eA 

Park. Within one block of 8 ho^ i|™ ^ rantl^m on • JklJ 

l ping, buses and recreation facill- r ?Sornwi!} 

*«’L«Le i«m*edj*teuv tua. e wi sHV aorstygrs._\g%%g 

2-BDRM., $265 BURNSIDE area, ? BEDROOM'* 0 ^ao’ 0 R d r, pho!Je h 59 £ 24 TSr ins 

AY 4n^Wr ,s riss* w r .v i« r JRic:®^ 24n ^ 


1 -BDR.M., $198 


| welcome. 3844132. 

f-HESH SEA AIR 
is what you get iking in this 
deluxs 2-bedroom condo. Situated 
In Ross Bay the suites have 5 ap¬ 
pliances. closed- In balconies, con¬ 
trolled entrances and art both 
nicely finished. A must to view at 
8395.00 p.m. 


1037 WTlnDUKT mill? uw.w aiiu, vinai 

3 rd floor suit# In naw block, quiet come. Ho pats. Close to *hops *nd j 
! street. 388-4259. 592-4428. _ jgSuAa H ®** lnc,uded ' t2ts -I 


nienep. 

Ambleu'ood Developlents 


Wedgewood 

Terrace 


LARGE CLEAN 
SUITES 


Lira* 

. block, -- 

I downtown. 384- 


\TSTA ROYALE 
1545 Pandora 
382-3616 

Jun# 1. On* only ^bedroom, $280, 
includes haat, hot watar, cable, 
swirl, sauna, parking, colored ap¬ 
pliance#, shea, drapes, largo bal¬ 
cony, controlled entrance. Near 
bua and shopping. Matura adults. 
No pat*._ 


CriDT PAMr> / 'VJ?A M EW 1-aDRM. SUITE ON MAIN 
rV^fx I r AINL7JKA Moor of family home. Fireolace and 

i brand naw development;Walking distance fo town. Maytrg w-W In living rm -- - - - 

you • choice of four seoe-' adult* only. No pet* or children shops. $;«0 per 
bUHdlng* designed for your i Flees*. 1 rooms tram *1*0. 2 Donna VallkOikl. 

__,_. Imm t'.IH i u iuk Ham. 


NORTH HILL 


COOK-FAIR FIELD 
I Suite for rent, 1 bedro om. Ilvinq 

Situated ctoaa to town on bus jvST'AvV^able 11 AAey 15th Contact 

..° 0(lr . OOf V Anglo Canadian M»l estate and 


This 
offers 

rat# l__ 

living comfort. 


rm. On buv.rwer | iggST fr °S^*VA 


DOWNTOWN AREA 
Bright one-bedroom. me 
apartment. $187. include# cable. your 


593-2025 Situated in the quietness of the I 
Goto# Waterway, yet only a taw 
minutes from town end meior 
snooping areas. Bus stop direct to 
-— - snort distance trom 


| bedrooms from 8260. 598-23*4. 
Kilmarnock Holdings Ltd. 


mth 366-8441! Resident Manager. 

.. L.1S- tJSSS. usar»v««i 

H. Whlttome & Co. Ltd. 


JS?. 


Adults. 


balcony. *53-2*15, or 


eeent a meg 


n. 

Children O' pet*. Reeident cere- 

taker. 99547». __ 

MODERN 1 BEDROOM, HEAT, 
hot water, cablevision. perking In -1 
eluded. Denman end Farr 

8181. 388- 5810._ 

JENNIFER MANOR 
2524 Quedra Street. Two 1 -badroom 


I presen 

i Gorge 


Do you own a small pat? Wa 
special -pat lease te accom- 
vou. 




vlng, pi* 
or colt 3 


Ne offer vou a epecM. -- 

nus — 50 par cant oft your rent 
the first two month* 

Bachelor suites from 8160.00. 


AVAILABLE I BEDROOM 51*5, T 
. bachelor 5165. Pets end children 
ROCKHEIGHTS VILLA welcome. Reliable persons. 

Esqyimalt. large 2 bedroom, co- i p m :- 

loured appliance*, perking, con-1 BACHELOR SUITE, NICE VIEW 
trolled entrance, cablevision, eie- of Gorge. Suit mature elderly per 
vetor. Indoor-heated pool, children ion. Quiet block. Cotherlne Court, 
welcome 524/ per month. Available 9*2 Gorge Road West, 479-4741. 
Immedlaltely. 384-5320 Resident 
moneger, 384-3738. 


NEAR _ 

Larae one bedroom 

8180 Incli 


WOODWARDS 
Dorn suite In mod 
including heot end 

H. 


ELDON PLACE orn block. 8180 Including heol 

Now offering 550 moving-Hi bonus.! co btovlsion. 3834088 o r »M4Si 

, OCEAN VIEW. FENCED YARD, 

SBMrSWggSj MS 

v&^tcSruxr ** j "Mm 


Carnarvon Manor 

,..^R»ES 
Indoor Pool 
Sawn* 

_3 t3-3jiyorft4«M 

1 BDRM., $190 
BACH., $160 

27*0 CEDAR HILL RD 
Modern block with shag, carpets, 
tree hot water, heat. Available Im¬ 
mediately, 30*4097. 382-1478. 


$159.00' Including heat, wall to well; Management 386-6855 
carpets, sun drapas and coloured j management, aae^g; 

cSJretaSer 3*3-1447 1 $177 PER MONTH 

PRIVATE ENTRANCES 
Close to schools thos# 2 -bodroom 
suites are situstsd near bus reutaa 
and shopping. Good aoundorooflng. 

From 5305. AMnogor 388-48*3 Of 


ESQUIMALT 2 


AVAILABLE NOW 
AND JUNE 1st 

Available immediately 1 1-Bed. Ste. at $165 

oedroom, *121. including heat end >Bed. Ste. at S23o 

p * ,s ’' Tn.» WIN. locFNd In 

* A ~ 7751 , between 4 -» p.m.- Qu i«i building especiall 

ONE-BEDROOM CONDOMINIUM, senior adults. Building 
baskf* Baacon Hill Fork, heated 
aoo:. I?50 car month. Phone attar 
«. 384-1550. _ 


sidte* and 2 bachelors, avallobla | n ne bedroom sultas from SlfoiM. renf, 1 and 2 tad r J^niJ i r ' modern »tova, drapas, ad 
immediately. 3*5-1615. ! two badroom suites from I sot. block. Indoor he#tod pool,, in-i j 0 n# 1st. 477-3*08. 

- --. - -. r- -..... ..^.^ ' 7w ' i;u) oo r tercom, hasting, cable Included; - 


weep Fw-Eittrsia 

Iruom in modern stove, drapes, adults, no pets 


Waterfront Suites 
Reasonable Rent 

Locetod on e quiet dead ond rood. 
Features indoor pool, seune, •pmp 
covered perking, heat end cablevi¬ 
sion Included In rant. Sprrv. "• 
pats. 1 and 2 badroom suites avail¬ 
able. C«M resident manager 
385-4032 or Roolspon Proportlo* 
LHL 


31*71 




lif. 


-VAILABLE JUNE UT TWO 

aBa»n&<arwwi 

.n-j.Ti 


•i#s. no pats or childran. *1*3. 

477-3343._ 


NEAR DALLAS ROAD, SFACI0U8 

no children. 383-9153-_ 


CITY CENTRE 

Office and apartment, older autat 
e I a c k , references, 815M18I. 


AVAILABLE JUNE 1»T, 

room $160 bachelor $146; 
neat and cebto. 384-7924, 


suited to 
on trens- 
oppothe Shopping 


Me."Phone* after 4 o.m.,_595-3V 

DELUXE 1-BEDROOM CONDO, 
very | University Perk Terrace, available 
. . ...-- e;, 477-84*1. 


June 1st. $245 per month. 



UPPER FORT ST. 

ona-bedroom 


wafer, heating fndudgd, very 
sonebie real. Sony, n# chlldre 


_ A^ilebie Jvr 

manager, 288-4273. 


r phone 


B Fo r further information pit 
II Brown Bros. Agencits 
5-8771 


Isvsllsble Immediately, childran LAUREL POINT 

as# ■ welcome, 8247 per month, 388-S320 Deluxe 7 -bedroom suite on *th 
etior 344-1731. floor, harbour view, every con- 

--calve bit option, 8475. 479-6754. 


TOWNHOUSE. CLOSE TO PAR 
I lament buildings In Jama* Bav 
area. 3 bedrooms, stove and 
fridge, wall to well carpet, large 
storage area, covered parking; 
available Juna let, 8350 per month. 
652-3618. _ 


Two bedroom and one badroom, 
good suites, good view, clase to 
Neden and Yarrows, children wel¬ 
come. smell pet. 385-4832 or 


bus. 


* 


FOR RENT. 2 BEDROOM CON- 
imlnlum 348 Burnsld*. Phono 


dominium 

5*2-9828. 


FIVE MINUTES TO TOWN, 
1200 everything fnc 


ESSBT- 


TWO 

ludod. 


EXECUTIVE LI VI NO! I 
Large one bedroom convenient lo- 
•Ion, oil omonitlee. 595-5141. 


PERNWOOO N€ 
»reted 1 -bed room 
.ne 38 4-4 571 after S 


NEAR BAY _ 
i apartment, 
p.m. 


ONE AND TWO BEDROOM, 
Rockland area gujet block, oleve- 
tor end controlled entrance, suit 
qule» n^t^hj adults. no childran < 


LARGE ON 
mont suit*. . 
Ing room with 


MEEK!* 






TWO AND THR* 

igno 1®' 
a.m. 


for Jut 
a.m.-5 l 


SMALL ONE BEDROOM APA 
myj^51a^ij month, tsqulmelt, 






FREE 

ONE MONTH 
Rent Includes 
Hot Water and 
Heot ing 


VICTORIAN APT. 

2111 SPRING RD. 

2 -bedroom 8200; 1-BR from 5160. 
Parent with child welcome. Res. 
• , 383-4999. 



2-BEDROOM FOR 
of one. Lower, 


sum 


BACHELOR 8UITI TO RENT, 
im^jsertiv fwrnlehod, Pftor 6, 


1260 PORT STREET- 1-EDRM. 
SUM# 8160. 595-4460 



FAIRFIELD 

Available Jun# 1st, qulet- 7 one-bed- 
, room suite for matur# person, 

LL * DC 1ACHELOR M rk and shopping. 8130, heet 
suite *150 per month. Including „ d ,|n m included, fher# bath- 

heat end cable. 383-83*4._jcoom. No pets. 1032 Ollphent 5t„ 

1-BEOROOM BASEMENT SUITE,, collovonmg* 383-8385._ 

fl70, * h0n * GRACIOUS LIVING 

aftor 5, 3Pm _, L* r g» ocean front sufta overtook- 

SELF CONTAINED BACHELOR jns Oak lev. ^Jj*"; 
sulfa, near Cathedral, 8110. Older fn * n I 

person profarrod. 479-4944. Inciud nq fWapiaca.^A m^t fqr 


TO TOWN, CABLEVISION 
, 1 bedroom sulta, 

i, for quiet matura parson, 


JAMES BAY, ONE 2-BEDROOM, 
Juno 1st, 8232, across from pork, 
l-fO-wOlTij* Michigan, 385-9358. 


FAMILY APARTMENT, a 


|EMI-WATERPRONT, l A 9 O _ . 


SHELDON COURT 
1 SMdaus modern 2 -badroam, . 

■ ur n ’ r . 


ieu 




building. 479-5205. 


Sifsisn« , !iwF LUD ' N# istfsm wi9$ 


Ok. 


BEACON HILL PARK ARCA AND 
Jama* Bav area. Bachelor, 1-bad- 
LANOPORD. 7-BEDROOM room and 7 -bedroom, Price* rang- 
spartmant, available Immediately, Ing from 8164 to 8240 par month 
8148 par month. 478-3021. with guoranto# of no Ineraoae for 

uImSi 


*157.0*. 1 BEDROOM, 877 OLD 
EK^imolt Rd . Juno 1st, 382-5243, 




srf^To n .•'»^a^ , ' m *** 




l-BEDROOM APARTMENT, 
nay wotorfront block, 
*42-5130 


, 5 ,B 


select i v* tenant. *79$. 


for the 


7-BEDROOM 
with pool, Hr 
shopping c* 
schools; aval 
per month. 
477-1940. 

CONDOMINIUM 
do*, stove, close to 
nfre, buses end 


ALL LADIES BLOCK. MODERN 1 
bedroom, weii-to-woll shag, bal¬ 
cony, near Woodwards, bus lino, 
8184. Juns 1st or July lot. 
1834774 . 392-1224. 


118* LAROE 1-BEDROOM SUITE. 


VIC WEST, BACHELOR AND 
1 -bedroom suite In • dsan, quiet 
block, from *149 up. Hoot, cabt# 
and parking Included. Close to bus 
---“ion# 384-7245 


ESQUIMALT 


385-1047. 


CAMELOT 

3620 SHELBOURNE 
1 -bdrm., w-w, free heat, catxtyj- 
slon, hot water, end perking, 8202, 
Adults, 3*2-22*0. 477-4320. 


BEDROOM APARTMENT. 1200 
block Fort, walking dlstgnc* to 
town, heat water, cable end pork- 
Included, *175 per month. 


Ing Included, $ 
384-48*4. 47* 2324 


mm 

melt Rd. Heer^ceWevlilon_ end 


:2S&. 


NE BEIMOOM 8114, BACHE- 

Kidffir jaw- 

U-7772 * iimnwemy, iwiae, 


h i gnway, unns sa ran, wim rrioga 


AVAILABLE JUNE ItT - 1-B¬ 
room corner suit# wtth balcony. 


7 BEDROOM, UTILITIES, NEAR 


ne-bad room apartment, available 
ow or June m. hoot, porklnq and 
able Included. *44 Tatter sal 

la of 


Drive. 478-912X 385-207*. 


2-BEDROOM SUITE, DRAPES, 
fridge, stove, cablevision end heet. 
5 minutes from downtown. Bus 
stop at door. $230. 4784025. 


AVAILABLE JUNE 1ST. UNPUR 


*2? 

cook 

turo 


d on* badroom, controlled < 
:es, heat end coble vltH 
Street area, elderly or n 
adults, 384-5418. 


BEDROOM, $228. 
“to viow, vr 


kictSlor, 8?51. "Set view.' wsfl-to- 
wall, drapas. host and c*W#, t con- 
t r o I fad “ - - - 

3*3-5*39. 


ontranco. Esoulmalt 


LOVELY CORNER TWO- 
bedroom suite, electric flreplsce. 

2 BEDROOM, SPACIOUS, CAR- 
ptted. suite, central. cNidren wel¬ 
come, 384-4013 days, or 479-72*6 
evenings. 


schools, 2 -bedroom condom Ink 


JAMES BAY DELUXE. SPA- 
dous 2 badroo m suits*, *11 ameni¬ 
ties, $450 per month end up. 


WOOLCO AREA, QUIET, 2-BCD- 
(‘oomT beeement suite, cMid end 
pets welwne, *268 P.M. tocludln* 

util Weis. I8845H. _ 

OAK BAY, LOVELY QUIET, 
1 -bedroom sutto, alt vtiltlo* todud- 

s’ cKitr’iw?. '•*' 


8147. 1-BEDROOM APARTMENT, 
James Bey, no children or pets, 
floor covering eseentlai. Available 
Jun* 1st. «M 8 ~ 


NICELY 
room, util I 
tronct. 8240. 


DfCORATCD 1*Bf 0» 
ity room, aoosrato #n- 
0. 4784155 aflor 4 p.m. 


VILLAOI MANOR, 1814OAK BAY 


heet. coelevtslon, i 
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IU DAILY COLONIST VlcUrta DC Sui«L>. M».' 

■M ArAItTMBXTS TO 
RICNT I'NTt RNKHKI) 




CUBBON 
ON COOK 

1044 Balmoral Rd. 

Brand new and centrally lo¬ 
cated building close to town. 
This quality complex de¬ 
signed for seniir rentors has 
much to offer, quality car¬ 
pets, bright wallpapered 
kitchens and bathrooms, 
double glazed windows, sun- 
deck and inner courtyard. 
Each floor has its own 
laundry and separate 
lounge, close to super¬ 
markets, bus. medical arts 
and churches. We assure 
you top management and 
security. Office open dally 
1*3. After hours suite No. 
401 For transportation to 
v iew call 388-7324. 

Amblewood Deveiooments 


*4 MUMP 

ACCOMMODATION A 

sriu. available" wantbd: _ 

5nJj& 

wooi. co 
hem*, ft 


:trs 

tat Dtmuncs to itcvr 


W 1 HORSE l 

vrim.iM 8 


MOCSr.S TO ItRVT 
on KMMft.lf 


LADY CXSlStS TO SHAAE FUR- I 

i iSftKSBfc 

OAK SAY. CO-OP HftiJCF i m#nftL 3M-7980 


201 APARTMENTS TO 
RENT FURNISHED 


Complete 

Property Management 
HAS AVAILABLE NOW 

One-Br. furnished suites near Jubl- 
m Hospital. shopping end Roc. 
CantrsHaat end water included. 
Rents negotiable Contact Resident 

a assoc.i 


WEEKLY 
DAILY 

Neer downtown. Specious, 
furnished st " 


HW.IW 1 ; fully 
lour T.V., linen 


supplied. 

rHARTNELL HOUSE 
1304 YATES STREET 
U4743 OR 386-2412 


end dishes suppli 
HART* r 
1204 V 

Mid; 


JUBILEE HOSPITAL AREA - 
on bus route end across from 
shopping. Fully furnished Including 
linen and kitchenware. Heat, hen 
water, cebtevlslon and parking 
supplied. Bachelor. $270. On* bed¬ 
room from *230 per month, Adults 
no pets. 592-9516. 


PERSON NEEDED TO 

ssrs mST^ » 


AREA. 4-BEOROOM ! 
vi Iv carpeted Prapiac* 1 
»-»*» Mrk- aval 





HOUCKS WANTED 
TO RENT 

'I COM>CtT» INTti 
*e r ior work Pf I 
in iMMiil - 
;-0#o r 0om N 


m VIAUi. WARENOtWrn, :ll 
RTOIUQS and OPTM KB 
TO RENT 


J-pad ro ant house wftti 
loose. June 1 Other 
possible. 479-75JJ 


BEACON HILL PARK — BACHE- 
lor - 675 Niagara St., modern 
bonding, quiet, close to perk, see 
end bus. well furnished carpeted. 
TV and linens, meld strvice, r>o 
pets or children. $251. Available 
June 1st. 313-3124 or 363-5677, 
ESQUIMALT AREA: LARGE 
upoer fully furnished tl#t In lovely 
well-kept older home. Garden pri¬ 
vileges if desired, references re¬ 
quired. Sorry no children or pets. 
Jine 1 st-August 1st 364-7972, 
.84-3692 


--_ „..._.J mein fur¬ 
niture plus hset md net 
cable end perking (laundry) 
to supermarket. Avail, now ,_ 

ssSHBr LM ^ ! ™- 


.. „ DIF- 

, ERENC.E. SKYLIGHT OVER 
LIVING ROOM. DOWNTOWN, 
FURNISHED, UTILITIES PAID. 
ADULT BUILDING, AVAILABLE 
IMME DIATELY, S19S. 992- 7536. 

WEEKLY. DAILY (3-OAY MIN.), 
English cottage duplex near Per¬ 
il ement Buildings. Sundecks. 1-bed¬ 
room — May ISth-Jun* loth; 2-bed¬ 
room — May 21 St. 384-979$ 


su fe in e guiet, parklike surround- 
ng. Mature ed/ or gentlemen, 
$750. 3S2-S240 


1 BEDROOM ESQUIMALT. 
Quiet clean well controlled build- 
Ino. Color TV, etc. He#t, water 
ceoie perking included. Near 
mopping bus end rec centre 
Ad utts only. No pets. $270 . 384-8220. 
FURNISHED ONE-BEDROOM 
suite controlled entrance, eteva- 
* ' conveniently located, near 
Dalles and Parliament Buikfnas. 
$275 per month. 3>4-4579. _ 

BACHELOR SUITE FOR JUNE 
1st. Close to town, ideal tor retired 


FURNISHED BASEMENT 3 
reams and bath, all utilities, prl- 
vate entrance, prefer a woman, 
$165 a month. Or • couple $110 a 
month. Non -smokers. 479-2235. 

1 BEDROOM. BATHROOM AND 
living room with kitchenette, 
laundry facilities, automatic heat 
included, 7’^ blocks from The Bay, 
1310 Balmoral. $ 130 , 592-9133, 

? ROOMS FURNISHED. HEAT, 
hot water, cebievlsion Included. 
Available now. 4-507 Simcoe. 
383-5570. 


end perk. 386-5366. 

VERY NICE FURNISHED 
Bedroom suite, off Oak Bay Av 
SI§5* month, no eats. 998-3764. 


306-6762. 


laundry end utilities Included. 


CHARMING, 1-BEDROOM. FIRE 
plece. some furniture. Hosoltel- 
Unlverslty, couple. 1618 Richmond. 


. newly decorated. 


EXCELLENT 3-ROOM MOOER 
at# cost pitta, ooooslt# Community 
Centre. Sidney. 656-3632. 


AVAILABLE IMMEDIATELY, 
*eH-conte^ed bachelor. $140 per 
month, 386-090$ between 2 end 6 . 

ONE BEDROOM. UTILITIES 
neer Jubilee, non smoker, no pets. 

592-7971. 


LARGE 1 BEOROOM. COM- 
oieteiy furnished apt, 477-3964 . 

JAMES BAY ONE BEDR 


iVt APARTMENT 
FURNITURE TO RENT 


MAIS 


FURNITURE and APPLIANCES 

RENT 

Twraamiy 

1821 COOK 
385-2435 

■STANDARD FURNITURE 
Tliree Room-.- from 
WO per month 
Immediate Delivery 
382-61U 


"I 


TM to MONTH 


APAimtors 

WANTED 


K5.C fr 


APT. IN OUADR, 
Road or similar out 
feci i Itiee. victor 


204 SHARED 

ACCOMMODATIONS 



EDROOM HOUSE, 
tctudte all utilities, 

preferably. *99418* 


ROCKLANO 
tie female 
•ouse wINMM 

including uftllttee. 


LAND ARIA, 
mele wanted to 
with 7 other 


'Ml 


PERSON WANTBD TO SHARE . 

‘9J-7064. 


OAK . BAY, CO-OP HOUSE. 

heads people, 995-01ll 

««• nUPlJBXEa lO BENT | 

a 

\ 

WESTMONT 

REALTY 3S 388 4434 

PROPERTY MANAGEMENT 

CENTRAL LOCATION | 
2 2 -bedroom duplexes conveniently, 
located oo*e to town and on bus 1 
route*. Both suite* have fireplaces. 
Coll tor viewing. 

CLOSE TO TOWN 

Thi$ 2- or 4-b*droom duplex I* 
available at the reasonable rent of 
9275.00. There Is a basement and a 
yard. Great location for children 
— walking distance to schools. 

SAXE POINT 

This deluxe 3-bedroom duplex with 
eopliehce* available Immediately, l 
A must to view. $395.00 p.m. 

SWtMKe 

wetl carpet, rang* and fridge 

srfemiaj, n x,aa < . 

late possession For further in- 
formation end appointment to 
view calf MONTREAL TRUST 

sztin 

bedroom*, fireplace, stove, frost 
free fridge, washer and dryer 
hookups, full besemant, drlve-ln 
garage, adult* only, no pets, eloea 
to town end perks, $ 2*4 . 999-2466 
after 12 . 

FSOUIMALT: 3 BR duplex era* 
West Bay Marina, me. heat, hot 
water, range and fridge, separate 
entrance. Sue. 20 y rt.; respensi- 
bie tenents. $300 per mo. C. N. 
MONTAGUE CO. LTD., 595-4413. 
642-3315, 6564146. 

Country Setting 

.Magnificent 7-bedroom townhouse 
overlooking tn# ocean. Vary rta- 
sonabi# rant for tn# right tenants. 
6424794° * Development Corp. 

OCEAN VIEW 

Huge 3 level deluxe duplex in love¬ 
ly country telling. Excellent rental 
arrangement available for the 
right tenant Rosco# Development 
torp. 642-5254. 

OUI 6 T OOBae.TIU.tCUM. 1100 

room In toll basement. 
12x17 living room with fireplace 
and draoes 4 epollance*. Avplh 
able now. $395. 4794430. 

UPPER DUPLEX. ONE BED- 
room, Shelboume-Mckenzi# area. 
Large rooms, fridge, stove, nice 
ylejw Large lot, ample parking. 
Quiet relleW# tannancy only from 

SwlwawMSF 

1 BEDROOM UPPER DUPLEX, 
bright spacious, sunny and clean, 
an appliances. Wan to wail canset- 
no heat included Available June 
1st. Suitable tor one person. J.W 
per montr, 2320 Richmond Rd. 
63*4872. 

LANGFORD AVAILABLE NEW 
side bv side duplex, 3-bedroom 
toll basement. Close to school and 
shopping centra. Fridge and stov*. 
478.9BS9. 

JUBILEE AREA. UP AND 
down, 2 bedroom each. Fridce. 
stove drapes, heat and utllltT#* 
Included. $245 and *295. Attar 5. 
596-7219. 

AVAILABLE IMMEDIATELY, 

upper suite. 1 bedroom In older 
house with character. Ideal tor sin¬ 
gle person. Quadra and Bay area. 
$175. 479-8639. 

SIDE BY SIDE DUPLEX AT 1311 
Burlelth Cres. Two bedrooms with 
a fgll basement. Stov*. (ridge at 
<250 par month. Available on June 

1. 366-466 attar 5 p.m. 

AVAILABLE JUNE 1ST. LARGE, 
7-bedroom, quiet country. 1C miles 
from town, no dogs, utilities in¬ 
cluded. washer-dryer hookup $290 
month. 4764366. 

OAK BAY, CHARMING SIDE BY 
side, two bedroom, den, fireplace, 
wail to wall, stova, fridge no 
children or pets. July 1, *375. 
592-4634. ” 

76 SIMCOE STREET. SPACIOUS 

2 bedroom, w-w. tlrplece. dining 
room. Available immediately. $300 
per month. Plea** call BIN 
WEBB 365 2461- Swinerton Stewart 
Clark Ltd. before 10:30 a.m. 

267 TOLCROSS 

Convenient location iuet oft Burn- 
i side, two-bedroom upper suite in 
4-plex. all utilities Included, wash¬ 
er and dryer, parking. Rent $300. 
364-9802 or 363-7911. 

9j$ DUFLEX 

Neer Mt. Tolmi*. 3 bedrooms, 
fridge end renge, available Mev 1 
$325p*r mo. References required 
Phone Victor Wong, 335-2436, 
Byron Price L Assoc. Ltd. 

OAK BAY BORDER 

Two bedroom upper suit* In gra¬ 
cious old house, quiet area, larq# 
fenced yerd $183. 392-2691. 

TWO BEDROOM LOWER Du¬ 
plex on Heultain and Victor St. 
wall to wall, trldg* and stove. $225 
oer month. 5954032 after noon. 

VIC WEST UPPER 2-BEDROOM 
duplex., Frldo*. stova, heat and 
water included. $295 per month. 
382-1388 after 6 . 

1742 FORT ST. CLEAN UPPER 
large, 3-bedroom duplex. $325. 
Wall-to-wall. Haat, water, stov# 
and fridge, 636-5862. 

1 CLOSE TO MAYFAIR, SIDE X 
side 2 bedroom duplex, toll base¬ 
ment. Drtve-ln garage. Available 
18265. %6-7$46. 

t SIDE BY BIDE DUPLEX BY 
Jubilee Hospital, three bedroom, 

1 stove and fridge, garage, $330. 
479-4560. 

OAK BAY BORDER 

1 Large upper 2 bedroom duplex, 
fireplace, redecorated, oafs and 
children welcome. $210. 396-7619. 

ATTRACTIVE, CONVENIENT, 

carpeted 2 bedroom side by side, 
epptlances, privet# fenced yard, 
$275. 476-ri19 weekdays after 6 . 

REDECORATED 2 BEDROOM 
side by side duoiex, carport, stove, 
fridge, wetof Included. Available 
now *275. 47943*6. 

3-BEDROOM LOWER DUPELX 
with fireplace, utilities Included, 
available new, 8263. 3864811, 

656-6693. 

3 BEDROOM, NEWLY RENOVA- 
ted, all utilities Included, 8273. 

OAK BAY BOROER 

Upper 2 bedroom suite, quiet area, 
fenced yard) $183. 992-2691 

ggfSSBl 5 £I 

2-BEDROOM HOE-BY-SIDE DU- 
Plax. HHislde-Caider Hill, 62*5 par 
month, 396-3911. 

1 DIFFERENT 2 BERDROOM, 
stove, frldee, large backyard, 
Mayfelr araa, 9230. JB44236. 

TWO-BEDROOM DOWNSTAIHS, 

LARGE 2 BEDROOM CHARAC- 
tor suite. In Haritaa* Building, 
Victoria West, *294. 598-7619. 

2-BEDROOM, FIREPLACE. WITH 
addlt tonal rooms In basement. 
$200, after 6 p.m., 4764191 

SIDNEY. MODERN, SPACIOUS 

mvtfJr * eoup,#> " 

3K3UM* 


] SfCMtOOM MJPUX. CLOM 
to school. perk, downtown. 
316-9096. 


2 BEDROOM. STOVE. FRIDGE. 
DUPLex ' * 


2916 FIFTH, BEAUTIFUL NO- 
step suite, adults no pets. -66-9126 


m 

WESTERN HOMES 


liLANFORD 


RESPONSIBLE FAMILY WITH 
references, requires 4 -S bedroom 
home In Cioverdele or Lake Hill 
School District. July 1. For lease 
option t* burenese, 


or with 

366469s. 


HOUSE 

TO CARETAKE 

OR 


temMy of 4. tor 

June, 

592-1718. 



MORTYiAnr.A 
FOR »AU 

PRINCIPAL 

MORTGAGEE LTD. 

14.25% 

Fir 1 Mortgagee. 1 

secured, ^SNcejli 


479-1687 

1030 M^Ken rie Ave. 
tASM 


- FOR MORT- 

egreements. jf you jia ve 




ROOM SUITE. 1 


HOI SEA TO tLCNi 
UNFIT! NISH FI) 


JUBILEE AREA 
Cuts end cosv, 1VS bdrm. Avail- 
JUNE 1st. S250. 

GORGE 

upstairs duplex. Avsil. 
June isi. $190. 

HILLSIDE and QUADRA 
DUPLEX 

2 -bdrm. upstairs end 2 -bdrm. 
downstsirs. Avsil. NOW 1225 and 
$250 

JAMES BAY 

TOWNHOUSE! 

New. 2 bdrms witn den or bsm't 
area. With fr. and st. $330; without 
$330. Avail. NOW. 

$405.00. 229 Ontario St. — j COLWOOD 

»m town no use*. ecrou -a r »# 3-o#droom suite In 4-pi«x, 
chooi end playground. i $ 2 v 5 includes heel and light. Avail 

1 NOW. 

621A Esoulmelt Rood. 1 

"»• | MAYFAIR 

Dll Lsighton Road, upper i ^•V tlf »L l r^Mf?*«< .tgmllv home. 


2M HALLS. \\ AREHOl SK.S. 
STORtS and OFFIC ES 
TO RENT 



"People Helping Pteo!*" 



RETAIL 


Bey Junction. Shops from 690 sq. 

is*wir 

1303 QUADRA 3400 so. ft. 


OFFICE 

QUADRA from 
GOVT., 917 sq 
ESQ. 670 »a ft. 
NTOWN 2600 
QUADRA 1130 


FIRST 

or «00 M. «. I ESS < 
or IJM w. If 


oritxiinsmi. 

Seoview Motel 
Luxury Living 
and Revenue 

Over one eerg of 
property overlool 
I 3 rente! units (i 
! mesnHkent sops 
donee of over ROB so. 

WTSSft, L 

i i n* rental units — 2 PL. . ___ 

'JariSJ&VEjS: 

1 st* prooerty with much character, 

» red at $1194)00. MLS. 

1533 GAIL WEINBERO 477-4467 
366-7521 BILL HOLLICK 392-64/0 
'BOORMAN INVESTMENT 
_ CO. LTD. _ 

MOTELS 

Great buy*. Ma and Pa 
Operation*. Buy now in time 
for tourist season. These 
motela, a 9 unit and 14 unit 
Kiitabia for family operation. 
233 WANTED TO BORROW ^ us now for further infor- 
1 mation. 

AL A1ATTEO 866-5067 or 
.LARK MACKENZIE 585-1586. 
RjOYAJL 'TRUST 364-800L 


Ml RE VENT T. mOPERTT 



WE PAY tA 

oeges and ogres 

a mortgsge or 

S&HE' 

m ** 

Broughton 


Currant mongages on hand et 11 % 
from SIOXOO up. DOUGLAS 
HAWKES at Douolat Hewkes Ltd- 
990 B Ians herd St. 3I4-712B. 


duplex! 2 bedrooms, eider choree- i '• r »* J 105 *? 


tismt. $375 p.m."AvblLNOW.' 

SOOKE 

Large, 3-bdrm. duplex, 
•veil. NOW. $300 P.m. 

3866314 


repleceVoc 
leroe living room, 
garden). 


r further If 


Information call: 

‘ AGENCIES LTD. 
(anytime) 


SSANICHTON 

Avsiiseie June 1, deluxe 

». 2100 sq. ft. flnlihi „ 
, 3 bedroomi. large livlng-dl 
eras with bay window ei 


-yr.-old 
i. Main 
ing-dln- 


y room. Do 
■r ports wtth ft 
I lot. Fridge, i 


BEAUTIFUL VIEW 

$390.00 per month 

Central Seanlch, close to new Hos¬ 
pital 3-bedroom Tudor he- 
with fireplace. View of vai 
fields end trees. Immed. 
cupeocy. 366-6676. 


WE SPECIALIZE 
IN LEASING 

WE ARE AGENTS FOR A VARI¬ 
ETY OF OFFICE. WAREHOUSF 
AND RETAIL LOCATIONS. FOR 
ANSWERS TO YOUR LEASING 
QUESTIONS. CALL US. 

WEEK'S FEATURE 

7700 SQ. FT. WAREHOUSE. CEN¬ 
TRAL LOCATION. LARGE YARD 
FOR PARKING CAN BE DIVID¬ 
ED. REASONABLE RENT. 

388-6454 


OCEAN FRONT 

bedroom to* 
ties. Very r« 
> Devetopmer 


Magnificent 2 and 3 _ 
houses. Many amenltl 

sShoL**" 


PATIO TOWN HOUSES 

Adioininq park with tennis 
courts A few steos to Victoria 

Harbor and waterfront walk 

wavs. 

Naw 2 and 3-bedroom town- 
houses with private patios. 

Five minutes from downtown 
with free parking. 

Cermet W-W with drapes and 
appliances. 

2 bedroom—$295 
3 bedroom from—4325 
P, R. Brown & Son* Ltd. 

762 Fort St. Tel. 363-343$ 
Weekends or evenings 
_Telephone MS-4375 _ 

DELUXE 3-BDRM. 

TOWNHOUSE 
MORNJNGSID^ WE|^ 

- $323 

— $360 

_____ __ xoollnq, low 

cost oil heating. W-W cerpeH. full 
basement, elec, flreoiace, tree 
water and cabtevitlon washer, 
dryer, trldg# end stove In each 
unit. 

Contact Mr or Mrs. Turner 
477-B4B1 

Byron Price and Assoc. Ltd. 
3K-243I 


603 MANCHESTER 2 BEDROOMS 
piue full basement. Auto oil heat. 
. .Immediate possession. $275 oar 
* month- Please can BEN WEBB 
£ : 385-2461 before 10:» a m. 

Swinerter Stewart clerk Ltd. 
TOWNHOUSE, CLOSE TO PAR- 
Dement buildings In James Bay 
area 3 bedrooms, stove and 
fridge, wail to wall carpet laroe 
storage area, covered parking; 
available June 1st. $350 per month. 

! 65 2-3616 ._ 

I NEW EXECUTIVE TUDOR 
noose. Rockland area. 3 bedrooms, 
I plus den, 3 bathrooms, kitchen 
I with dishwasher, stove and oven, 
electric heat, $600 monthly. 
363-4454. 




OR BUYING OF 
OF ALL KINDS 
AN POLLARD. 



WAREHOUSE 

GORGE RD. 1900 or 3000 sa ft. 

M-W CENTRE 

2614 BRIDGE ST. 
SHOWROOM from 345 SO- ft. 
STORAGE from 200 SQ. ft. 
OFFICE from 125 SQ. ft 
Cut your expenses, but en|ov the 
use of the services of a laroe of-i 
flea. Answering Service. Recep¬ 
tionist, Boardroom, Lunchroom are! 
all avallaW*. 

R. D. LAW 366-3124 





BUILDER 

requires short-term fund* n 
secured by mortgage. Interact i 
and up. Provision for roll-over to 
mtereeted investors. 3664)130. 


it crested investors. 3864)1 


140 


BUKINMBS 
OPPORTUNITIES 


Board of Trade 
Building 

BASTION SauARE 
VICTORIA. B.C. 

EXPANDING 

Plan now for October 1971 


-M 


OPPORTUNITY 

MARINA—COWlCHAN BAY 
ease wtth option to purchase 
ullv licensed restaurant 

!XMJ 


BUTCHER SHOP 

W*>l-equlpp*d establishment lr a 
prestige area where growth Is In 
evitable. AM tep-qi»llry equipment 
In Shiny new condition. Long lease 
available. Her# Is on opportunity 
tor independence and to aet your 
own pace. List price — $5C4XXi. 
MLS. Oetalls from 

A. J. "SANDY" CRAWFORD 
477-7291 (Bus.) 477-1561 (Rea.) 

D.F.M. REAL ESTATE LTD. 


BIRD, FISH 
& PLANT SHOP! 


OCCU| 


m i- J ru 

STAP 6 LLS: 3B44B7S. 


"Faopf# Helolno People" -— 


Of writ# 

Mecleb Entarprlte* Ltd. 
P 0. Box 3160 
Edmonton, Albert* 
T5J *07 
: D. Potter 


! JIM P- 
I 364-6075. 
MILDRED 


^? , £xps: l ?u«r o-b *45 

-^Moorage tor approx. 30 average 
boats. 


s' Straet. Tha bualnass In- 
all furnishing s^^ butjt-Jn 


fish, 


kitchen — oil furnace 

J fairs rooms, etc. James Bay 

irea. 


2 V 1 Gat-- 

Excapftonal .sound 


TOWNHOUSE, EXCELLENT 
value. S325 per month, three bed¬ 
rooms, ilk bathrooms, basement, 
pool, drapes, appliances. 363-7662 
or 479-2514 aftsr 6 . 


5 BEDROOMS. FIREPLACE, 
large yard, clean. 3690 Douglas, 
$395. 3 bedrooms, fireplace, forge 
• stove, $315, 3636 


yard, trldg* and 1 
Douglas. 638-5364 


MATURE COUPLE TO RENT 
townhousa July 1st. 3-bedroom, 
full basement. Careort and surv 
dack. wall-to-wall carpet. $373. 
364-5526 


WEIRS BEACH — METCHOSIN 
Smalt 2 -bedroom soft age on nice 
lot, ideal tor young couple or sin¬ 
gle person, 1275 per month. Phone 
476-6792. 


10C6 Fort St.. 14*9 Feet of modem , — 
office space avallaoie. C^nve- 365-7721 

nient Fort Straet location. Parti- _ 

t oned offices and recaption area 
available for immediate oc¬ 
cupancy. 

•33 Yates St., approximately 2( 
feet of commercial space with 
store front on Yates — lari 


OFFICE SPACE 
FOR RENT 

939 E soul ma It 

S ; It. Wali-tg 1 __... 

flees — $400. per month. 

. GARDNER REALTY 


VICTORIA DELI 

5HO yT': N 2u C So T,,E ' 

Wish to be seif-employed and In -1 ‘ 
dependent? This mev be your call, j 


REALTY WORLD* 

FAIRFIELD 
SxS IXJPLEX 
148 LINDEN AVX. 

Md 


HOME AND INOOME 

$85,500 

106 SquthgMa St. — off Ceor. - 
well-kept’ 6,197 SO. ft.. IU-? proper 
ty with 2 -lR seif-conteined owners 
suite, basement suite end 7 fuur- 
nished HK units. Handy to Beacon 
Hill Park. 

To view above 2 listings, aloes* 



DUPLEX 
10 ACRES 

Wander around the 10 acre* enlov¬ 
ing the abundance of wild flowers 
on this unapolled. well treed prop¬ 
erty. You will be delighted wtfs 
the construction end finish of these 
J-cedroom homes. They or# see* 
rated fcv attached cerports with 
parking for 4 cers. They boas’ 
large family kitenens with custom 
bulF cabinets, 2 fireplaces, large 
family room end of course 2 
bathrooms. Unbeatable Investment 
price of $1244100. Open Sunday 
from 1-3 p.m. tor jyeur inopaction. 


TRIPLE NET 

Because of Illness up end coming 
three In on* business. Must sell by 
Mev 31. Complete theatrical cos¬ 
tumes and bridal rental plus ballet 
and theatre makeup supolias. This 
Is to# only outlet of Its kind on 
- ,. v .. . Vancouver Island. ONers consld-. 

- be Ida* huaband-wlf* or: *-*d. P ease contact owner - re - 1 

other partnership operation Full pr#Mnti ,| V# h. Pearson at 36J-S513 
, line of cold meat and cuts, chaese. <*- ity au 

_upstairs — 12501 salads, home made pastries.-—-- ... ■■ 

wall carpet — cright 1 breeds. Eat In coatee shoo area, : EXCELLENT DELI AND COF- 
taka-ojt submarines, send- FEE SHOP in high traffic —* 
. *• 1130 000 .C “ 


V.ATERMAN B ASSOCIATE* 

•arr _ REALTY LTD. 

•23 GOuormeAM Ava . ithji 


wlches, ate. A moot up-to-date and 


sred at S130.D 


PRIME 

Reteil or Office 

ON MAIN ST downtown 


... _ irge rear Losds of parking, apprex. 3000 «q. 

ding and parking area. Avgil- ft. of warehouse area, Available 
16 immediately 1 June 1 st. Contact Harknett Fuel 

Ltd. 2333 Gov't St. 364-9311. 


modern equipped premises * veil- motion please call 
able on a reasonable long-tarm — - 

ease. ML 33166. Futl information | 
available to sincere minded invev 1 
tor. Pleas# call: 

CLIFF ANDERSON 
477-3994 

PEMBERTON, HOLMES^JD 


For infor- 


THE ZIEGLERS 
592-1768 384-8075 
PAGER 310 


rtWBCMun, n\ji_ 

1000 Government St. 


•124 


a bit immediately 

For further 
co nfect Browr 


WAREHOUSE 


. . . BAKERY 

Bakery business has: 

Ipment, 

11 I sale*, 


NOW 

LEASING 


warahouB to -ort or Mao. «"to -5*f.!!!J2E* 

ootlon to pruchMO. IMS »o. ft ., — d,ll< -Qt*«o? potontlo,. 
t’nllhod offlco. wotor InctudoB. 775 Bwttjd bofwlno Includoo. 
Cin Stroot. S1.75 por sq. ft. W«n« -MKo atm. 

,10-7014 pr 477-S27, -TO '* 11 K* < 


A wide range of listings for 
types of stores and offices. 

NEW LISTING 

Prime Retell Oek Bov Ave. 900 ft. | tory 
if w* haven't got It we'll find It it 3134514. 
no expense to you. 

ANGLO CAN AO IAN 
Reef F state and Management Ltd 
200 744 YATES STREET 
366-6855 


-‘- —decoratton-storege area. 

BASTION SQUARE 


--—-- ! Mini. irking. 

Offices aval la Wa, also up to 10.000 $34,900.00. More Info: Call me I 
— “ of basic warehouse, or tac--— 


space, Woodaom* Holdings, 


RUSS BLOW 656-4482 

P. R. BROWN B SONS LTD. 
365-3435 


OFFICE SPACE AVAILABLE IM*i 
mediately In Sidney, suitable .tor' 
"rofatslonal, 612 sq. ft. 2 nd floor 
aoove Toronto Dominion Bank 
656-1141. 


bv t '^at#rtront U, Perk *775 D*r month, large corner lot various sUaa* ave’liaole In modern a^busy* EMuIrMlt'pJeepIng*^square' 
*n««,BB,. hv ,mtr/<PBiiiMi ‘-i- conditioned mm.ii. ” . ' vlxi "' 


363-3142 477-5664. 


. _ WNHOUSES 
looking Victoria Haroour 

-Emo-aced by A ‘. 

with tennis courts 
—Private sunny oa' os 
—W-W Carpets, drape.* ano *pp, - 
ances 

—Free park mg 

inutas from ooxntown 
2 BEDRCJM $295.00 
3 BEDROOM $355.00 
724 SEA 1 1 RRACF 
P. R. BR3WN and SONS LTD 
* • FORT ST. 385-3433 

anytime 5950165. 

--NEWER 3 BEDROOM BUNGA 

GORDON HEAD RANCHER low, country setting water views, 
Shake roo* 1600 sq. ft.. 2 years wall to wait carpeting, children 
3 bedrooms, master ensulte, and pets welcome. 479-0905. 


DOWNTOWN OFFICES 

choice of office spaces of 


RETAIL OR OFFICE 


ENERGY 

RELATED 


RESORT—CAN IM LAKE Shows 
steady increase In volume, a 
chance to get Into exciting TgurW 
Busin*** on on* of the B.C Inte¬ 
rior's moat beeutiful lakes. 

17 UNIT MOTEL, Cafe, Dwelling 
end tots of room to grow. In excit¬ 
ing ChMcotln Country. Property 
contains over 100 acres. 

Contact Dai* Mprlgy or Stan 


STRETCH 

VALUES 

APARTMENTS 

10 iuitaa—No vacancies, 3 dccu 
fo Victor I# General Heapitai, 12 
veers old. For sol* or trad* « 
$235,000. Can Clift Stretcn 479- 1 **; 
or 477-0981 

7 spacious vjitas, Rock lard Go-.' 
ammant Housa area. No vacan¬ 
cies. ExcaMent building tor see or 
treoe at $159,000. Call Cliff Strttcti, 
479-1667. 477-0983. 

One veer new — 6 suite* pius 2 

commercial rentels in this fine 
building. Full price $309,000, rear 
may be considered. Die! 
Cliff stretcn 479-1667 or 477-0961 

J. H. Whlttom* B Ce.. Ltd. 
Royal Oe< Branch 


rrtprovemeri a ir _ __ __ 

_cilv oarkade. Raasonabia rents. 

2 BEDROOMS. FRIDGE AND RETAIL OR OFFK 
stove, no oesement; $300 per Approx 7400 sa 
month available June 1st. 1551 i round-floor sd•• 

Kenmore- 477-5701 after 6 . 


building oppoele Au"prox ‘'^ 00 m .,. 

381-5471. Concord. 


TWO BEDROOM COUNTRY 
home. Privacy on 7 acres with 
qareqe Tax* over ease 716 Ard¬ 
more, 656 -3CB6. 


ate posses 
MORGU 


ft m mnrt.rn DOWNTOWN LOCATION, 

evSiehSTO 1 050 wcehenf office soace. 

V 375 per month Includes heat, *te- 
vator. electricity and Janltoral s 
vices. Cali Royal Trust, 366-4311. 


rr . 


iv room-flreplaca. utility room, at 
tec bed double oarage sunny patio. 
5 appliances and drapes included 
$525. per month. 384-6075 o*g#r 

306. _ 

GRACIOUS FAMILY HOME, DIN- 


BEAUTIFUL 4 
house separate dining 
basement, neer Town at 
-$450 monthly. Ca’I Bob 


log room and spacious living room pager 6C7. 
wftn wau fireplace. Large electric 


FAIRFIELD. _ 

room character_ _. 

except Hydro. 365-1733. 


WAREHOUSE FOR LEASE 

Approximetley 3400 sq. ft. near 
i naw concrete block bulldlnq at 634 
D*vonshlra Rd. Heated deck loed- 
BEDROOM! Ino, 3 large overhead doors 20 ft. 

.. .. . room, full calling, smell office Included, 2 

r Town andXoyntr, washrooms, special loading bev 

-* • 366-0953. 1 for 45 ft. trailer. Plenty of Park- 

fenced In tor security. Avall- 


LEASE IN 
downtown Victoria hotel. Coffee 
! shop-dining room. Ideal for hus- 
•; band and wife operation. Phone 
. 477-5767. 


I Ing, fenced In for security. Avall- 
L° V ^ LY , JM? • b,e on 30 <7*vs notk:#. Good ease 

,r "Siff t0 QuallfledTtenents. Picas* cell 


with wall fireplace. Large electric , acnannu Tniwu H nmr 

kitchen, 2 bedrooms treed garden, ^ E .Wi Bt 5 . 0 * l ? 0,v 
Iwwn maintenance ty owners, cnli- Col wood. Appliances, drapes, tjre- 
dren. pets welcome $-a00 Includes 
an utmiet. Ratarancet. 596-4994 or 616 -5131 
354-9271 


1477-6621 


carpets. $350.' 


INSTANT OFFICES 

IN BASTION SQUARE 


HOUSE FOR RENT 


211 HOUSES TO RENT 


band and 
after 7 p.m. 


DOWNTOWN LOCATION. 
Various single office* and cult** 
from 264 sq. ft. fully serviced at 
competitive rentals. Call Royal 
Trust. 316-4311. 


ARE YOU A FRUSTRATED MU # 
slclan, trying to earn a Hving? I , 

„ open house 

SUNDAY, MAY 21 
PmaPti?FjT»,ten»j<lo ,, 'R:| Viewing 2-4:30 p.m 
_ 1162-1164 
Goldstream Ave. 

m Duplex overlook ma 
d Lake. The inteHor cony 
Living room ll’xlf*' 


(PART TIME) FAIRFIELD 

Out at town, must *•*! ttvs month, Lanevtew 

6 very pr unable equipment main- Thriving grocery business m we , Langford f 
tenant# contracts with Victoria established good residential dis*. prises Living 
vicinity laroa firms. Too much, Many years In same location. Rant Dining room Ive-'iiO' Cab kltcn 
travel for me. Excess $20,000 vr. extremely reasonebie; good lease. ; *n. .Master bedroom 15 6 "xV' ino 
grge*. Sail for $lLi 6 o. Secured new $29,300 piu* rtock. C. N MON | I3 x10\ 7d lyi^, 2 Batte-eomT 
- — wtract, will fully | TAGUE CO. LTD.. E.|ww turoushiut. “oSSIiL 

Ko'stad 642-3315 electric heat, perking. Price re* 

, r , ..p, -ru -YVlt^ CTY^p. *0 $45000 WM HOLLICK I 

lir.ATLTH FOOD SivJKI. I n attendance 597 6470 or »6 7 52 : 
newly established, city centre, i BOOR.MAN INVESTMENT 
Vendor Will consider retaining 


Ina fo 

fully-- 

SS. ^C n •" 


office or retell space' in new 1 _ 

Ing. Approx. 1,200 sq. ft. with good 
frontage «nd some perking. Cell 
Roy al Trust, 3^-4311 


OAK BAY RESTAURANT 

We have to# privilege of pff< 
**■“ ’“I o* the nice 
restaurants 
table opara- 

___i fi) eeopta. 

■n *nort. a clean, tunettopaj 
and profitable ooeretton Full 
details to aubstantjjse ton ask¬ 
ing price of $127,500 Available 

sw , H m, «f r html 

"MR- MEARS OAK BAY 
REAL T Y LTD. 

YOUR OWN BOSS? 

Direct vow energies towards tola 


some Interest or will carry some 
financing. Please call: 

G.L. Lloyd 477-1641 Rene Bourdln 
Block Bros. Realty Ltd. 
479-4105 _ 721-3906 

HIGH HILLSIDE^ 

11 439 sq. tt. of RJ-2 zoned City 
oropertv. Also plans for 10 unn 
Condominium or rental apartment 

$110,000 value. 

Jo# Manton 362- 

ROBERTS INVESTMENTS LTI 


6»2 Fort st. 



TRAILER PARK 

1-5211 1 31 JB5?* hi'iY. occu * Jl « fl Ph« owner . 


: ^iirTrTA.LiyrD Ton asj 

..mm ! mm. nuar. -net rtrwrlexner Vancouver suburb i r ° •' *43U4XXJ 


2400 SQ. FT. INCLUDES INSIDE : sure cleaning operation. Low ever-j mat dryctoaner Vancouver suburb i 
otticas, ideally suited tor small need. Good contact* supplied end farm community. Ideal location 
manufacturing shoe, modern build-;includes toHv equipped truck for'chv end tourist traffic. 5 veer 
inq, $600 month, triple not lease 
652-1777 


include* toHv equipped truck for ctlv *nd tourhrt traffic, 5 veer Vancouver area In ex 

$30,300. 1 ****.’ l.d.p., will carry end train, ' w & OROON nnyFy 

HUNTLEY WRIGHT reduced to $30,000 must S*H 3 *^ 3 , EY 7 ,! jc^ 


Three bedrooms, and two In Base- c Uil , 
moot. Clos# to Wooico. Reterancas . 1 - 
PM. IRENE DALZEIL 
or 386-6164. Cash* Proper¬ 
ties. 


263-9950 


FAMILIES AND PET 
WASHER AND DRYER 
3-bedroom Townhouse. Condo. 

.watt, 2 baths, fr.do* and 

draoas, near Gorge 
. parks and school. 
383-4566. 


j cm i#ii" then Yha’eoit'ofT aecre- '" 9 . *400 month, tripia nat lease. tfbjd 6 ~ "" lease id.a., will carry and train 

tary s salary wa provide a com- a ”' ,77y __ 7 tuii«i HUNTL£ Y W * IGMT x 774 ia «7 st*^S ?2 

plately f urnished office. *^ret#ri*l 2ND FLOOR OFFICE FOR RENT. | 477 ' 0, ! , .u adai a williams ^ I * v **^° - l - l * Cl 

FI'RMSHFJJ aarvlca. tatophdna answarTna, co-1 J 3 t M . «. L-shaoad. ramovabie: ADA'R-WILLIAMS^ . 

-war. ato Flexible leasts availabla. .partition, fully carpeted and wen 477 ‘ 0,M R(Vv ., Tm - 

M-.w-.MM INDEPENDENT CON-1 VICTORIA INSTANT OFFICES ! !iaMt 4 nio«w niuaiM « r»n Rovai Trust 

tractor’with qrowlnnq family, seek- ! 368 *813 
ing 3 or 4 bedroom house to rent, 
prete^ebiv in the Mlllstream #*;##. 

d *r I Tour bonus is your own covered - 

mJ rh ,u pr vate parking, only a few steps 
* ,0 purcn4M ' awav from this delightful, bright. 

M3 - 1929 6 __ carpeted office which includes 2 


o^h'LE5 lighted, clos* to Do< 
-6275 PG. 313 236-56 4^ or 36 2-2116. 

WAREHOUSING 
- IGH ‘ 


INVESTORS 

WANTED 


se^«» JCMH WACOONALD 
: 364-91 >6 


**■$!$!% iOfVJ'ltSSSm t£i» I M> includir, OQfking .M 

-I or cottage in naturel setting within 1 .‘• r, * 9or ** 1 service. 366-7923. 

T 1 L L I C U M AREA. FOUR- V* hour of Victoria References. , 395-5534. _ 

bedroom townhouse. dreoes. renge Reasonable rant tor good car*. « 

• ^- ‘to, [ 474-2536. 


OWN 


895 FORT $300 


and fridge. 


_ _ . . bathrooms, pall 

well to wall carpeting. $395 month¬ 
ly. Mrs. Cheung, 479-7053 or paging 
operator 316-5464 cell 616. 


COUNTRY SETTING 

_let professional couple seek 1 

vate vcluded residence. Cabin or 


PRIME OFFICE SPACE 

i Situated close to town but ter 

-- #w#y ^ m , w ^ heavy 

Space includes heat, air- 
sir 


DELUXE TOWNHOUSE S^iuSLiia Could condition^, lanltorl, 

Gordon Head, 3 bedrooms 2 baths. 1 •toukl be ‘J'’® 0 '*-. c< *^ 0v#f ^ M M R#ot , 

Living room, plus family room I move In at any tlm*,^^0. Box t|| ,w 
with firaoiaca Fenced yard, cover -1 Postal S tation C Victoria. .WESTMONT REALTY 
•d_ Parking, $375. Available now. | METCHOSIN 


< GLASS BUSINESS 

1 wen-established Glas* Bus'neis tor .secured — good return, 
sale excellent lease and location. | tion 474-2121. 

Aggressive spies and potential. 


SIDING. CENTRAL LOCATION j-SPORTING 

L K\h Si ini' CALL MR ' DUR ’>V rapldfy. Health forces °saie, I rstawisned shop In growltig ere* 

KI N .- 3 ”'r 4 *-_* will teach prosp^lvt boyar, gross 1 Excellent Inyastmant for right per- . .... 

STORAGE SPACE _ FOR RENT,, *•!«• very g b od. Stato mants to yl^fJ'prSsT'Box f# ®^ V, C*n^a S | U IqiMtlon 0 — ^SS* 


Gorge Shopping Centre. Phone Show screened prospective buyer. 
366-561? No eoents- Victoria Press, Box 


WANTED - SAAALL OFFICE OR 
Shared, permanently dating ser¬ 
vice. aytnlngs, 362-6641. 


TWO STORES. *1» $200. ON 
buav road. 700 sq. ft. large parking 
lot. 362-7441. 


662-4366 


r 

(1977) LTD. I 
366-44341 


DOWNTOWN, NEAR BAY I home. - - -- 

store, 3-bedroom house. Electric b#*ch, ocean, end Olympics. MuM 
heat, hot water, stove, wall-to-wall be reliable couple. References re 

carpet, set tt B4T — 

struct Ions on door 


AREA. OWNER !’» Hillside 
overseas Furnithsd _____ 

with breathtaking views ot | OFFICE FOR RENT 


MORTGAGE LOANS 
Rod INSURANCE 


rater, stove, wall-to-wall be reliable couple. References re- Choice o«i C# w «ct, McKeni 
i at 641 North Perk, in-ieulred. Available July 1 $425 per Quadra. Free perking. Cal* 
yn door. month. Victoria Press Box 72. R. Geddes 


$300 CLOSE IN 

Older 3-bedroom home. New car¬ 
pets and paint. Athletic park area, 

477-7545. 


•.GARDEN — SPACE LOVING 
family need older home In 
country, 4 bedrooms. Willing to da 
I repairs and glv* loving cart to 
, house and oardtn References 
LIVING avail able. Eleanor Crowe 366-2441 


___ Pacific 

Realty Ltd. 

479-1687 


; devs - 366-7626 after 5. 


BEDROOM LARGE 
m. fridge, stove well to wa 

_ Ha-tre .tW » »" L $i,l3.a .. 

2 BEDROOM HOUSE IN GLEN I backyard, orateraoly private 
Lake, close to schools and stores,. garden, reaaonabf# 

Include* trldg*. stove and washer.; maintained. 312-0401 
availed** June 1st, $300, 592-7543 or — — ^ 

382-4134. (24 Hr*.) M “ 


AUTO REPAIR 


Soaca In shopping centre with ex- 

""■■“".1m 3 m K • nMr '- 

cr«.r.0l» orlvtt, with | 477 - 

g«rd.n. re.ior.t,!. r.nt - wtll , OOUGUM AND BURNSIDE 
IM. tt Mowroom, otflci 
slorege 


THREE BEOROOM MOBILE 
home tor rant, Shawnigan Laka 
area children welcome, $320 per 
month. 743-3026. 


5160. NEAR SOOKE. 

1 five modern cottage on 
side prooerty. Electric 
able single person. 
642-5106. 


3 BEDROOM HOUSE AVAILABLE 
June 1*1,1V> acre **ctodod ground 
Cordova BaH 
<54 8477. 


3 BEDROOM, FULL BASEMENT, 
Close to Oak B*v *ac center end 
school. $345. 2361 Eastdown* Rd.. 


2 bodoom i 
tMO 992-16 


OAK BAY, 3 BEOROOM. AVAIL- 
•oi# June 23th for 2 or 3 weeks, 
596 3016. 


SHAWNIGAN LAKE. 2-BEDROOM 
house — lake frontage, $240. 
476-3462 or 743-4649. 


HIGH QUADRA - 2 BEDROOM 
house with fireplace, basement 
and garage. Available June 1st. 
$U0 479-3220 


AVAILABLE JUNE 1ST TWO 
storey four bedroom home neer 

sor irvar 1 w 


y OUNO WOMAN WANTED TO 

art house In Saanich with 
v«un* men. 632-2064 


June 1st. 47M39S. 


AVAILABLE 
Lanatord area 2 
place. 476-4149 474-1 


IMMf 
1 b*dr 
-2364 


AVAILABLE NOW MODERN 
3-badroem horn# (or 5 months, 
trldg* end stov*. rent $400. Lake- 
hill area. 479-3527 


BY OWNER 3 BEDROOMS 3 
sat* plumbing, big rumpus room, 
double carport, 193,300. 3330 Wood- 
burn. Call 392-4530. 


__ . Idren welcome. Town end 

Country area. No eopllancas. $310 
plus utilities. Call 3M-4232 11 


YEAR OLD HOME. SHAW- 

Ac ~ n -' 2 -^ 


3 BEDROOM LARGE 
CjN^to everything. SJ». 


LANGFORD AREA. SAAALL. 
tor*#-b*droom cottage . Call 
474-1413 after 6 P.m. only. _ 

jIDT^oo* house, FUR- 

858: a? wnfur ' 


4 BEDROOM FAMILY HOME 
JgSrDrfyp by 3429 


-m 


rule Read. 079. 


DIATBLY. _ 

,,r - * ent ' 


ATTRAC- - -. • 
rural lake 22* 
neat. Suit- 2S5T 


owner. 592-4161. 


____ _ __ isoo 

showroom’ office and 
odern con 
Pleas* call 


MOTEL 

NEWLY OPENED 

Excellent 15 units motel. Close to 
dtv. Owner leaving for Atberta. 13 
units with kitchens, 2 stool# unite. 
Newly decorated, all new 
new electric stoves, new 

a tors, new furnishings.__ 

block building tor sound proof Ino. 

Motel and Marina 

Almost new 20 units (14 kltch) 9 
room base semi buneatow Shel¬ 
tered deep moorepe. Sport fishing 
i charter business. 2.7 acre* of lave) 

— ---- lend. Clos* to Vlctorl*. Very good 

' 0*1 mortgega financing available, 'terms possible. Only $373^000. 
If have tried to obteln a con | MLS. KEN WALTERS 36S-246I (24 
ventlonei mortgage end war* turn¬ 
ed oown due to credit problems 
or not enough equity In your -'•op- 
erty, w# may be able to heip 
Courtesy to fellow brokers. 

CALL 

CLIFF JOHNSON 
382-8215 

F irst VictorleFtnanclai Corps 


MORTGAGE 

NEEDS 

I Low cost residential and commer- 


FOR SALE. 


CHOICE PROPERTIE.S! 

. 1—THIS is a sizzler 
I nform#- Unique opportunity to purenesa c' 
trade, land and txjUolrxi cHe'eB 

-| *♦ $175X00, rental Income is taw 

GOODS | test I c. You don't need a sharp pen¬ 

cil to figure out a qoed money 
maker. Let's talk aoout this on* 
-‘-ITER DOWNTOWN 

J«Mtlon — plus charm 

health food store. WEU.lSSf’ftSS' SS (5L ‘f'.LJE 

vtuated ln_h*avy traffic Jfas , Jtv j ov.-ner* have other interests and 
$-4906 after letter it tor se e et just over ? 

Bet©-* 

KNUD SCMWeT* 4 C /is2*7? 
_ Roys) True! _jr 

ROOMING HOUSE 7 
$74,900 

Presently used a* a 16-rm. board¬ 
ing rouse and situated on ? kx» 
Aoprpx. yearly rent*! income 
*14.220. Expense* 1977 $4,746.1’ 
This property o roned Institution 
et end Is only a short walk from 
Beacon Ave. ExceMent condition 
Communal xltcnen with all app; 
ances Included. Bear 
also included. Excels 
$74,900 

PHIL WARREN 
47^7291 Anvflm^ 


attar otter . 

_ TIMES ANNUAL _ . 

ATTRACTIVE GIFT AND CARD lSji 
shoo wtto excellent turnover. In saleortradf^ b^SSST^ 
modern shopoinq centra in Victo-1 - 

Ha. Victoria Press Box 25 


OCEAN ADVENTURE 

FANTASTIC INVESTMENT OP¬ 
PORTUNITY. $15,000 REQUIRED, 
Rons* 386-4413. 


ESTABLISHED BICYCLE SHOP, 
in Victoria araa, ideal for anerqet- 
ic person, *10X00 plus etock. Victo¬ 
ria Press, Box 31. 


FOR SALE BEAUTY SALON, 12 
drysrs. 6 styling stations, for more 
WOrmafaw phone Mary at 


business for sale, due Illness, 
purchase of stock required. For In¬ 
formation phone 656-6994. 


$5B5. 


HERITAGE OFFICE SPACE 
630 sq. ft. office at 1177 Fort St. 
SUITE, | available June 1st, S300 a month 


3-BEDROOM UPSTAIRS __ . ........ . .... 

$396, plus utilities, no chlkiren or I all inclusive, owner. 656-5909. 
$. Quiet Royal Oak araa. Phon# 

2033. 


TWO BEOROOM FURNISHED 
house, Oak Bay, July and August, 
$300 per month. S9S46II. 


HOLftES WANTED 
TO RENT 


QUIET YOUNG 

child looking tor _ 

ecreeq* In country setting, will 
pev four months rent In advance. 
Call 364-9032 anytime. 


TWO QUIET CLEAN RESPONSt- 
bie Ladies and doe are looking tor 
house in nice area. Reesoheoia 
rent Good references. After 5 
364-3826 


sites, fret parking, ground lavtl 
modern building; reasonable rents. 
Phon* owner, 598-5963. 


WORKSHOP FOR RENT 

k2!, 15'.. LSSCHK 


Pembroke Straet. 


UP TO 6000 SO. FT. 
Downtown suitable warehouse or 

4900 SQ. FT. BUILDING ON A 
29X00 sq. ft. tot, commercially- 
zoned, Langford. All or pert ter 
laaee. 479-9441, • a.m. to 2 p.m, 


lit AND 2nd 
MORTGAGE LOANS 

SOOKE - GULF ISLANDS 
SHAWNIGAN — DUNCAN 
UP-ISLAND - MAINLAND 

specialize In L 
i Development i 

Existing Mortgages Bought 

Twram. 


; National French.! 

Rafail outlet and 
property end 
| stock et ' 

* ADAIR. 

H. W. DICKIE LTD. 

70 Gov't St.. Dunc4Mi, B.C. 
Off. 746-5171 or 7464793 


' and business $64,000, plus 
l inventory. Contact DIANE 


Electronic SMALL ONE-MAN APPLIANCE 
music afore, repair business jwlth or_ without 


DF.h. real 


LTD 


lus truck Phone 386-5363 or 479X266 


$3,200 

Complete beauty salon and barber Large 20-unit guest 
shop equipment for sale. 479-3073 - * ~ 


QUEST HOUSE 
OAK BAY 

house located 


VICTORIA 1ST 

FROM 10%. FAY OFF ANYTIME 
„ Lowest Payments Available 

c# «!!.SL < MI! al1 , ypiifct 

364-7126 (after nours 477X544) 
UGLAS HAWKES LTO. 

" LANSHARD ST. 


DOU 


OAK BAY 
FLORIST—$18,000 

Owner retiring and wcuid ilka to 
sell her small twalnaaa. Located in 
an excellant araa. $5X00 down and 
balance at $100 par month. 10 bar 
cent interest. 

A. E. (Bert) COLES, 3B44001, or 
Rea. 992-rill. Royal Truef. 


HI SINTRA OPFOR- 
Tl’NITIES W ANTED 


24-UNIT MOTEL 

Busy location. Fully mod arr end 
•asv to operate. Nice living 
quarters. $395X00. CTM or trade. 
JOHN SHAVER 366-5911. Douglas 
Realty (Exclusive Agents)._ 


WANTED 


A A AnTr A C* rr R **‘ Insuraitc# andxr prop- 

MORTGAGES sr rsxsz' 

■* “ confldtrM “ 


__j approx. 21.300 

i Long term residents minimum v* 
cancles. On bus rout*. Separa'a 
1 large suit* tor ovmer. Present 
j owner retiring and vdsnas quick 
I Mlt. Asking price *265,000. For 


INjPTON 

LTD 

364-6124 


coming" to’'victoria To aeriy I ’ D. A’ "cooo 
Juna. Ha has requested that I _W. .* 

locata a suitable business for him, 1 , FEMBERTOI 
such as a Marin*. Motel or Camp- i Go/ornmoot St 
ground and Tratlar Fprk. _ 

arfSFijrrt cSs, a tr.? REVENUE 

canded. Muat have living accom- 
niodatton of 2 bdrm*. or more, if 
your property would meet these 
requirements, end you wish to sell. 

Mas* phonp m# at 366-6441 or 
S0S3sh. C. L. (Bun) Fraser 
-»• H. WWttome A Co/, Ltd. 


. 17 UNITS — 14 furnished. Cloa* 
to downtown. FuH erica $139,900. 

Y. S-PLEX — 4 on* BR, 1 two BR 
6*if<onfelned suites, doea to 
Ocaen near Beacon Hill Park. 
Only *74.900. 

2. DUPLEX - 2 an* BR suites us 

r.uyr*% i z i $r ln s * m - 


RESPONSIBLE 
would Ilk# to rent 3 bednooi 
with facilities for 2 or 3 


or | Burma, rafmanone at ramodall- * tr! ct*$f 
n. inq your honvr W# specially in *°x 67. 

UR TO SMS sa. FT ,.JM .LOCK! 

Dougia* Straat avaliaoto M*y 1st land points. i rnirwx«nw 

or sooner, $6 per sq. ft per year.) 

I Ihofp^4«ce to share „PAUL DURAND 

m houll small businessmen In nwi* 4 - 1 ^ * 385-4 

- ntK,M centre. Lanatord area. Very small; 
charge. 474-2409. 


fldanca. Victoria Press 


Doc^l 

this area 

596 *?3 r 


JAMES BAY 
family raquiraa houa* In 
immadlatalv. Must have 
ns and yard, phone 


ESTABLISHED INSULATION 
company for sal* Suitable for two 
working pertners. $23 000 which In¬ 
cludes truck and machinery. Could 
be purchased separately. Call 
362-1366 aftsr 6 P.m. 


tU REVENUE PROPERTY 
PRICE REDUCED! 
DUPLEX 


1 1 SUITES 


RESPONSIBLE YOUNG COUPLE 
looking for housa in Oak Bay arts, 
1 or 2 bedroom}, tor June or July. 
479-6607, 476-4267. 


mrt. 


raTarrronT none, victoria 
2 bedrooms, boathouse. 


RESPONSIBLE FAMILY WANT- 
Ina 3-4 bedroom}, country home, 
with fireplace, by end of June, call 


j-oawrjwfn nontf,__ 

callant ratorancss. Lov* 
Phon* 477-9764. 


WANTio on 

uvic araa, ax- 
eardanlng. 


tCTOR WANTS HOUSE 
Ivacv, pool, fenced, cenfrpL 


RESPONSIBLE FAMILY WISH- 
Ing to rent house in Oak Bay tor 
month of June. 392-1399 aveninas. 


APPROX. 2X00 SQ. FT. WARE- 
house or shop, sprinkler system, i 
drive-in, Industrial zonad. Phon* 1 
366*645 weekdays._| 

... __ . . GFFICE I 

1185. Kltchan, washroom, 
d hot water Included. View 
Rove ! ere*. 479X625. 395X243. 

APPROX. 700 SQ. FT. OFFICE 
tree, wall-to-wall carpet, ground 
JIG 4474 #0Uim-, t month. 


eec* 
eat ar 


WANTED: BTUDIO OR WARE- 

how*# space for blue grata country 

wmr g * 


DATES AVAILABLE FROM JULY- 
Dacambar for wedding recaptions, 
dances, etc. Call Cedar Hill Com¬ 
munity Centra *99-7121. 


SaucuAm. 

MORTGAGES 

lit and 2 nd mortgage loans 
handled oukkty and efficiently 
with flaxlw# terms and payout 

S>tTr, 0 * Nis0N, - L T? 


TE 


HEALTH REASONS. LA- 
modal tandem dump truck, 2 
boxes, 12 yard gravtland 14 yard 
rock with H-Plate. For more Infor¬ 
mation phon* 474-240$. 


On a high Pleasant tocation among BEAUTIF U L L Y MAINTAINED 
H!^M h0 P m £, ,h • .Pftrectlye, )^ r . 11-SUITE APT. BLOCK. ALWAYS 
...“ n 1 “ RENTED — 1$ ONE- 

1215.000. FOR IlS* 

RRY THORNDy£rAFT 
4774467 

ISLANO HOMES LTD. *6-7949 


each untt. Good quality W-W cat 
petlng throughout. refrlgeretor 

ss; M ,.n*ia 

occupant 



CONSOLIDATE 

Too many 



1300 FT. OFFICE 

- .V 


r “’- * 2, 1 "^conVTnb 

116-6771 


*1 zoned. Phone 30I464S weekday*. 


16' HIGH 

motion In# 

raaeonaoi# 


wfieROun 
i8f. JffiE 


■‘A. 



50,000. For 
phon# 


formation 

Town SJIT’JB 


om plato In- 
Webber 


MOOE RN yiSEX^HA.R $AI 





AURANT 838X09 
k>Stton! o£d iP tol2: 


PRINTING 

ICrltoTSJff 1 

ttn.v. B.C 

!. U V8» 525^5 

Cousins Avenue, Cour- 


LOCAL OAROEN CENTRE FOR 

•i#ta, including complete stoex. 
Pnon# 477-3341 ettar 7 p.m 


$ 85,000 

JOHN TODD 

599-2163 

DON'T WATT FOR 
YOUR RETURN 

if« 

, V9U 


LAKE COWIOHAN 
RESORT 

I 10-rental unit resort with 
slon, marine ges^out 


irega 


C00C91 

Suoen 



$112,ion 

MICHAEL BURR 

)044»3 999-2169 

996-7*49 

364-9233 


MB IT "■ 


FAIRFIELD CHARACTER 
5-al*x. fiwayt rented, net yield 
♦ V $93,000 311-4)49 


Kugw^ *tr m 

LANGFORD DUPLEX 
Thl* I* your opportunity to 
nice revenue property In La 
Thl* is a aavan-yaar-old l. 

now for apootntmant to view. 

IMP 3- " 

S-YT.ARrOtD DUPLEX 
Gordon Head quiet, choke loca¬ 
tion, 2 bedrooms uo t down each 

*“*.■sss? Janwip® 

(lroynds. 911SX00. 

SID HASLAM 477-1994 GRAY 

_ LAITE 696 9 267 _ 

PRIVATE SALE. DUPLEX U* 
and dawn, Eawmah area '«*) 
good starter too suite vecant wR» 
fh-e# badroemj and newly ran* 
vatad Ofterj on $64,100 4774611 
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j«i nr\t.M r 

IKOI-tKIU.N MAM Ml 

ESQUIMAU 
COMMERCIAL 
CORNER LOT 


... ...... .miVttri#l lot With 

me end 3-bedroom mumri 
horn* only 

FREDDY STARKE 
3*6-6164 or 479-3*46 

CASTLE PROPERTIES 



Hwliv A AuociUtt Lid. 

LS47 McKenzie 477-7314, 


PARTICIPATION 
investors or partners required to 
develop mlnl-warenouee end stor 
M cone opt. Land It PoecneseC 
and ioo53. foUv serviced with 
w*t*r. iwnr V*v*l grad*, coot 

lx**™** i oedroom, largo family room — 

aaft.w ss» a5S.*Wrtr^ fe.T 


LANGFORD 
NEW PRICE 
$69,900 



M4 n^lXtt rROPMlT> 

ROCKLAND^ST. CHAKL£5 
MANSION. 

£?t ' 

n1RU ,tehl* tfoohomo h*» boor 
.nvertod »o provide 11 rentals 

;|gra S sat sxtts, 

F .AIRFIELD LUXURY 
Mmoot 340 degree view* of dtv. 

\e* and mountains. Thl» weii-eo 
-.ointod i*o#l duplex h*0 S *flt-con- 
•!nod tov*i« and a eenthoUed 
>wners suite with ovor 3000 sq. ft.. 

-,1th oil emenfttee for specious on 
wtelnlnq or i family. Good rave- 

- w 

14 I 

, Mann an d Aowcio to* 

BACHELOR SUITES 
CLOSE 

TO DALLAS RD. 

wo:: kept conversion, natural wood 
Dearr.v etc. Two **ff-cont*!nod 
ane-BR suites and • housekeeping 
-oomo. ffoiron revenue is ap¬ 
prox $17X00 par yaor. Asklno 
St 10400. 

EIG1IT HOUSEKEEPING I /joc 
UNITS 

Tmo Oulldlng has lust recently i PRC 
•J*«n conv*rtod into • hoysekeecina NIT 

■ nits, very good condition. All 471-4455. 

■ uites ore rented and the building -erTcV- 

WSTrUftTe «r mar.***-#* 

3*^3231 John_ JcKin^ ^ 4774096 


NOISES TOR SALE M Hill Rl.» ttm sALH IW HOUSES W>N SALE H> HOUSES M>* SALE ;.y» HOUSES nm SALE 


daily CtJUXNTSr VMbi-m. B.l* .Su«U,v M«> M, IMS 

w ntH'srs fob sale Hoists for sale 


TH* 

-HISTORY 

MAKERS- 


w 

wmnoMrs 

I RANCHER 



FOR SALt 


"jwrijww. 




mA.’ 


si2i;?7 s 


1 formation or a 


HEAVY 
Industrial Lots 
$29,500 

f warn* 

#6. Vi- - 

VREA 


i or o oeroonal tour, 

fe/lWM IR«.) 

$65,900 


WATERFRONT 

OAK BAY ' 
$92,000 


room to swmr. a cat 

' NEAR ROYAL OAK BstSUfftl, «S £$& 

den laroo onough tor pool table 
roomy DR. spacious, — — 
, kltctu - 


NO STEF* 


Very smart — 1 yr. old. 
131 1 so. tt. home With 
^arege. L.R. with h 


Chen, family room on main. Uo- 
iir* i “ * “ ‘ “““ 


BR, stair* are 4 plus bdrms. grouoad 

. . .. car around central hall. Full basamant 

__... _.... haatllator F.P. . contain* 2-bdrm suite- full bath on 

g*. D.R big Kit shower ensuite each floor. Updated plumbing, wW- 
HUGE LOT. VL 2/9 59. Asking 1 ing. insulated. Small lot. Duplex 


toC.900 


Ing. - - 

! zoned. $66.900. MLS 
BILL MCCARTER 


OPEN HOUSE 

4348 BALMACARRA RD. 

MON. 1:30-4:30 p.m. 

Unique cedar and glass executive 
horn* on quiet tread street. 2300 
sq. ft. of luxury living Including 
large sunken living room, with 


AND . 

WESTERN COMMU- 
BILL MORRIS, 


$39,900 

2-bedroom, no basement y*c 
Make an offer 

$54,900 

room. Victoria. Full base 
Private vard. 

$55,900 


with fireplace. Sap. garage, 
a marvellous cove. 

THE ZIEGLERS 
592-1768 384-8075 
PAGER 310 


OPEN 'HOUSE 
SUN. 1:30-4:30 


WATERFRONT 

DEAL 

C OUNTRY HOME 


e / i,Auntif A\/r •• vou would like to live In a nice 
560 AGNEW AVE community like Sooke with good 

school!, fine stores all In a beauti¬ 
ful witting — than read on — It'* 

• vou ™,.. v*, *,. > !;rAr?^ir*iT..’ 5 S: 


fireplace, separate dining room, 

, efficient klltnen with huge in-line 
cco breakfast and tatnily room com- 
S$?-»70 pieie wtth flraplaca. 3 bedrooms, 
wltn 4 pea en-sulta In mfitar and 
, 4 pee main bathroom. Full develo¬ 
pable basement including fire¬ 
place. This IS a qraclooi new 
home with menv other extras such 
, as vacuum. Intercom, hot water 
heating, beautiful W.W throoah 

!$ a 


RETIRE & TRAVEL II 


JERT J»*-1*75 


WESTMONT REAL’ 

»2d HlHawta _ 

BEACH WALKS 
BEACON linii PARK 
OWNER SUITE 

JUS* staps to the beach and sea- 
snore walks, and acroee tna road 
from Beacon Mill Park^an immac¬ 
ulate home of character offortna 
an owners' sulfa consisting of 
large living room, dTnlngroom, 
den, larva kitchen, 2 bedrooms. 
With a oood income derived from 4 
fully aetf-contained houaaka*plno 
'ooms. The suites are Immacvlata. 
F ull high basement wftti adWfJen*i 
room*. A versatile and exceptional 
vestment. $*9X00. 

APARTMENTS 
’ mo weit-carad for blocks In a teo 
rental 


rental area. 
•i suites. 
•. bJC.OOC. 

I suft a* 

$430 000. 


30—MR, I-3BR 

24-1 BR. 1-2 BR 


BL OCK BROS. REALTY LTD 
*47 COMMF-RC IAI. OK 
IMM - ITU XI 
PROPERT1KS 

Heavy Industrial 
Zoned Acreage 


operty. Ei 

a vw ov side dw*n*. r->i 

i T bedrooms 1>W oaths ; yard, drive-in garage, living room 
■...' . t;__ i..i,i. <i._i«>. ...»••• Yf'nlng 

.this 

Scott Kendrew 


lor your flSTJwll,. t KtTnNWiM ! 'iKiv 


, u ! 


). MLS. vt€W Harbour, E. Sooke and SUNDAY 3 :30-4:(K> p.m. 


477-73B4 — Anytime 

ESTATE SALE 
JUST LISTED 
OAK BAY 


room, PLUS full basement, all . _ 
m "OAK BAY" for only $9*,500 
To view call: 

MAI A or PETER PRIMGAARO 
3*6-31)4 656-6625 

MAKE AN OFFER! 
ON $39,900 


Ot 1«T B PHARAOH MB -*Uf 


snow covered Olympic Mts. House 
has separate. selKontained. 
2-b<Jrm suit# plus two cottages 
located some dlttance from house 
total rent $375 per month end a 
neated carport. Near shopping 
schools, 20x30 Indoor swimmlna 
pool 3-car and but to city, yel 
secluded and oulet. Priced to sell 
$125,000. Excellent terms available 
to right buyer. For further details 

, t t , • ■ - . , 111CT| , , c*H BOB GIBSON anytime 3*5-9741 

J This cute 2-bedrm no-step MUST | overlook Witty's Beacn from this or 656-5153 
2 beongoma. tvH basement. biderisELL quickly. New kitchen cabi-, tleaant home on a larqe lot in a ( 
r-AwwB Katwaan n.KiTan and living room, dining rourn and r .„ts, complete redecoration makes cul-de-sac of high guelhy homes. I "\IVRR<7TTY ARFA 

Nanaimo^Ovar^T^ecres subd^vlcNp .kitchen U>f 4ttlf. ExptHnl this little gam a pleasure to show. I bn vTbv and phone to view. Ask AK± * A 

lisT *; Stnff'cSu'oTSsKiTT ,»«?“ C.A,».n,| Cu „ M1 , ■ 

budget minded? 


OAK BAY BORDER 
(56,500 

Drive bv 11*7 Carnarvon end caH 
on this lovely 2 bedroom plus one 

'"vivSTm BOBEBTS 


OPEN HOUSE 
4960 UOCH9IDE Dr 
SUNDAY AAAY 21st 
2-4 P.M. 

VIEW AND SECLUSION 
Beautiful view of Mt. Bake V4 

. ' end no 

__uvlng- 

replace. “ 


477-0191 


477 70*5 


1477 FKLAYSQN PL. 


SEA VIEWS 

: 3944 Clrcfe Dr. (vie AAetchojln. 
Duke. Cliff Rds.) 


A reel gem - 2 bedrooms plus *®° ,nB 
extra bedroom In full Maement in 

Cozy Hvinq room with fireplace •“*e*'J f l 


convenient 
sec. Asking 
prior viewing call 
GALE CHS 
477-Oltl ■ 


HATLEY PARK 

(55,500 

1400 sq. ft. rancher. 3 bedrooms, 
duplex lot. Drive by 575 Weatherly 

47A01H ' VIVIAN M. ROBERTS 
477-02*1 

MURDALES WEEKEND 
DRIVE BUYS 

1- 7259 KRISTIN PLACE (Off Stil¬ 
ly* X Rds—1 blk east of ferry) 

4 bedrooms, 2 baths, 2 re¬ 
places, large femlly room — 
vweeaing water views of Brant- 
wood Bay end Tad Inlet. 
*75.900. MLS. 

2— 97 ACRE lot on Glenelg - 
soutn of Bradley Dyne. Handy 

course end beacn 

_ an area of Quality 

home* at only |31,900. MLS. 


. old home, 
basement, ell ehi..._- . 
room with heefllator 
bedroome. Pembroke bathroom. 
Property approx. 106x243. DEEP. 
FULL INIICE $63,700 CALL 
| HAROLD WARE. Office 3B6-6IA4 
or Rea. 3*5-1*10. 


GAD 
SOOKES! 


°»Ls i l23S l ta. »- n;r*v'rANefi (OH Win x 




Anars This? An enchanted h«H 
acre of restful lawn end mature 
trees plus a one bedroom home 
w>th fireplace that Is as Immacu¬ 
late as it Is economical to operate. 
How Much? $39,500. Whore? 
1919 Meple Ave. (Just up from t.ie 
Gov. whert). Don't delay, cell 
MIKE SWEENEY IS SERVKS" 
TODAY. 3*6-6164 or 59S-VM. . 

REDECORATED 

Older two Storey pert bsmt. Home 
on sloping lot. High Quadra area 
3-4 bedrooms, family-dining and 

a«r w 


liv.ng room plus den, 


large 


new kitchen wltft separate eetlno 
tree. A bargain at $52,900. Must 
Be Sold. Make your offer now 

Rd j - - 3*6-6164 (24 hr*,) or 477-791* 

HRISTENSON Well keot 4 bedroom (1 down). LARRY J_QUAGUOTfl. 

*NWi: 2 bathroom home on 1-3 acre, OFF ATT K Nj 
( 100x150 ft), fully landscaped.!. 

\J»iuinr tr*n»<»rre.' tru \mur ' vr - Old hCtT>e On QUlet CUWie-Sa'7 
Vendor transferred so try your #jm , -cr# with !ots of treat 

3 to 4 bedrooms, L-shaoad D and 


■sac 

-inaneIng; 
urchaser. . 


warehouse With Some Seoview 

POT UrmBIJOBOT.tBjfB !^ V BBS,000* d ' 

COW I CHAN BAY 


ft_ 

steal springs, cabinet 
roofing business, etc. Fit 
avallebla to qualified purcl 
Priced right at $135,000 for the 
parcel, or $1.35 per sq. ft. 

4.9 Acres 
Duncan Area 

Located near corner of T.C. Hwv 
and New Lake Cow. Hwv. north of 
Duncan. Present aonlng Is Compre¬ 
hensive Develop. Furniture store 
and qerege near bv Municipal I located' in bee* 
water. Asfcinq $5*.000. |<^. Beautiful mot _ _ _ _ 

Subdivision Potential £ 

personal inspection and detaiK 


PRICE SLASHED! 
NOW ONLY 
$71,900 


NEED 3 BDRMS? 


This 3-badrm horn# Is located on a 
quiet itreet In the High Quadra 
area. A valuabi* bonus In the self- 


kitchen end 4th bedroom in &«•-1 ^-.v^nnnr. ermxiTT /77_nz4« 
ment. All on over 1-3 of an ^acr* 1 386 3,14 DOUG POSKiTT 477-0*45 
located In beautiful central Siren _. _ r r _ „_ 


May Day Spiecials 
Fairfield 


»v. 2-bdrm home on Ibw 

| large, levef^ lot.^Cloie to school | ,* 0 ^ 1 ,' gjmna room. 
- - ^ ls ‘cheerful 


2875 GORGE VIBW 1>R 
SUNDAY 1:3tM p.m. 

TWO 2-BEDROOM SUITES 
Choice location I Very versatile — 
can te a 5 bedroom home pIim a j 
; famHy room. Plus a full basement 1 
Main floor features a large pleav 
• living room with fireplace, 


shoos and bus. Financing 


..._.^lna ca 

, _.'ranq*d. For further Inform 
I call JACK PARKER 59*-1352 


Vendor transferred so try your 
offer on $71,500. MLS 
4-12*7 DERBY RD (off Maple¬ 
wood) 

Use your Imagination! A little 
T.L.C. will work wonders for 
this 3 bedroom, full basement 
home only a block from Cedar 
Hill golf course. Asking $56,900 
MLS. 

-- — SHAW- 


UNIVERSITY AREA 

581,900 


Inrf I 5- 17 ’ 3 JERSEY RD. 

H.. » rJ£*. 122L A NIGAN VILLAGE 

, N ® *t*P rancher, with 2 bed-; j . . ... 

^Zrale^ta la?2a 1 room • <'n«» ,er tn-SUlte), SO- '^ C# ° f 

as 2 separate. «hlt»..pr. one large |ar(um ^ d(ni fQom 

vacuum, on weO treed, fenced 

477 1450 I MLS ,00 * n ° 0 A * klf ' Q U5,,0C 


, _ separate unit* . . 

one. Asking $61,900. MLS. 

MS. JUDY JOHNSON 
477-0191 


L rns. F.P Sliding g'as* door onto 
sun deck, l'/j bam on mein ova' 
1*00 sq. ft. Finlehed. Asking m 
mid sixties. To view call 3*iH4ld4 
(24 hrs.) or 477-79** LARRY J- 
QUAGLIOTTI. 

HARBOUR VIEW 

2-3 Bedroom home with full C*m1 
Close to stores, shop, bus. At low 
of $44,756. Smell easy care 
ni, low taxes. To view -cal' 
3*6*154 (?4 hrj.) or 477-79** 

LARRY J. QUAGLIOTTI. 

SPLIT LEVEL 


ountain and vailev 


BRENTWOOD 
2 BDRM 
$54,900 

three years old 


ss^t5 5S!a!;^gg gja - 1 1 1 

Cl it 


* -ve oropertles cell Bill Jansen or 
Aimer Oison. Rovel Trust, 
«4-«001.__ 

BELMONT-FORT 

AREA 

$65,900 

4 t.e^contained suites, fully ten¬ 
anted Showing oood return at the 
price. In good condition end priced 

291* 

CENTURY 21 

J. D. BOSDET 


50 Lot Subdivision 

Appro*. 15 acres zoned for resi¬ 
dential lots with plant and layout: 
already approved by Regional 
Board and Dept, of Highways. 
This is a good, practically levai 
property with access to sewer and 
community * 


A suoar starter or retirement 
home on a lovely lot in the Gorqe 
area. 2 large bedruurt)s. Ilvlna 
room with fireplace, large kitchen 
with eating araa, separate front! solid 2 Bdrm home, 
•n<! .<** oorcn.«Mr«rK^i 1 VENpOB .WANTS. 


TRIPLEX 


ON ANY OF ABOVE CONTACT: 
AAALAHAT REALTY LTD. 

MHliBOV, B.C., 743-5525 I 
LISA MADIGAN 746-6990 
TOM BUROGE 743-939* 

_PA T DOUG AN 74*-456* 

Centrally Located 
Comer orooertv 

Busy access route, present reve¬ 
nue. Your needs? Rezoning Rag’d? 
Restaurant site? Offices? Ware¬ 
housing? Try $10,000 down. Bal 
bldrs mtge. 

JUNE ANDREWS 
595-1143 


No step J bedroom home. Gear, 

_ _ . _ well kept in every respect. Living ,—,— 

contained l-bedrm IN-LAW Room, Dining room, large K'tchen Lar(M noma, 1* months young I 

SUITE will reduce mortgage pay- and Sun room. Beautiful Lot. F*|t I could be 5 bdrms, or full In-law unoj nriBivU'/Yin PI arn.' For Informat toner *!?XlAAodern post and beam home near 

,150-5175 per month, possession. Selling at $63,500.00. I utilities, i finished 1 RQBlNWOOD PIaACTh of ca " | K Mart Fully fenced large lot. 

- CALL TODAY! Dill Cliff S*r«ch ClflM? BT ! ffiSl ££ SLlTSiSid' 1^3^ | STOf. 1:304 : 40 p.m. ! A7TA>f»T° B «°THSCHILD ^ | Cwt, L.IB « IW-BIr. mTkii; 

4 ”'°” 3 “To C Sfi3; I AAAJESTIC PARK AREA A7THJWI DALE YOUNG »»-«'! I Karoom?' I^DC, 

i rw/AT rT ,*i,*^Sr ^oADvr?Tea ' New 2 or 3 bedroom homes built j. pager a 56I rooms with FP W to W 

LOVAT ST. ta " JACK PARKER 59, ,W - bygone of ^ctorlas m^ter home. ! SSpilri}!T*rS erw In 

^|**** 1 MADL ro ORDER I bright k!t(.nen. Plus much more 

__ U to be I Custom built 3 bedroom home In | "jW 

isetaionT'Prmnt '^offers on years ago. Soerkimo clean 1300 so. -p«»rec.e.eo. oum .Hive Hving, din-, •* ce L'?" 1 
_ . vofroo. ML 12008. Dial Cliff ■ .,^9 

Stretch 479-1667 or 477-09*3 

(master with j »nwnei «nu i . -- - 7 - - 

4 pee. bath. Down Is partly finish- ; Hawthorne Look for slon on Ma 
td rec room plus 13.9x8* office , eatk . DAri ,w. K1 

Convenient to all services Asking I *, o , G0RD0N SPACKMAN 
AD FA $60,900. \ 477-0191 477-70*5 

mi i AAffAOTtB $92-3970 1 

U’CILLL RD.. off Clark Rd 

SUN. 1:3iM p.m. _ 

Hurry! Only 3 BRAND NEW I BUDGET SI RLTC31I1R 

.... - HUGO MUCKER homes left in; E xcetlent starter 2 bedroom up 

vo I to-reliina rork' pp finixhwt mr »as»erunv none. Full brick firel 'iunny Brantwood All have 3 bed-, an d 1 down. Good size living room 

..- - SO! r 2Si'place In 12x20 living room. Formal rooms, ensuite bathrooms with flraplaca. Full site basemr~* 

PRESENT ALL OFFERS! I i a tMnt SithH-mm in separate dlnlnq room. Custom cab-! rouahed-m dov.n), full baaaments *J^v*.| n garage.. 

.“ u * fe4KITT 'StS 1 ^ "w 

1 KTAi,^ 1 AOAIK-WILLIAVS 

C«.> „ JUNE 


a no oca* 

.. . - - r - .. Ht. This | 

■;-bedroom, full-basement home Is 1 
an excellent starter or retirement 1 


.j yei 

ed on a huge corner 
om, full-tM 


LITTLE GEM 1 

JUST LISTED 3M U *!!S" DOUG AOSXITT 1T1-CUS 

$44,900 
REGINA ST 


COL WOOD LAKE 


‘S; I majestic park area 

."•.rSiiSTS:.,:? ,le ” l N»w 1 or 3^.b^room ho 

n,° Goroo Wi 
i built homes 
, and must be 

irs m.'SMrtiMa cMin iSt so. f"‘ >r !L ,, f 0 m %"' r J2, , , e 'Kifkffi!Stf’sSIlSrnStlw bSooLTL v FREDDIE STARKE 

Itoma faaturlna vino room ,n Q and family rooms. Full Painsi'c' 1 . spbc< ou» m«»ier usuiwin ' ,7 o.i|aa< 

ill-desionad'fftchen' 3°°bedrms »iu* «n-sultt oH master. On new | 3 t*ce emau.te. Roomy; k tchen,with c |D| cv 

ester with l iwe enaulte) and secluded cul-de-sac off end of 1 cvoooards to spare In-line dining HALF DUPLEX 

"rJLJri; I Hawthorne Look for slon on Mai- and living room, with feature rock. ~ G oro« Stlkirk are^ 

fireplace. Loads of parking and ; *" r® 7 * „ j mS 

double carport. $67,900. 1 i vrS T»r°aj>' iiSfii 

HUNTLEY WRIC-HT c kit^h2! 

w 4;7-U8v71 r f >°. rn ' F.P. D.p. separate kifchar 


bill McCarter 


Take Maruen to Charlotte then to 
Sarah which is a cul-de-sac * 
split level that Is a welcome 
ternetlve to * * - r • - 

tun 3 BRs, 

HI* 


_ . j w*k. 

: v, afcsft.r’sst: a, 

p*JErsBf asfd 


LUXURY LIVING 
bX >R ONLY $58,000 

strata-duplax townnousa, i 


477-0191 

LES 

477-0191 


477-0*97 

adair-williams 

2*3-9950 


: •JSi, u ' ,v *' a-1 3*4-31}, DO 

"HOW NICE IT 
WOULD BE . 


ment 


65*18*4. 


To 


SUN. 

1:30-4:30 
1606 WILMOT 


utuntry where we could i 
horses and a f«w cnickam if 


home in the i 

keao 


Mature Yet Modern 


Is the best description for rnis 
lovely redecorated two-storey fam¬ 
ily home. Alt 3 Br's are extra 


$62,900 

Good Esqulmalt location 
i-bedroom units. In top shape. 

i* isc. heat. A good holding sltua- 995-1143 ' wvvx *»iu*iv n , v? 

* ion that pearly wws tor iiseir i ppmbfrton HOLMES LTD Proiesslonally restored character )*6 31 
^ 3, |ia%??« U v G pESirties Ltd 7 " 0 5 '°°° Government St. 3*6*124 home. V» blk. from Oak Bay VII- 
*4 .uray Properfias Lto a( . # col-de-sac. 4 bdrnia. 1V» 

duSjk 3 BEDROOMS i2?^WL? , ?S!i! , J S9a 

MUSTSELl. COMMERCIAL 

Sl« I > ERR'OO" >»™ *Jll “ J W0 THE ZIEGLERS 

airtim®? »476 hamley 


wanted to with some acreage ao 11r u ~ V 6r-«~~«ra' m-Stn 

uTli a> close* V to **tvrarvlhrna " _ How master on main ff?** 

manvlBnea t^ve^JoTtaw tnBt?°H | children'a up. Warm wood panelled 

ilstinTii«D<J.pl«vpround. $5^.900. 


»uch a rarity, call .... . 

'til you ail about a rare listing l < 

- m BROWNE 65*-*4lV 


LOW DOWN’ 

$51,900 


skinner ... --- v-. 

nenf to downtown. Ideal for owner 
occupied .or investment. Asking 

!te-'?667 DOUG RELF 479-5761 
j. H. Whittome A Co. Ltd. 

INVESTORS 
U.S. MARKET 

Par eons 

a o a r t r 


t you don't have much money and 
want a rouse this attractive, two- 
bedroom home may suit your 
needs it is situated close to Saers 
on * quiet street ot similar well 
cared for homes. If you like na 


and clevuround. $56 900. MLS 
479-1667 Doug Rail 479-5761 

CORDOVA BAY 
Seclusion 


Tucked ewav down a Iona 
wav a 2-BR home offering 
ana Tranqulllfy on 2 sao. to 
fered at $53,900. Mi 


3*3-9950 


-IP - - 

CARVER, 5964664 

SPACIOUS FAMILY HOME 

In high Fort are* — older horn# 
comptetelv renovated 17x13 


SOME HAVE rr 
SOME DON’ 

This does) Incredible 1 


.. . ___ itchan 

fridge and stove washer an# 
dryer. In low titties. To view cal, 
266 6164 (24 hrs.) or 477-79** 

LARRY J. QUAGLIOTTI. 

4 ON FLOOR 
AIN'T NO CHEVY' 

Up by Cedar Hill Golf Course at 
1294 CAMROSE CRES. is a rsaii/ 
cheery 4-toadroom home loaded 
with extras Ilk# deluxe landscap 
ing, new kitchen, full roc. rooms. 


Ifr*, IIDIf KIIUIK!, , W— • 1 -- 

“na all ready to check out this 
Sat. 1-4 p.m. Gat vour REVS UP 
and maka an offer on this 
Cam rose Creston Puff (MUat 
"MIKE SWEENEY IS SERVICE^ 
59*47*0 or 3*44164 

LEISURE LIVING 


lono drive- 
■g peace 
Jot*. Of- 
,uch pot*nt a 


3214 DONCASTER ST 

SUNDAY 2-4 D.m I This dossl Incrodibis views, land- 

s, LUJUI1L _ _ 

™ X Cn i '."nd 1 ."S » c«LcW .. 

HtTi- i;--i^ y, n . K3JSWmiSy lUBr-tV *“g "s on. o*,w 

room, 15x12 kitchen, 12x12 den - BERNEIDA TAYLOR I o«r|(y- auaiitv for only $114,900 loedroom, full basement home 

laundry room, 4 pee. bath, ad 477-0191 ' 4770191 HUNTLEY wffIGHT 1 large sundeck overlooking nlcaiv 

on mafn floor 4 Bdrms. up | jjiSii? w ' tre^ garden makes ideal. Sunday 

plus 4 pee. bath. Cement bamt. Lot 12905 PrCKFORD LFS ADAiR-wiLUAMS .afternoon oarbegue area. Situated 

7.000 so. ft. R3 zoning. Na.v , j , 4774)191 ^ on quiet street in lovely Lake hli’ 

schools, bus and snopplng. Priced ' SAT . and SUN. 1 .tU-4 p.in AT7411,1 * n»*a/ listing at $57,900. Quickly ca 

to sail $79,900. For further tnfor- , Colwood estates. Located off Mar- ck-t•<- hav'S'N ben S9*-3105 or 3*64 Hz 

nation call BOB GIBSON anytime ' i en e Dr. 5 bedroom delightful I ^ L '-' HA\ LJN MFY kf 

3*5-9741 or 656-5153 . iwme of 216? so ft. finished. In at- Deilqhttul. bright. 1 oadroom unit n C 1 

tendance. features kllchen with eating area rst_ I, ,1-si 1 aa* 

VIVIAN m ROBERTS i boaclous bathroom, assessment of vJn JUUIICC. 

477-019! .. ■ - ... 


_ __In purchasirq 

Intent blocks, shopping 
. enters, etc. In mater Western 
U.S cities ere invited to direct, in-1 
quirles to HERB McDANNOLD 
o'fice 3B2-9191, resWenc# 3B4476*. 

THERE RAAANE94T_1 

10 % 

CAPITAL COST 
ALLOWANCE 


3*5-7721 Bill Weis*. 598444J . . 

3*5-7/21 Cliff Salmond 477 3626 Except onal 10 yr. old on immaou 

GARDNER REALTY LTD 1 L*J? J . .... ^ — - I .- 

- ^ . ... ”It?' r T$: tmp denlng there Is also a small green 

COMMERCIAL i*ieSlers. *hi w . 

SERVICE STATION wftH _ . 

LARGE LOT LOCATED IN CON-1 SFAVlEW 

VENIENT LOCATION. 4 BAYS. I „ „ . 1 U T.T h 

HOIST. $121,000. FOR FURTHER Ross 8*V^ewstrom high private 

bIfSM^THORNDYCRAFT .TT....T KW'dW '“i/'S 
ISLAND HOMES LTD. MA-TS-.S M™. 

Old. $1394)00. THE ZIEGLERS 


B. Brown 479 1667 C Atklne 
Koval Oak Brancn 


TH« 

"MlfTOIIY 

MAKERS" 


house ML33I70. Call for further 
details. 

ROD FINCH 
479-7663 


OPPORTUNITY 

for an enterprising coupl# MIXER Cordova Bay vim from High 
shoo catering to a very busy , Broadmaad. 3W yr. oW. 4 bdrm^2 
center. Sal Una a variety of >tame! and 

including flowers, bar a ds, bocks, roc. rrm Vandor financing poasi- 
etc. Call for information. MLS. ‘ Mt 31 " 1 - TH€ 

Donna Vallko$*l 3*6-6641 24 hrs. J ZIEGLERS 
H, iMtmom a A eTTtd_ CadLOro B| 


1 View* - New deluxe 

w _.$/•_ '2 idrm. 3-4 pee. baths, vaulted 

| Views Views Views celling in sunken living rm. Mar 
Don't wait till Dec. before desper- i4Kf . r(o -. -nd on this b*e •"<) pgW plated flxtwes h en 

looklrs 10, vour t*» ihMUr. ^ h, ! *,"• 6*S - Tull „n<l«v,loo«d 

wi-ll sell til or .n lot.r.n in «w I {5 So"'mls lovtl. DrW.-m norm, win, 

comolox now. j3(46»SY «M?» .TGSSi* _»-** 



\t/ 

WWTTOMrS 

Hillside Area 


SUN. 1:304:30 


*77-0281 $34.94 per month Includes heat and Ten vour mom and dad about n # 
! hot water. Frldoa, stove, and - I'm 2222 SHAKESPEARE ST 
drapes Included. $29,000. and I have 5 bedrooms finished 

HUNTLEY WRIGHT two baths, basement workshoo. 

1837 tULUCREST AVL 477-0191 47743697 backiane access and a low. low 

A trulv ueautllul home custom 1 LES ADAIR-WILLIAMS ' asking price o* $49,900 My owner 
Milt T “wk °mlny U uniou#* .5* «»«!*, MVK »Y> wlno nTm .n^oHj^» tjl■ 

tntmShnSTjSinMwSi* Wofrt o%r! ROOM TO GROW | || T sV»vfit'-- «KIK- 

/,.Q3 sq. ft. Exquls't- antra.ua I . -- . . -I SWEENEY 1$ StJRVJWt 

Gracious living room, 
and * ' ~ 


Try 

ea«v M car•'Tot , close to schools and 1 and aundrv 
shopping. Ideal starter or retire- grounds and 
m#nt home. Asklnq $45,950. , MLS. $119,000. 

386-8-'.41 Oliver Doug as $96-392* MARION HOPKINS 

3t*44l e. Wllklnaon 652-2739 3*s-BQOl R« $92-4351 


^ I • ‘W'* 1 Larqe family size 

r.mllC l-^ Sra^m ^th’otett k,tch * n ' ,l ^ n » r OC f'reolace | 

’ f ^J! V «r^,TrJ 3 i^ 2 attrart?ia, * nd w#M to wa carpe*. Larae 

' do 9 r * J ?i? r, [ >0 -_!.° 1 basement, carport and lot. MLs 


vour offer on this 2-bdrm sfuc doors opening lo a very attractive | KLJS.'i \E*noort and lot MLS $44,900. 2 BR, LR with firgeteie 

bungalow, situated on large sun deck. Larqe recreation room ; ^tvon ano iot. wun„ - - 

,... in* , !.%«• f n crlwiii »nd Anrf ai.nrtrv room Beautiful .. 


HUNTLEY WRIGHT 
477^191 477-0*97 

LES ADAIR-WILLIAMS 
477-0191 $*3-9950 


1 ESTATE SALE 

’-eri 
ing 
itlv 


EXECUTIVE H6ME 
\ UA TREMBLAY Dit 


►44,900. EsquimaM. 3 badroom-. 
uil basem ' “ 

financing. 


Gorge. U7.90G 7 bedrooms, fwh 

•osement, sootiewiv clean, w-w 
tnrouqhouf, good roof, plumping, 
4-bsdroom split-level of over wiring, etc. 


PASTURE & VIEW 


BRENTWOOD BAY 


Older 7 ^o^Oroom 0 ( ^ ^ 

terse n « w .. ARP „ lu co r?®Jti .Bate I J**'’Corbv”” 47M780 47*-$5*1 tsSSi^THE°I?EGLE rT'**' new^'w.^ ^caroStlng^ dglShtfui 

fterlou'S parties only pleas* apply i B C LAND (LANGFORD) 3? '* 49 THt ZIEGLERS. view of the Goffl# waterway sltu- 

’0 Box 762 -- -- - - ated on attractive, slightly slopino 

-uz;u.:,n.KX I KEATING X-RD. NEW LISTING ^UnVri/'iV.'. &.ILColonial Beauty 

J76 ' 9fl0 , i , 00 ^ ^ * 

Lno.ee income property ln . i PDing of building tor sultan!# ten Tc*peJ prwjerfv. a bdrms, 1 j -yaperty witn good holding bos$i- 
snape snowing excellent returns, division, will also consider devel ■ baths, PLUS in bam?- »#n, t |.|t : e«. Asking $62 900. MLS. For 

oSwSSKtss'jaunajsfc - ok c.^Ltd ^,,, z$> s 2 T^iis., <*«~-^ «">•«»-_e-» «« 

on qjtef streat in Esqui- FOR RENT, GOVERNMENT ST. lE“* 
malt. Will not last. Cjll: ' 

JOHN M. HUNTER 


Central Saanich moxday i:j<m:30 

iews ot Haro Strait and San Juan 474 KINVER ST.. S54.90O 

.... _. T commo- Islands from this 3-bdrm.. ranen-1 Sax# Point Very we „ .T^mtamao j auiat’cui' i 

ssev •sasffwvss a«tr■BP.hSrsin c ;r &gg\n* egtes listens • 

ALAN WESTGATE M#ny tpo | e tr#w and p | an t v of | suite. Nice private patio. P9n«d Kmu ¥ kltchan" 8 * *2S: I PA i , h VCADC r\\ Pi 

*56^- - amrtitn *75 000 , yjrd wjm fru ^ -nd garden f-JjK rUSJSfZ^ V^d FOUR YEARS OLD 

“ a,ch markon HOPKINS completely fenced. A comptetelv 3 bedrooms, full basetwent, love 

MARION HOPKINS Heoarate ptevrown for children. An | views over ♦Igt*. SprtteMlv ctean 

’’4 4401 hAm« , Atkina nnlv SS1.560- BEN c>REiw> 


f I Gorge. 2 bedrooms, full basamant, 
I n*rf*ct c.indltlun S49.900. Specitl- 


roOm for garden Asking $75,000. 
3*6-8441 Oliver Douglas 598-39 
3*6-6441 E Wilkinson 652-2739 


3*4 8001 


This home lias 

ol 4100 so. - 

sunken LR and family room 


OAK BAY $63,000 iSOOKE 


7£?a2iOWer home with character, needs i ttQth 
some work. 30x12 livlnq-dlnlng rm. I *49.900 
roam - ftRj wffh Lot w |th m«- | Priced to sen 


Ideal family home. 

MARGARET jOHNSTON 477-1765. 
ROYAL TRUST 284-8001. 

Compare i HAMPTON PARK AREA 


592-4077. bui 


also with 


co i kitxiSili ? BR* w,th built-in#. Lot with ma Priced to sen quickly Compare: nwiriw rr\ivrw eirvr.te 

it. UVK turo tr ««s and shrubs for privacy anwhere. 3 bedroom 2 yr, old, Neat as a pin. 2 ted rooms, part ... 

LJSi" \ "iJfc 386-4ni Donna Vellkoski 3*4-2057 , home, wltn brick fireplace in llv-j tasemartt, large dining room. I IRENE ’DALZIJL, 3*6-61*4 


3U-6256 


Cad rlc Steal > Rlhr 

4 PLEX 
$82,900 
Fairfield 

M-VU DOUG POSKITT 


'of—suited# for car lot, boat sales, 
etc. Has office completely vir » i CT/"“UlIM 0 AT 
3*8-6966 | rounded bv ch*in link fence. /V\t I v— riLy^IlN, c r\L.. 

364-4722. “ - - ———- 


Asking only $53,500. BEN ' 

I 396-3104 or 366-61*4. 

CLOSE TO TOWN 

2 bedrooms, no basement, LR wm 
fireplace, large family room, e«: 
are lot $44,900 but make an offer 


4 79-IJ88 


LUJHT INDUSTRIAL LOT, AP-1 Vnd 'scmnv "Unique 1,000 sq 
' D W*- u town, treed for seclusion — but 

• VlS « " "‘si*. °or "SSi: i te: <:»« - M, - n ’* i,B 


ROCKLAND 
TUDOR 


47*-457i. 


'■ develc 
. ;ziegi 


* BEDROOMS - DEN 
$1*4.900 

bamt. $65,000. THE Tm- uodern but graejoue. an 9 . most 


RS. ML 32990. 


HOUSES FOR RALE 




spacious 2 storey fudor Is situated -**?' 
near gcvernmtnt house. Beautltu- 

treed and landscaped prooerty. HAPPY 

•KrnnnK nr iinnor flrw>r Master 1 1 ' ' 1 


6 SUITES $140,000 
’973 construction, walk up easy to, 
service, now finishing Interior re-; 
painting. 3 unit# with watervlaw. 
Open to re-mortgage. Vendor open 
to offer* make vour appointment to 

186-'3231 John A John 477-6096 j 
Block Bros. Realty Ltd. i 

REVENUE AND LOCATION 
$10,400. gross in excellent loca¬ 
tion 4 plex corner lot plus ad 
• scant duplex. 

DAVID SCOTT 3*5-343$ 

P R BROWN l SONS LTD 

ESTATE SALE 

Oder home in Fernwood area ) 
suites Plus 2 rooms £ Msement. 
3*4-2111 WELLS HOOKER 652 3634 

‘cS 4 ® 

TOR SAGE BY OWNER 

T-,piex on gu'et street In Rockland 
area. Two 1-bed room apartments 
one 2-bedroom apartment, laundry 
and recantly added conservatory. 
Ajkklng $71,000. S96-6461, 9-11 6.m. 

1 


BOORMAN'S 

•It Nrt ■ 

m-nu 

7645 Careers bf M 

595 1535 

N MftSTtKKT Cl (Tl— 

5 Bedrooms 
Home Business 


OAK BAY 4’bedrooms or upper floor. Master 

’V. Wi «,. P *T r . k . s VICTOR IA 

■SIl"®;J a:_!.y.j, gar* a.^ t SSSJSTl »! DAYS! 


bSSI* .nS"UcV ffift 548,900.00 """ ,0 °' rl ' I near new home 

on 2nd floor W'red with inter DRIVE BY TODAY j gale CHRISTENSON Plus elegant self-contained suite 

com end ceblevisiom Priced i639 Hoffman. A good starter or re- i 477-7047' rented $250 par mo. Four tine bad 3-bedroom stucco bungalow, living 

to seM at $109,000. tirement home only 17 vrs. o.d and ^ rooms, floor to celling FP. LirM room with fireplace, dinlno roon 

3*6-2111 WELLS HOOKER 652-3634 I offer inq 1000 sq. ft. of accomrno- »». /Airt'Tr’p DR dishwasher, sunoeck 2 4-pca sundeck plus ' bedroom suite on 

ALAN WE5TGATE daiIon. 2 bdrms. I»rae lot, big gar , teLAKK AM L)r r r,K umx., oisnwasn^r, 4_*-pce. -^ ... - - — 

Il *56-3423 dan and some fruit trees. Low I r 

taxe-,. ML 325*1 Please call. 

386-8441 Bob Johnson 592-3573 | 


477-4380 or 3*8-6275 pgr 

E3QUIMALT 
$64,900 

am S - “ 

with t 


Close 

"«irBc«TS I JRS* iTvIng 

rJrtrm* Atkina *75 ooo Otece With Italian marble canttla- Call tor Info on mesa exciting 

‘THP^iF-iTR's ^ y*red hearth. 15.4x13.6 formal din homes: 

THE ZIEGLERS. , i ,,«. M -l n . K lu nrmiM i rnftX.OUADRA *43.500. Cleen, 


ON S49,90n 

• | ? bedrooms end * pee beth 
I main plus extra oedroom and 

BACHELOR SUITE dil ' 

Approx. sOO $q. ft. of_ good accom , 


FORCED SALE 


Ing room, luxuriously carpeted il. COOK-QUADRA $43,500. Cle< 
inroughout Dream kitchen with, cute and cozy home. Big lot 


tnroughout. - 

__ ipaclous dinlna area. Large sunny 

au’k&'nEW ss* 

ci” s TJrSST' 1l0 « 

: ■ --r* ** ***"• »’•*“ 

",”urito,. On .43 ac. with VIEWS'"" 477-3944 8U9 *4»IJ, 

of the Hartxjor. A TERR|FIC__OP 


Per hath in basement. Home has 
re«n renovated and is In qood con¬ 
dition. On a head *0 x131' lot 

-nutation located in' Kmlndan | iM* “ 001 * M sh “ Bl " 0 ' MLS 
1 Terrace. Call me t» view and ' GALE CHRISTENSON 
make vour offer on asking price of 477-0191 477-7047 

$24,900. MLS 32549 


asftosff 


MET C H O SI N 


J H 


Bob Johnson 592-3573 ; rYlPDDV'A R\Y 
Wtiittoma and Co .Ltd. (AJKIXJX A BAT 
SL’AVIKW 


ww „.„„ __ _ _ «ton# 

Head err a' Rodocad SS.O00 lor an «redl«e. You rnusl Me It ndn 

D m A r nrR S rDT ‘ ,,m »,.«», I 

FiXERUPPER 


THE ZIEGLERS 


15 vr old, 2 storey home on over 
:, acre, with 3 baths, dan and ot 
flee. Many featuras Including full 
Insulation, heavy shake rod! fex 
tensive parking area Outbuildings ] ,- Q ^ 1740 TQz 007=; 
separately heated and wired can J7Z- I /UO J04-0U/J 
be used tor home-operated busi¬ 
ness. A unique opportunity. 

$103/000 

595-1635 GAIL WEINBERG 477-4467 
3*6-7521 PETEF DUECK 721-3*7* 


OLDER SOLID VlL WEST. 
oaorooms up, 2 i down. i _$6960 gro*$| 
ner yr* * *‘ ‘ 

mem 
avaMable) 

595-6116 *‘ 


Treed Seclusion 
Cadboro Bay 
$87,900 


PAGER 310 

Seeiprgy Propertied Ltd 

HIGH VIEW 

’/j-ACRE LOT 

Tatteraali. nicely fenced, land- 


224 CREASE AVE. 4 

EXCELLENT STARTER OR RE 
TIREMENT HOME ON OUIET 
NO-THRU STREET. 2 bdrms, llv 5 
Ing rm with fireplace, dining rm. 

All fenced yard with crlvate beck 
garden, fruit trees and vegetable 
garden. Double windows throucb-1. 
out. MLS. Try vour offer on $40,900. 
ANNETTE WALLS 
656-4*91 

PRIZE HOLIDAY 
DRIVE BUYS 


scaped, secluded, 2625 *Q. ft. Ilvlna 660 ATKINS end 2791 WINSTfcR 

space, 5 tedrooms, den, living Two houses Fireplace, W-W. 

6 te?ca / tot' W orl^e T develop I Jw«t "*•*■ • unique 3 bedroom. 1 room, dining room and large kltch . carpeting. Hvt In one, rent 

r^iiAinina lot aim two laval raaldance offering 2190 *n, 2’,^ baths, oak floors, hot #wr other Asklnq $47,900. 

W 8? «. quality, and featuring *eit, garage, top qualify. Muff 655 ROTHWELL: 2Mrm„.t«mUy| 

.) $53,900. Bv owvnrer. j Mk fJoorfc Br4 „ cWh #e# su.fto 3*3-1529 or rm„ f'rapiace. Aakir 

,TTtr •' 1 caper, old brick fireplace, end a i «•-•»! 


598-2186. 


SIDE BY SIDE DUPLEX, I vaara qraat deal of warmth and charge- ; —* ~ 

cid, aimoet i'» acre tot. full o»mt. iter. The uttuauai. vet functional COUNTRY IJVING 

MLS 29323 Must b# told. Off era on floor plan hat the living area i CENTRAL SAANICH .. racercNT 

aHa M ^°" t :r..^ N ri 

i iSrfed 1 

< 2 Ks;,aa ^ 


Must t 


firealec*. Aaklng $54,900 
1290 ROCKCREST: 3-4 bdrm*., r#c 1 
and rumpus rmi, 2 betnrms i 
sundack. many axtrae. Aaklnq 
low 70's 


... . m including ia ti. ginimxwn > i, \ Mn » iv» y< 

Ijl'TTti “CIHf Salmond 477-3626 one level, and master bedroom Kd?oXrm 2 fireplaces. 
GARDNER REALTY LTD._ , .rd Mccnd .nt.-l. nm.rt lourg, ,nd »’« 


Two 


lEAVlKW. 3-BEDROOM 
down duplex, , wndeck, 


SIDNEY, 

gerege d *65,86b.' 656H36* after 6 


bedrms, large, bright room* 
rec rm„ 2 baths, next to perk 

__^.. . d .__ w a ?saWR! l %p^*wr, • 

deck, double carport and aecluded ^ r^jowa, carport, plus c 

•fe“«h»E,G ,77.,44, 

.AN BOORMAN 592 3335 


screi 

irkln 


Sid* by Side 
cash tuver. rnr. 
386-7543, I6land H. 


Ltd 


•46 RrVT'.M'r 594-153) 

PROPJ-.R’nES WANTF,H| 

McKenzie- 
Blenkinsop 
$52,900 

Excaptional value tor en Wnmecu- 

a,r- r I »- r - _ 

sSFH r'■ 

with fireplace — modern kitchen | dltlon $49,900, 

— full bewment. (MLJ3106). 

--““ORMAN 59M 


bdrm*-, no-steo. fireplace Ask 
Inq $60,900. 

3J72 HAPPY VALLEY RD. over 
HRO.\DMKAD *« aero parkland plus mobile 

uniou. .nd JJ™*- ffX - 

jlted celling#. Quality meteriels *sxmg »«i,tuu 


floors. 


2 M 


COMMERCIAL OR 
INDUSTRIAL 
FROPERTILH 


vaulted celli 
graaacioth. oak 
doors, cadar thru 
\tone fireplaces. * 
Three 4-pce. bathroom 
658-6928. 


miSTve ; ^9-5*93_ _ 


ALBAN BOWES 


for boat*, trailers, — 

7 OWN ; * COUNTRY $47 900 
Charm inq 3 bdrm., tlHI base¬ 
ment home. Loaded with char 
acier, well maintained end re- j 

METCHOSIN WATERFRONT. ’ 
$79,500. 2’ z vr., 4 bdrm. home 
full b»mt . on swan-filied Blue 
Lagoon over look inq the ocean 
CFNTRAl SAANICH ACRE 
AGE. 117,500. Soaciou* custom 
home overtooklno Brentwood 
Bav. Peaceful seclusion on 5 

6. CAD§ORO* Cr ftY SEAVIEW. 
$159,900. Extcvtive 4 level 
split, 4 bdrms-. 3 de'uxe baths, 
large family room., rec. room, 

3 FPs, nice sunny decks. 

te a-inhSoff^BECKNER 38 6-OWI 

Ridley Bros. 

Development Co. Ltd. 

31* Metcho*ln Rd. 

Member Victoria H.U.D.A C. 

545,500 
545,500 
545,500 


504,900 

Completely 


renovated 2 bedroom 
n-iaw iuite witn 


WESTMONT 

REALTY ".Vo 388 4434 


- One bedroom 
fireplace 
I _.?9 acre lot 
—Close to good beach ere* 

-Room to expand exutlng nome 
, - Ideal starter or retirement home 


OAK BAY 

CHARACTER __ ..... __ . 

New listing. Beautifully end lev | BEN GRelG 3*6-6164 or 59*-310i 
tefutly redecorated. 3 good size 
bedrooms, sun room. Dining room 

with fireplace, living room with J Four veer old. 3 bedroom tun 
fireplace. Femlly room. Kitchen I basement. 50x160' tot, nli 
with eating area. Laundry on mein ‘i2?, ot ,n „ r & ^99; BEN 
floor. Almost 2400 »q. ft. Ut! 5*B-3105 or 3*6-6164. 

$0x141 A must seel Asking only 
$75,900. 

TIM HOSKtN 3*4-8001 or Res 

695-6250. 


Atkin# $44,900, close to town, n.ce 
residential area. Make an offer 
-GREIG 3*6-6164 or 59*-31*' 

SEMI-RURAL 

r old. 3 bedroom 

sk tkHnjtt: 



LONSDALE PLACE 
A i-lHAND NEW STREET 
OK BRAND NEW HOMES 
AT LONSDALE PLACE 
WE HAVE FOR YOU 
—A choice of distinctively dc 
signed custom built homes 

—A eul de sac for quiet living , - v ■ •••,./- . 

-gach home planned for function I MfuHy appointed and 
ana space ! seoarate _self-conteIned ( 

—Energy sevlnq - to end exceed¬ 
ing B.l. Hydro Specs 
Lite saving — Smoke detectors 
— *-icf -- 


2 BEDROOMS $40,900 
11« LOCKELY tin E«(|ui- 
__ _ . malt) 

For additional information on this, i<] es i >t*rter. close to schools end 

exclusive listing ciii, ; rransportetion. uood size Oving ; -r-i -a 4 r$i r~ 

SIKH TEMPLE 

! elegant executive: 

GORDON HEAD your _ _ _ 1^ 

t»u ainPATF tim hoskin 3*4-80*1 or Re*- i Thl* i* It) A sunshiny well cared 

KE^lDJLXkL.b . 4h . . , or R«s. 2 Mdrm homt wifh , f„|i 

* pleasure to present thi* truly JW-aao. • ■ - - - 


_REALTY LTD 

r»0 Bastion Sq. Bub. 3KM151 


. tree. A pee bathroom, .... _— _ 

! isff’js ser3Lnst tt j yaxn-if s sr 

’rJSf'JS?*"'"" ' 0 i rLE°JlpS!f a nl,Wt»u E r" 

I9V! VVJI*._ — _ _ T..I« m A ...n.hlnu, u,*ll rarAri 


unique home for the growing oro- 
feislonal and it deiired m-iews. 
?f0h sq. ft. cf livino aoare. Beau¬ 
tiful iv appointed end designed for 
w:v<rate se'f--contained^ living ac¬ 
commodation on each floor or for 
tt>r discriminating buyer, a soa- 

__. _ ... ......... .clou* home where entertaining Is a 

COVi AND SEE OUR DISPLAY OlJMUTt, 4 Mdt.» bjnj. 

HOME — ASK ABOUT OUR Roman tub. large sauna, dream 
I RACE PROGRAM .Kltcntn. MB ITOJ« V*rf*,,17,60 

OPEN HOUSE DAILY 1 P V TO i vour injp-ction. Olloroa S1I3.W0 

FOLLOW THE'’’ARROW FROM I *774>' 1 l KNUDSLHWER ,7I4»* 
MCKEWIE and blenkinsop i riORD0NHBAD 

413 CECEUA i RANCHER 

This older home with extra lot In vrvrVlP c*YS SE1J- 
th» araa considered tor redavelo^ I VEjMAJK aui 


HAVE A NICE WEEKEND! 
IF* YOU’RE ON THE MOVE 
CHECK THESE OLT- 
STANDING BUYS 

CHECK THESE OUTSTANDING 
BUYS 

—iECLUDED NO STEP 3 bedrm. 
Residence. 2 full beth* on pretty 
Gordon Head Street. $81000. 
-LOW PROFILE RANCHER — 
with Interior pool, 4 bedrooms, 
guest suite. In prime location — 

'adBORO BAY-QUEENSWOOD 
- Executive 4-bedroom split, 
family room off kitchen, dining 
oom wtth fireplace. Half-acre 


effcir*. oood lane. _ 

388-4434 LEO PIGERT 
EVAN WILLIAMS 


9N-8124 


COMMERCIAL SITE 
$143,500 

%’ , W r U2aiJAJV»^ 

$r 

&R£NT D. EWING 

I 658-5661 roe. 

Bavehore Realty Ltd. 


Check These Feature* 

-b iira' SIMP50NS-SEARS diSstowijStt 
OPEN HOUSE $54,900 I ^Hreplace In living room 

, Mond*Y c3o lo 4:30,, louoiy wood "•« > taJjo»T Uorge Btp dining room 

a ton main, pertlellv. home. Living f~- '*‘ , * K «''"»‘4ra. - - - 


595-1535 IAN BOOR 


2-3335 


Colwood 

Ideal family home. 3 bedroom* 
one level. Laraa living room with 
panelling and fireplace. Beautiful 
treed, park-like level lot about *• 

TOtWfi BBr" 


t 96-7521 


GENERAL 
INDUSTRIAL 
FORCED.SALE 

a 04 a to me Red Lion,- ml* n ‘tn 
p .cellent oarce^ for, the smell de- 


Davidb 

Near Tillicum Park 

Perfect, comoect, modern, 2-bed¬ 
room home. Early occupancy. 

*44,900. MLI. “*** 


Ml 

(Marigold), 658-H27- 


PRIVATE—DUNCAN AREA 


gin, pgrtlaTly home. Living room with f replace. 
Excellent con- gining room well to well carpet 
Tulip Ave. fhrouahout Thermesane windows 
Immediate possession. Tg vlew call 


FREDDY STARKE M64*64 C 
479-3*66 Castle Properties Ltd. 


tat. end ?jn* Mj 7 » S Hamp*n i 


ESTATE SALE. 2^ BEDROOM 

Ki*H2iaer» : v ' chrl * 


OPEN HOUSE 

1235 Enid Piece off Stttiv's 
3 veers old 
3 oedroom*—V'b betrs 
i nnlined reem—beaement 

,Y 


ga kitchen, plus 3 rooms up-1 rancher 

Oood land value. ' over 1*00 sq. ... -■ t-tc.—- , - 

-- 59*1975 3 or 4 bedrooms. 2 baths, gracious ; 

38*-44.<4! living room with feature fireplace. 

large dining room, big kitchen, 
EXCELLENT douce garage, oe/den, end all r 

Anr««wMTv the above s»crlflclel price. Cell 

OFPORTLKITY me anytime -.-r^r-o 

2 modern side x sld# duplexes 1477-0191 PATRICIA SEOGER f 

located on 20,000 so. ft. corner 479-367J 

iroubte^free^reventJe whlft'maWng j CUTE AND COZY 
2.V ,,l0 ^r^t ,n ?lr^ l .c u r‘«U , | STRAWBERRY VALK 
ments. Full price for the convex j ^REA 
6150,000 with flexible terma. Exclu-, 
five With Blr«» tlr 

For information and Mewing \m-uu john bunyan 3*3-7777 
at your convenience call a A . rp 1 

47J-1T21 or 38M075. PMtr|, StL. In 

519. Eaaulmalt, the main floor conalafa 

—- - - of 3 bedrooms, good sized living 

m IV A H < roam with ftreWete, dining room, 

DU T iA b-Mment, plus ell aogilances 

2-ecre paradise | including wether-dryer, dlshweah- 


at $72,500, see thla long tow ( | 0 t. $145,000. 

ter luat 15 years younp end I —NEAR ST. MICHAEL'S SENIOR 

1800 sq. ft- Ot groclous living. UNIVERSITY SCHOOL — On 


-sec. 1 bedrooms. Post end 

living-room Beth up end 


cul-de-i 
beam 

down. $68. 

-ARBUTUS ” UNIVERSITY - 
Great for the design conscious ! 
hod rooms, den. rec. room. Ask 


bright basement, a separate dining 
er*a and a Wg modern kitchar 
The living rm is spgclous wltn 
nice f.D. and It* economic to mein 
tain too. Everything is in suen 
good condition end all window* are 
double glass to conserve heat. Whv 
not call us, you'll love It, end it's 

$45,900 

^ GRAY LORENZEN 

rf *“,ET,Y 5HEPHEf5“" ! ’ 

If 704 


) BEAM CONTEM- 
Light and bright. 3 


—Ixxatetl doge school* and 
transportation 


CALL: j5hN 5 h5lMS at 3*6-7521 


/eloper or° bci'drr. 4900 *«• 

.pprov« Pl.n, An, 0000 on., * — 

^ 4 , NIC HO LL 5 1 «.7,» : 'C1 hLWiv.r.-TulS 

’ i Mann * A*so.i*te» Ltd $*C 


HOME Rif?UCBO 
bedroom otlTltv rooi 

Phon* 


TO $52 500 

n, living room 

2SS: 


separate acttvl 
large city 


mpletely renoveted 
a with basement and 


ILT, ALMOST NEW I BY OWNER: - ATTRACTIVE 
4-bedrocm* inciud-! Gold Medallion horn# sthietad on 
eta suite Prized at .61' trern dOi'Cie 101 442 Tipton 

Z4W311 $71 ICO ifi-IOJ3 


$44,900 

comgte—" “ 
iusa wr 
:tlvfty t 

---tty iR 

31^'Albina 01 3*4*5045. 

BY OWNER - 3 OR 4 BEDROOM 

nous*, nos# »o Fai'way Market, 
newly redecorated, large toV tew 
down payment 477-9^41 


room or bedroom 
■ Close to shop- 
trensport*tten. 



T-uWoh w; i fsaRyxa *.x y 

me ell fra mad ( rent. I'm asklno a negotiable 
**}■ rvmwis end , |6fl,500 Phone me 3M-S907 or 


Ive-toy *72 Wollaston. 


FOR SALE BY OWNER —Iart/ he* been OWNER OCCU* 
older i- oedroom houee, new fur- Bhd very carefully maTma...„. 
neca large teT NicetocelltT low 1 Fireplace and full basement with 
down payment For further infer- *P* C * ™r more deveiooment. Low 
matlon devs. 3*2-5412. evenlnos lOOwnoeymenf fto 'portgaM to 


Pin, tlm« Mm« otlvod — lovoly I -ioLWOC&Te, 
ntit limp 2 tpofoom hump 7"P, >« Ivdof, 4 bp^ro 
lust perfect for e *terter or retire- p | 0# - •• 
ment — Close to fthocoing bus end 1 . 

mm **Hffm* sedger 

479-3673 

OAK BAY 

Large 2 bedroom on a quiet street 
but dose to. bus, shoe* 


!ARY. .. 

bedrooms up 1 down. 3 
bathroom*. $125,000. 

NEAR THE OCEANOGRAPHIC 
centre — 5 bedrooms, one level. 
Swimming pool, *159,000. 

-z*. - A viewi Fantiitlc 

i*, 4 Preplece*. 
_ ncom parable at 

-EX^CuVlVE RANCHER - Con- 
tractor* residence wth den, 3 
bedroome, femlly room. Ther- 
opana. Double carport. 


OPEN HOUSL DAILY 1:30 • 4:30 
p.m. 1252 Wllspencer Piece (Rock 
land area opposite Victoria Art 
Gallery). Southern exposure, well 
built, epeclous, modern two 
bedroom half duplex, no restri: 
tlons. Small enclosed garden 
$56,700. Personal appointment cal' - 
owner 3*3-6*77. 

SEAVIEW BRENTWOOD BAY 
S^j-veer-old, 3-bedroom hoys* 
bathroom ensuite dumbing 
roughed-ln bathroom In high baa* 
ment. 2 fireplace*. Covered sun 

K k. Closed In carport and land 
ped. $644)00. Owner—Clear tttle 
657-159$.__ 

WHY BUY AN AHOP DU¬ 
PLEX WHEN YOU CAN 
BITY AHOP SINGLE FAMI¬ 
LY HOME? 

Ph. 642-&43S. 


Ltd MLS J7347 


dose to bui, shop* end 
schools. Full basement. A elaan 
home with quick ooaseaaton. 

iam^NBLUY 4774*65 

3168 WA8GANA 
Excellent twa>-bedroom home. Im¬ 
maculate condition throughout. 
Good afro living room with fire¬ 
place and wall-to-wall carpet. 
There la another room that could 
bo third bedroom or oon. Thla 
home Is dose to but. shopping end 

¥*°°‘h rfj5*651-lWor MARK 
MACKENZIE 595-1596 3I4-MC1 



Offer on 
Cell now 
3*4-0001 ot 

COUNTRY LIVING 
Lovely 4 bedroom homo - 1 year 
old — fully Inayiatad, thormooone 
windows — 2 flreplacM — dove'- 

fftoartiSr* 

JF55IE McGRATH 3*44001 or 
Rec 479-39*2 


$39,500 

Charming 7-bodroom "stertgr" on 
quiet stroof off Cloverdelo. Fire¬ 
place now wiring — nett. Deoe 
fenced lot. Greet gardening. 

477-3675. _ , 

SEA VIEW-3 BCDftOOM. 1*v 

r fls T , in!Tf m *a4n.* ? r.ai 

POR SALE BY OWNER. GOR<SI 

n a wgter access bl-levd Home 
•droom, fireplace, greenhouaa 
'erg# sundack. $61,900. 316-9936 


landscaped 


SIDNEY FAMILY MOMf, 3 BED 
room* plus 2V» bgthrooms, eon 
flnlghod rumput, fully 
by owner *56-3733 

BY OWNER; OLDER - 
room^hom# Gorge »r«$ 


m 
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IMIUV COLOMST 

lOUtl FOR ML« 


McUm, B.C SunAa*, ,\U> 21, Wit • 

IMHKU FOR MU. .US KOI IF.I FOR Mi l 


BLOCK 

BLOCK 

QBROS. 

RJBROS. 


H'HBI.S FOR SAl.f. 


SELL THROUGH 
TV AND VIDEO 

OPEN NIGHTLY 
■ m 8 P.M. 

COUNTRY LIVING 

im EhI s**nicfi Rd. Rood. fw 
MOV on n» Vfdert Blw lot •> 
*«l •» ctifdMM, «*. Haoy.to 
only ♦ W'< old. J bdrm,.. ITylm 
room wild llrooloco. dlnlnd room, 
lovolv oltchon. ■•ml. So« roc 
room dlu, workihoo. loroo ion- 
dock ovor carport. Beautiful condi¬ 
tion. Ollori on SiSMO 

&gi 'esrws issa 

633 BALTIC PLACE 
OPfcN 3-3 TUES.-SAT. 
(Vacant) 

dVo-vr.-old 3-bdrm. homo, OlinWO 
£ot*«R^“oO™V, 17MJ13 

POtENTIAL 
MONEY MAKER 

2 3 acres aubdivldabi# Into U lots 
of 7200 sq. ft., each within confine 
of Greater Victoria. Excellent buy. 
384-3231 Joan Mathleson 595-7445 

OPEN HOUSE 
271 DURRANCE RD. 

Vonoay 24: X. Developed hobby 
farm com plate with many troll 
trees such at oaach. plum, poor, 
aoola and laraoraapbarry patch. 3 
barns plus chlckon house. Co*v 2 
odrm. full bamt. home with daval- 
oped rm*. In bamt. Tarrltlc buy at 

52® Huai McDowell 382-7930 

HELP 

day voor mortgage with tne extra 
> bdrm. home on Vj acres 
fenced paaturaiand with pond. 19M 
%o. ft. horn#, 3 bdrm*.. 3 bath*, 
?-car saraoe. haevy doty wiring, 
naar naw barn. fruit and nut 
♦raas. Tarrltlc buy at t’fT ’OO 
JU32S1 Russ McDowell 317-7*30 

6 ROOMS. 2 BATHS 


»t! You rrally should 
For forthar Information 


TRANSFER 
.MUST BE SOLD 
idaal young family homo in sid- 
nav. 3 bedroom beauty on a Quiet 
cul-de-sac. Large fenced yard. 
Easy walk to school immaculate. 
Has WW carpets, white brick fire¬ 
place. large dining room. Includes 
dishwasher and built-in up and 
down stereo system. Video listed 
so pop In to our Shelbourne office 
for a preview. $54 JM. 

Residence Office 

335-3774 Dave Vogeioasang 477-1141 

SOUTH OAK BAY 
SWEEPING SEAVTEWS 
HILLSIDE. 
CONTEMPORARY 

With breathtaking sea and moun¬ 
tain views a versatile 4 bedroom 
home with an optional fully self- 
contained suite. Panoramic view 
from the Hvlnq room, dining room, 
kitchen end the large master bed¬ 
room. 3 bathrooms. Full view sun- 
deck of living room, kitchen and 
the master suite, Open beam and 
cedar decor. $13*4)00. 

.Residence 

5*0-14* Ted Walford 
UPLANDS 
BEAUTIFULLY 
HEDGED GARDEN 
GOLF* BEACH 

On a beautifully hedged garden In 
an exclusive terrace In Uplands, a 
3 bedroom. 3 level residence built 
In 1*57. Laroe living room wlh 
fireplace, dining room In-line, 
pegged oak floors. Master bed¬ 
room spacious with full ensulte. 3 
bathrooms. 4th bedroom or den on 
.. Excellent 


OPEN SUN. 

00-4:1 
■ 3000 
BEACH DR. 

IMMEDIATE POSSESSION. TWs 
luxurious home is priced to sail. 3 
bdrma.. 2 bathrooms on mai n. Llv - 


I7T 

~ 

HAhMial 

Truat 

) it u*H»«v»Nt 
tn-mi 
>HI ousobs 

Bto-HSI 

is 


A SPECIAL PLACE 
If you Mkt to entertain you 
should see the basement d#v«i 
ooment of this High Quadra 
home. It s the roaring 70s all 
n. Two bedrooms on 
rger property with 


HOt REN mw S ALE 

J4TT-7M11 

y 

D F.H Real Estate Ltd 

HU McKINZtl «l 


MB HOI kF.k r«R AA1.F. !M HOI ALA FDR BALK 


HOI »F;B FUR BALK IBB HOI SEB FDR &AI.F. 


MANN 


T l MM I UttCUTB IT* 


.GARDENER'S 

DELIGHT 

TATTERSAL 


. J.D.I08DET 


main, 
oatto _ 
63x140. ..... 
with fruit 


kitchen | $57,500. 


trees exclusive. 


good-sized laundry room off kitch- 
1 on; 4 oca. bathrm; fireplace In 
LR; LOTS OF STORAGE In high 
, crawl space and 10x13 shed. Nice 
I garden. MLS. J 
477-72*1 38 


Office 

477-1*41 


quest parking. $109,000 

WS 5 * «“'iS 

SOUTH OAK BAY 
SUPERB CHARACTER 
HOME 

On on# of Soutn Oak lay's,peace¬ 
ful avenues, a home of «»jlet dis- 
h net Ion, with all principal room 
beautifully panelled. Full recaption 
hall, with large living room, sepa¬ 
rate dining room, cosy den with 
fireplace. 2 bedroom, master en- 
aulte. Charming kitchen with sepa¬ 
rate pantry tbrouqhwav to the dln- 


D h* XA'Ll. 4 DAinu | V 7 1. hBUmFOl 

a condo with an in-lew suite? Wall ra?« r garage. $7*.obo 
lust (' - —• 

this i 


rate garage. $7*,0 
Residence 

5*4-1420 Ted Walford 


SID HASLAM 477-19*4 
GRAY LAITE 6S6-S267 
OFF. 9*5-2121 

i THE FIRST HOME 

| is tne hardest to buy. This fine 
3 bedroom modernized home in 
the Gordon Head area can be 
yours for as little as $2500 
down and $440 a month. Full 
price $49,900. Listed exclusive 

ME^H 1 4f;'M») 4 OFF L 59^212^ 

ROB ANGUS PRESENTS 

GORGE AREA; For the active 
i family — 3 bdrm.. in-line LR and 
O.R. with F.P., bright kitchen, 
sundeck, fully developed basement This 

With F.P. (suite), 32'xl*' pool. Me-, Head _____ 

! ducad $ai.SOO I acre of beautiful, treed area. This Immaculate home 

■ HIGH QUADRA Rural AtmcK Lovely, large living rm„ di Q ,rH * i turwe large living room with 

•sphere in this 3 bedroom full: rm„ kitchen with eating area, four, place, large sunny kitchen and room 

oasement is year home. Fenced bdrms. and rec. rm. Fully carpet- bMwtfful draperies throughout, «Jton». ,-Whiih 

65x150 lot backs onto small Play- *d throughout with many Only $49,900.MLS. 3 - p - #< * -** th ' 

ground. Within Vi mile circle. • Elegant living in a country setting , /-rnnv u*nTiu . •(*> lr 

$64,750 Cell lo view. and vet convenient to all 


LOW DOWN PAYMENT 
Saanich. J yr, 3 bdrm., 
(ensulte), slate F.P. sunde.ck. 
lull tasement . Full 
Tr 


port. 


Myma McGee 3I2-932* 


CHILD ORIENTED 

True j bdrm., no-step, no bamt. 
home is located in high Burnside 

X642tf S *!to#n Mathleson 5*5-7446 j 

REDUCED! 

beautiful 3-bdrm borne in Gordon 

s^imaBBsrmu 

boom to work 

in in* Imn wdrm. no-«w Iwn- 
Bdrma. In mam, 2 In Rill bamt. 
alua fuM In-law suite. Sea view 
frem Large LR. master bdrm. and 
family room, if you have visitors 
there Is a aaptrete eotjage. Con- 
f priced rttflMM. 



and family ropm all face the sea. 

More development in full base 
mant. Two car garage. Exclusive; 

LILLIAN MCLEOD 
5*5-5131 Of.. «#$ **-M4l 1 

1004 

CAR0LW00D 
BROADMEAD 
COLONIAL 

. ,ch sought-after two-storev 
home. Living down with cozv fami¬ 
ly room off Kitchen. > bedrooms up 
with unique ens. Large, sunny, 
landscaped lot with palio for e-tfer- 

teinlng. VENDORS HAVE PUR-_ _ _ 

CHASED. Will look at offers up to lvalue. 13 year. 5 bdrm*.. 3 baths, 

5135,000. Beautiful friendly area.. 

Exclusive with 

LILIAN McLEOO 
5*5-5131 Off. Res 45$-t44l 

LI 1,000 DOWN 
BALANCE 
10% INT. 

9346 

WEBSTER PL. 

Drive bv this lovely 4-bedroom 
home on quiet cul-de-sac in Sidney 
cne block from the sea. sensible 
buy. Ouelity construction. Low 
faxes. Sunny fenced lot. Then call 
me for an eppolniment. 

LILIAN McL|OD 


4 Bedrooms 
V» Acre Lot 
OPEN SUN. 
7619 E. Saanich Rd. 

SFF“ W »I old lllM). hdm,, chock- 
. il iLlSE , NLt ch«r« 1 «r. 3 flr,cl,cM 1,11 
I" Uvlno vmklrw) 2 H tin. amu room. 
cn ' | So^mucn to see . from the wood 


REALTY LTD. 

| M BbiIIbb Sb Bov SH 41JI 

Oak Bay Price 
Reduction! 



DOUGLAS 


ItUnd 


IU. 


OPEN HOU^E $ 49,900 

206 REGINA Bf iSVS S'M 

sun. '-4 P M. Eiyir-oo'^'S 

$42 9oo “£'*~ , u.kE "X? Sss “hrom 

A gem tor_SE N, X? CITIZENS, torand full basement. panelled den to the huge*double 

S^VeJuIrM' NOUPOATmG at ft*'*** GLORIA JONES Mi* Ojwaga. frvfc.5^ 

snt bstVi ih.H bbbh»»). i xsr s 

OAK BAY iSIS AUDRFy CBOTMERS 

basement suites 

FAULTLEsJ'SjNDITION CENTRAL 

$89,900 SAANICH 

ElLIEN or GERRY MARTIN we have 2—four year old homes 
5*8-5144 477-7050 in Seenlchton with professiona l 

i finished In4ew 

RETIRED? iWBr-*-' 


Its 


hea lust 1 
f $144400. 


.This home 
views and privacy 
priced to sell at 
praised value) frbrn 
isklne price of $1HB00. You 
ust under one acre of 
eying alongside a nature 
•ring a 


Th# 25-vear-c 
self to bring 
and oflers a dbia. garage, 
bdrms., 2 bathrooms, and bay * 


%JSi 

ou nave 

lain* and the sea! 
house outdoes lt- 


hoysa outdoes 

i views In to voUj 

. wln- 

dlnlno 


(Pgr 11041 j 

OPEN HOUSE 
Sun. 1:30-4:30 

4116 Cedar Hill Rd. _ 

charming home In Gordon havc a 3-badroom. no-step home awiII 
is situated on oyer half en, to |ha popular Town and Country 3302*. 
of beautiful, tread P * 0 **'*?-1 area. Thl* Immaculate home tea- ? Bi 


finest noma sftesln the city,- 

taxes only $1394.93. Cell today. 
W1ID 

LESLEE "FARRELL. 

344-5264 or 382-4161 


:onsider al 

ft TO 

64 or 382-1 

Yours for 

“4nw8: Only $67,900 

roomis. omlKl ,lvo._ 


Langford Lake Area 

Imeneculete family home on qu<*i 

& 


no through'street.'3 bedrooms, an 
suite bern and fdmily bath. Sepa 


........ room. Fir apiece in 

iving room. High basement 
ly finished rac. room. 

roughed In plumbing 
• landscaped lot, euiet 
arts. Asking $62,900. 

Cordova Boy Area 
A Good Investment 

3 seres of land and a lovely home 
with unigu# floor plan. Built 3 
years. Large living room, family 
room, 2 bedrooms. 2 baths, large 
Ikltohen. Pius extra bedroom, rac 
room In high base mant, Large oar- 
M5 dan. Many trees. Double garage 
Many extras. Full price $M9X>00 
May accept smaller piece as pert 
1 payment. 

Lloyd Ellis 658-8222 
GORDON HEAD 
CLOSE TO OCEAN 

JUST LISTED. L«,«e (wrvllv hom, 
a choice, — 


nome in Fairfield Is 
u to love now, as Is, 

b t dr00fT ' «P!n. i"”V choTcVr"ouiat"*f*a"~with some 

•fih ffiiS.’f.’SSlM* *fcw. Ik»» 


prior 


Central i ties. For 

'TS?:*™ JEANNE 

., _... prk* 477-72*1 (Bus-j 

$63,850 Try your down payment.. 384-8075 

LANGFORD: Big home - big 
value. 13 year. 5 bdrms.. 3 baths. 

, workshop, tig sundeck. rec room, 
almost >4 acre. $64,500 - Room 
l for everyone. Call me today. 

I HOW LOW IS LOW? Try your low 
down payment. 4 bdrm starter 
home In the Sears area. Lots of • 
accommodation for $45,900. Vend 
has bought — try any down 


t setting 
ameni-1 
view.; 


O. 

4^^42 (Ra* ) 
(Par. 334) 


GERRY 

508-5144 


FIX-UP 


irkjnt, attractive 3 be 

I on a quiet street witn rue l .r-. rrr-.—- t. view. C«|'» era* remuy i«y” 

I end 4th bedroom m base- it h« hardwood floori in tha ^ fh# <|#(ux# siidlne 

Th# suit* has one bedroom, living nn.. dlmnfl r.m, halts. olasj doors to covered sundae* 
, ..g room and 3 place bath. Thlsl Enlov the la/n e Ijv'h e room jwlthi aftd POOL gleaming hardwood 

MARTI N “BUS! ■ JMILXVR, J» St, lr? «*■ W: 

. . n I PAGER 2519 leer In th* separate gergge, lounge i ^ ^ e 


payment. 
FOR ANY 


HOLIDAY 

BARGAINS 

Col wood 
$42,900 - 3 BRS. 


$33,500 

GERRY MARTIN 

1598-5144 477-7050 


__ ANY OF ABOVE. PLEASi ^ suoer price for a cozy 3 bedrm. 

i&svi)* 0 * * N0US ‘ a,s, ‘ 

rudy's drivk—bys "Cwntry 

VZSSf-iJSSTiS. , 

1464 BROOKE — Cosy 2-3 bedroom sundeck and beautiful let. 3-H»t 
MaTiSd FalHI.k. lotion MLW). With 3 badn mt. J 
Full basemant. ML $51,900. bemt. In ill 1700 so. ft. of d*v*i 

3870 ROWLAND — Older tut solid ooed erea. FamlN rm., huge 
2-3 bedroom home. Quiet no-thru kitchen end jmore. 
street off Carey. .fu]L basement 


$ 2,000 


Only 


3-bdrm home of vow own 
popular Sears area. Give 
call and I'll show you how. 

“GERRY MARTIN 

5*8-5144 477-7050 


HANDY MAN 
SPECIAL! 


the large llvln* 
fireplace 
. J-oce. on main 

. rv-r,-. - riuur. ixaiuxe <vi. BR. with ensure 

lovely well-kept lawns, | an< j 3 closets, ptus 3 of 4 more 
Cir\MpY (plant a vagatabl# garden, and BRs ups iairs New sauna, shower 

JIL/INCT j u$ f p| a m anlov lit* In this oVIet|an<J change room In the high un- 

A LOT OF HOUSE, PRICED TO location only mlnufes from the,finished basement. Double carport 
JELL city. This naw and well-prlcad tx-| Lproa wr n cared tor lot. Tm 

• -1 elusive listing won't test ... Make home Is In Immaculate condition 

Ofin 1 me benefits yours Call to view. inside and out. Priced' to sell 

>DJ r yUU iLESLEE FARRELL 388-5444 quickly at $11*4)00. Call Ron Crow 

Attractive 3 bawoom horn# with i \ WHm. _ 


shad. 
Of very 

The vendors are leaving 

» ra* 1 , 


rec room and 
Large lot on a 
attractive -— 
of Mdnav 
town and 

CALL QU PAt PARKER M8-4275 
PAGER 251* 

4-LEVEL 9PLIT 
$66,900 

Four year old rtiaractar split level 
with a good sited lot I - 

-The r ‘ - 


.38 Kir. 

rm In a good 

__ . j vgndora 

iwn and have priced 

AGER 251* 


.ease! 


Paoar < 

or 383-41J1 or 

Gordon Head 
Privacy 
$119,000 
Beauty 
Sea Views 



TOWN 

AND 

COUNTRY 

REALTY 


357* DOUGLAS 


FOR THE ABOVE CALL RUDY 
ROST 458 5490 

OFF 5*5-2121 


LORNE and MIKE 

SAXE POINT 


Saanich. Tna bnst fggturea 1. 
a spacious living room and dining 
_ ___ room ana a large master bedroom, 

Her* is tn# perfect opoortumty jrJSir ari^bricl^exterlo^end cSt An ideal locetion, a truly secluded, i,7aaT'Brick"'Hfeplace ln iiv- 

an area that can be convened » a | appointments to view call: 


3861 QUADRA 

immaculate 2 bedroom full beajh 
merit 


large kitchen with 


5*5-5131 Off. 


Res 458-8441 


OPEN MON.2-4 
2615 ROSE8BRRY 


I’VE GOT THEM 
•rend new 3 BR, 2 -tavol duoljx 
romes et $43,900 Make use of the 
new AKOP financing for singe*, 
couples without or with kiddies. 

47655*1 Gall Jenkins 478-4458 

535,500 

*74# sooke Rd., near Glen 
arners, ideal handyman's special. 

Large lot duplex zoned and duplex 

s.wST Owner will consider carry- _ 

mg with low downpayment | f ‘Jj~ Astern ''bulit”wflK' heotflVor 


UPLANDS 

SEAVIEW 

QUALITY 





3647 SHELBOURNE 


I- F^VyilN U suite or a family room. The whole oat **pa r Ke R 3tt-$275 PAGER 

Near th# park, a charming cottage houS# needs vour touches of pe.nt 

at uo.500. Completely renovated # nd carpet but It Is certainly lly ' 3 " D A w 

and ready to move Into. able now. This home, located In CADdC/KO bAY 

Modern Duplex S/S 

m first class condition, well-locat- . caU now I _ 
ed In Saanicn. Priced at a vary | JOANNE YELLOWLEES 
reasonable $84,900 and good value i «9#-5i 44 . 

tor th* eric*. 1 EILEEN MARTIN 

LORNE and MIKE ,598-5144 477-7050 

AND WE HAVE .. KT TH r 

A good selection of orooertie* Hat- , JUjI I n l. 

ed In all pri'.e ranges and areas CArT^I 

including acreage and waterfront. r f\\~ I J- 

I Call tor full oenlculars. . $2500 down and payments of ago. 

LORNE BARft $ 400.00 per month will buy for you 

477-72*1 383-5484 (Res.) I 3 bedrooms, full basement, modern 

MIKE VAUX I kitchen and bright sundeck — Fast 

I ANYTIME 384-$075 (Pgr 6*4), aai. necessary. _ 

! FiTeen martin 

5*8-5144 477-7050 


1 '/j Storey - $79,500 

BeeutHuiiy appointed, brand-new 
home with th* main floor featuring 
? bedrooms, largo separate dmlnq 
room, Georgian fireplace, family 
room and modern kftchan. Tha 
" -y, with 4 


I erc'lWTB. T 'VSKKm, '.MiSd FBI 

:quietness that only the t^ds w'Jr* cl^r W. T« vlew can 

f r hV5', ‘T’wJaj'SlU £t*2Si, «"■ wlJm ' m - im 

°i WSf .Tr 1 } 11.000 DOWN 

fover and hall, a living, room To opppia who can make th* pav 
4.1mx4.6m with F.P. and beautiful; me ntt or this NHA built 3 bed 


outlook; a dining rm. that’s a ioy. 


windows on three si 


iwsv"TTi^rBanA.V a 


neighbourhood of 


PARKER 388-427S 


room home on family sire *9«165 

MUinC ‘sSfejsr-.fflsss: as,- *??•' 

. . -w »* »"' 


ttlRTl _ , 

1 ides I There's a 1 < 
itlo Ice. enouah 


Klenman 382-7776 


Lake 

*o#l 


•ILL LEWIS 

DON’T BUY 

AHOP 

until vou'v# seen Frances Gardens 
in Sooke. where vou o« • 
full bsmt. hom* for USOOO. Fee- 
1 urea full sii# family kitchen with 
separate eating •^,^"•728' 
targe living room with balcony oft. 
Bsmt all R1 for development^ 
?nd bath, rac. room. ate. AHOP 
qualifications have chengad. cell 
4765541 Norma Saunders 478-9187 
471-5541 BILL LEWIS 478-5»1$ 


Beautiful beck yardwlth rock 
wans and aardan in the dutet ar## 
of Oakland*. Close to everything. 

Three bedrooms (1 down) l'i 
baths wotless home with large 

hciflht lichen and cosy I'vjfk) Throughout this custom built 4.300 
room with <'reolsc* . i ..ML9 1 sq. ft. home n most desirable 
$57,900. For prior viewing P<*M* * rei 0 f Victoria Sandy beach at 
phone. * 1 ,** ir vour Oversized rooms 

^ „., JEAN McMICHAEL „., n , Ideal for entertaining. Living room, 
382-91*1 a»7-*113 Minina room, kitchen, family room 

388-427> Pager *50 1 *nd 60 ft. loungs all face tha sea. 

For all details pleas* contact 

2 YEARS OLD 

4 LEVEL SPLIT r ,ffKv T K! T 

2300 so. tt. of livino space. Beaut 

• • • *. —DOUG POWELL 

rga unfinished besem 
wtth 2nd fireplace. Ask-ng $74,5W, 

Too much I Can’t afford I try 
$15,000 down Payment $U0 per 
month and livt like e King end a 

SlTisj L 3.2-F1F1 ' 


OPEN SUN. 
2-4 

93 LINDEN 


A truly gracious hom# sat In a 
lovely ' j acre oar den with spa¬ 
cious room# that are perfect tor 
entertaining and comfortable faml 
I ly living. The large drawing rm. ! 


32341 

CALL PAT 
PAGER 2519 

SIDNEY SPBCIAL _ 

ssarM 


it* / hea ... - - - • 

__ to the view and complete 

privacy, there's a roomy second 
hedrm. and Ige 4-oieca bathrm on 
main, 2 big badrms., a 4-oce. 
bathroom and big open rec area at 
lower level: and theca'* a beauti¬ 
ful pHjs! At too floor level thgre's 


S2.500 DOWN 

Near Woodwards, quiet street a 

cozy 3 bedroom basement home, 
neat and tidy naw wiring end fur¬ 
nace. Full price $54,500. First 

mortgage is 842.COO at WO* Per 

mo. and a $ 1C.000 2nd can be er 
• 12V For address. 


LANGUOR D 
$45,900 

M ffmil-dHuiB rm." irwtS' _ » 

«r, 1 >, t cow Win, 52m VwvcIbS THIS IS G.ODD 

With Its own exit to th# rear *»r- ,buiaiand shopping 1 n| J 

den. A corner brick fireplace I •« MLs CALL (tC7 OflTl 

imnurniBti i rr 2 bath home oracn the book-lined study. The i^mall^ down payment. MLS. lall 5)D/,yLAj 

1*10 'character but kitchen with adlacent pantry has NOW! _ NN nichOLLS 2 bedroom*, den, nice bright open 

EJEJS 11 '2-J2J Laroe DR a^d •^*»'* cupboards and a built-in I . 1 ,. GLENN NC ° *91-7689 "vlng room and large klfcnen on 

SKtin Tp ™ ke L mir h55* St i ' *** '■ - ,n - 

terent Separate Garage separated bath complete the 

lerem. »?5ToY AhJOew50*4 m*m ftoor Uostalrs (which can be 


bn 

room — stove and frktge incisxtefl, , crOM the view wan. Wall bui't 
In asking prica Of. $37.900 Sap I ant} ptautihiltv located this H tn-hr 
garage in level tot. Call for Imme-j. personality noma. May be see" 
dlate vltwino. MLS. n v appointment ontv throuon 

AUDREY CRQTHER^^ s | GRA y LQRENZEN, 383-4151 “ 


388-5444. Paoar 72*. 


PRESENTS 

IMMACULATE 
$49,900 

^2-91V4 Home on outot tree lined street 

315-0774 - • • - 


FAIRFIELD 


TOP FVOOP. 
CLARENCE HOUSE 
O PEN HOUSE 
SUNDAY AND MONDAY 

wr-ass Sfe’KSJf.S 

top obeervetlon deck, a view of th# 
c.tv's spectacular panorema and 
% now capped Olympics; 3| *u*st 
suite; 4) only 4 suites per floor 5) 
2 full baths, utility room In suite. 
For Instent viewkia "01*1 * R#*l- 
tor." 383-9*02 or cell #t Suit# 104 
Clarence House. . 

Residence ^ 

^-9*02 Win Douglas 477-1841 


GETTING STARTED 

Immaculate 2 bedroom home, lust 
right for starting out. country at- 
moaphere in tt># Mower district. 
Full basement, fenced yard, sepa¬ 
rate dining or family room. 

1312-91*1 JACK GRANT 477-8172 

| COMFORTABLE 
FAMILY HOME 


block from Gorge waterway 
bedroom* up and 3rd In full high 
basement with drive In garage. All 
on a 193’ deep lot. Hurry! 

SUPER STARTER 
$44,000 

Whit# stucco 2 bedroom nome with 
great fireplace, separate garage 
and sliding glass doors from din¬ 
ing area to rear patio. 


7 7-0141' paer 401 shut oft from th# rest ot tne 

BRUCE BATEMAN house) or* 2 bedrms. a 4 PC* 

477-0141 184-2827 bathrm, storage rm. and ample 

cupboards. A possible 5»h bedrm is 
in the part bsmt. as well as a 3 i 
oce. bethrn-. Separate double i 
z T cnr\ garaoe. A pleasure to show, this . 

$0/, JUU rome will be a delight to own! | 

; Heritage type hom# near Coo* and S'79-000. F xcl ueivewft n 
c.h c a Fasv 3 bedrooms semi tu n PAT vLDckt 

IX* New Ml? 47F0141 MAUDE 477 72*1 384-8075 (Pgr. 1104) 

DOBSON or ELSIE O'BRIEN any 

CORDOVA 


, rime day or eve 


COSY TUDOR 
DWELLING 

Plus a eperate cottage or rec 
rm. 4 various BR’s seo DR, lot 
52x508. Fruit trees. On* of a kino 

w7-d)4l JOHN | Terrtt'C condition and on easy-car* 


1x208. Fr 
...jLS at $51,900. 
RU4SELL 386-957J. 


BAY 

$76,900 


OPEN HOUSE 
SUNDAY 
2-4 

1631 Oaklands St 

1631 OAKLANOS STREET 
Nice 3 bdrm IV, storey home on e 
good sized fenced lot. Storm wlm 
dows, insulated and rewired. Sun¬ 
deck oft large kitchen plus sepa 
rate dining room. This Is a new 
listing and won’t last long at 
$45,900. 

Sea You Thera I 

GERRY AAARTIN 
$98-5144 477-7W0 


_ Nice fenced back yard. Lo-1 

cated close to schools on Esoui- 
mait border. 14 year* old. stucco J 
exterior. If you have been wanting 
a home of vour own but feel vou 
iust can't do it . .. Call now. MLS 
;45< AUORcY CROTHERS ( 
385-4445 


$42,500 

DUPLEX 


Fully finished on two floors giving 
2 baths 4 bedrooms, living room, 
dining room, kitchen, great rac. 
room, play room, laundry room, 
fenced yard. 2 decks, all in cloee Just 
convenient area to schools shoo 
ping in Gordon Head. Naw $73,530 
312-9191 JACK GRANT “■’* 


garden this 5 bedrm. hom# is of- 
fared lor sale at a bargain. Baauti- 
Ann 1 tul neighborhood In an area where 

9DJ.OUU neighbors count Soactous 1300 sq 

MFW I KTI M main w,th ? t^rms and 1«^» 

INLW Lljl UNO | oathrms. Bsmt development In- 
r .yr Pb| |DI CV Exceptionally well built family eludes 2 bedrms. fam rm. plus 

jKO LfUr^LitA home. 3 or 4 bedrooms, 3 extra bath. High celling*. Bright 

In sunny Sidney on a good residen -, bathrooms. Quiet area ot Lanolord home ar\f) in tip-too condition. MLS 
tial street, 3 bedrooms each s da:with privacy and large lot 11.740 31911 

with part basement and carports, so. tt. Immaculate condl tlon PHIL WARREN 

• $69 900 and gross throughout. We'r* all on pagers 477-72*1 anvtim# 

COLOVBIN, WILLDEN or MILES 
477-0141 


‘ lUm GORGE AREA 


RURAL COLWOOD . tKaniivnr itnvY«i«u, iiiy 
a aulet country setting. A large lot ' room, separate dining room 
end privfKyl This 4-v*ar<.ld 4-bed- bedrooms. 2 full baths, 
room homo feetures toy* 1 ' .rac. ptacas. built In vacuum 


bedroom — watarview. Hard¬ 
wood floor*. Renovated kitchen, 
and bath, full basement and ma 
ture landscaping. Drive by 330 
GORGE RD. WEST 

GREAT STARTER 
$49,900 

Across the street from a park — 
close to bus and shoos and a good 
older full basement. 2 bedroom 
home with fireplace. Drive by 2734 
FORBES ST 

5 BEDRCX3MS 
WATERVIEWS 

And 2 balhrooms In this n»we^ 
Lands End area, super home on 1 1 
acre. Great home for kids 

Family Townhouse 

With 3 ted rooms — 2 baths and 

_ ■ iTrnin i vwi .. - .« -- fireplaca. Sliding doors to private 

. HlStv* everything. MLS 32850. $71,900. A rear yard All this with easy 

end.attachad oaraormeTY- r*al pleasura to show nanclng. Priced at only $*4,500 

Frad DIalaman Air ■»# AAcMlCHAEL 


THE PERMANENT 


2’s betha. rock flreploca, 
' huo* sundeck. Owner 
Inland so writ# vour 
, on thl* fin# homo. 


carport and hi 
moving to malnl 
offer with m# on 
Askino $47,900. , 

Frad Ditlemon 

477-1841 


7-2055 


BEAUTIFUL! 
PARKLIKE! 

Easy cart, natural setting, rock 
and trees In Saanich W.. surround¬ 
ed bv large properties. Privacy! 
Loads of parking! Character home 
•^pensively renovated, large living 

-- d#n 3 

2 fire¬ 
places. built In vacuum system 
small out buildings for chickens. 
Hug* Sundeck! 2 double carports. 

(24 Mrs.) 312*1*1 

IRENE VAN j92-*1*4 

FRANK SALE 3454)774 

PARKLANDS 

RETIREMENT - J45.900 *,•• of Ewolmolf. Excollont on. 

. ‘ /TT,,, J. v#rv con . ; owner 4 yr. old hom# with lot* of 

4 taovtttul bock yard. A very con - #xtr## inc in V a CUm , 4 bed- 

v * nl fK t J7h. b#neflt* room*. (1 on lower) 3 baths, 2 

si ruction ere lorn* * *'•'*} ' flraplece* beautifully decorated In 

vou will get w ' | Immaculate condition. Rut this on 

T-eednoom. rw ^^Se^kHcheri vour list if you went to be clot* to 
Snw,2» 0°“15i. hISJv! I«»rv«')«. WL5..3MS0, S71.100. * 
“ ‘ Dlel* 

>TEED ROOM TO 91,3 3*^4275 Paaer *so 

PARK YOUR FAMILY 

-their c.\rs? DOUGLAS-CAREY 

vour problem with this 1 Naw listing on oulat no ttirougr. 
6-aaoroom home; big tot with lata street. 3 bedroom, full basement 
tfSRK Askif^ $793)00. , home with good valley views. Age 

Ron Kertoot 0«ice Bill R#mpj#|j yrs. Priced at $37,500 for oultk 
4 r 2-2594 477-1841 458-57*4 M l* and rmmadlal# possession. 

MLS. To view call. 

1342-9T ** *' T . 



LANDS END RD 
‘/» Ac. of Tall Trees 
& Seclusion 


477-184) 


OPEN TO VIEW 
Saturday and Sunday 

• 00 - 4:00 __ 

(Drive out Pat Bay High- 
way j>asl Beacon Ave.. take 
next turn right and follow FAMILY HOME* 
“S™ ’ FAMILY LOT ' 

NEW-SIDNEY HOMES FAMILY FUN! 


AOJO'NING PARKLAND. 

I vr. old hom# offers a COUNTRY 
SETTING only '7 hr. from town. 
Cathedral entrance leads to gra¬ 
cious LR: DP has loe. sundeck 
I off; 3 good-sized BR (the Master 
has Iga. 2 pee. en-sulte). Do/.n 
I stairs is a teak panelled family 
1 rm. with FP. end plenty of room 
tor expansion. Owners have 
1 bought. Asking $74,900. 

PAT VICKERY 

3844075 (Pgr 1)04) 


OPEN HOUSE 
Sat.-Sun. 2-5 
Prime 
Oak Bay 
2344 Beach 
Dr., $98,500 


344-4455 

I tdrm units In this SxS. Low. 1 
Low taxes. Immedlet# possession 
suite. Let us *how vou this 1 
lain — lust call: 

LAMBERT 454-34241 


Sftt 1 ", 


GARDNER 

REALTY Lid 


BBBFirlU. nt-mi 

04 MB MIVICB) 



NOW $44,900 

Tins soic'n span 2 -beoroom home 
has only bean on the market * 
weeks but vendor says sail 
ve've reduced It $3,000, Over 1, 
sq. ft. on l floor, tirepiace. saoa 
rat* workshoo-varag* all on an 
mmaculata 45x111 lot wtth fruit 
frees. Located ’s block from Saar; 
Mail and ous route*. MLS 
DIANE FULLMER 
385-7721 384-8075 Pager 407 


Ridley Bros. 

Development Co. Ltd. 

SIS Matchoaln Rd. 

Mamotr Victoria H.U D.A C 

545,000 
. 51,250 DN. 
5205 MON. 

CHECK THESE FEATURES 
—Own your hom# and tot. 
—Spacious 3 BR. with IV* baths 
—Caroeted thruout 
—On cul-de-sac In quiet residential 
area 

—Close to schools and all ament 

—Quality construction with 5-v#er 
builders warranty 
For more Into — and viewing et 
your convenience please call 
473-1721 or 384-1075 pager 51*. 


2 OPEN HOUSE 


$41,900 


Well built family home in a 
most desirable area of WU- 
low#, Oal^ Bay. where 
houses are rarely on the 
market — 4 B.R.s — 14 


pliancaal 
wmdowsL 
mant cost 


wuse in jemes oav. 

„ roof-toip gardan area. 3 a* 
:es, 7 full bathe. Thermopan# 
zws and selling below replace- 


SUPER SPLIT 
COUNTRY ACRE 


Sun. 1:08-4:00 p.m. 

107 Wellington— 
Fairfield 

DON'T LET THE 
FLOWERS STOP 1 
YOU 

From coming In end saeinq this I 
charming 3-badroom artistically 
renovated cheractor home. So 
many delightful surprises inside. 
On* of a Kind. Sea you Sunday. 
MLS 

314-2*11 DIANE 384-4275 pgr. 344 
Wail and Redekoe Realty Ltd. 


j*; Zj ranoao #• iz^o. «uorc»-. 

n«3 .wCni "•giiW’' *• 

bin windows ! w 387-T274. 

3417 LUXTON RD 
CAN YOU PAINT*’ 

spacious 1400 sq. ft. 3 bedroom 
! hom* on on* floor. Lark* fenced 
lot. this Is a rural setting, deal for 
»h# young couple ready to invest 
in th* future $56 900 Clear. Terms 
available .Allan Ktenman 592-9771 
I or 382-7276._ 

OPEN HOUSE 

By OWNER 

SAT , SUN., MON. 

1-6 

Prime 
Oak Bay 
376 Beach 

UNOBSTRUCTED 
SEAVIEW 

FACING ON McNEIL BAY 
3 Br. plu* 1. wall to wall. 3 
bathr. living and dining rm. 
with harduood floor, large 
kitchen, double size drive- 
in garage. Full high base¬ 
ment. hot water heatinc. 
195.500. To view call 386-8009. 

Ridley Bros. 

Development Co. Ltd. 

318 Matchoaln Rd. 

Member Victoria H.U.D.A.C. 

CHARACTER 
CHARACTER 


AHOP I You ar* invited to inaooct this 

_ Your earning* can t be too [ lovely 2 bedroom cheractor nom# 

baths with room for another f 7 ^/ tSSSZTm^lmSIlt ^ ^utdify CHEcTfHE 

up. Lovely garden — se* treed 1 acra proo*rty ; _Thi» hom* | 


-- 1 'mmil. . - —— — ’ up. ijoveiy garani — sen i r «*d 1 acre properly inn nom# ^ 

Ti-y $3,000 down payment to Room for th* wtioig family to live I „|i mTUIM „r«t»irR To view >» designed tor both *i*o#nt antgr- 

wui ttvirt thU tssYi Ymd~ * n<1 olav! E^ioy yourself. 3 , glimpae* upstairs. 10 \iew f<J | pin ., and ^jy fgmtiy ■<Hj JB*a MB 

put >ou into Inis tuo ixtl B(MjriTn . .n.im# living-dinlna , aJl J. B. Young. .')9fM818 or Many feature* including separate, f ■jijP, 

room full basement home on with rtet vtoigiMM «| pa ger 865 at 388*275 or call; I ^ w ' 


DOUG POWELL 3*8744?. 38I-427J 
oaoer 87$ or Castl# Properties | -m, 


tWINERTON't 


CORDOVA BAY 

amt m •5' > °gS 

and shopping. This older 3 lx 
'ome toatures 0 lovatv 
', acra comptoto with 
-oardan shad and rose arbor. An 
deal horrlelor ttwarowlng family 
priced at lust $59,500. - . 

Buzz AAalnprlza^^ Enua Charla* 

aU-8248 477-1841 #)2-0044 

PRICE REDUCTION 


vendor# transfer rad and 
tna prica *2.500 tor this Ivr-oW 
hom*. Located on • 1 

lures* over 1M0**R. «. of Hvto# 

l«t .... F.mlly, rrn„ wm. I«- 
Buzz Malnprlxa Erma Charles 
477-'1841 *92-0044 


BILL SANDERS 479-3994 

QUALITY 

Throughout In this unique home. ' 

Th* kitchen is big and beautiful , 
loads of cupboards, naw floor and 
eating erea with sliding glass 
doors to the deck overlooking. 
laroe well tread backyard. Th« I 
dining room I* so vary big that 
Hi ere is a sitting area with fir#-. 
place. Big living room, 3 bedrooms 
and bathroom, quality carpeting 1 
all make for a must to $#« Inside. 

Th# lower level has rec. room, 4th 1 
bedroom, 3 pc*, bath and work-; 

Shop. MLS 32847. 849,980- 
JEAN McMICHAEL 

382-9191 477-9113 Old 

3884275 Pager 95D 



REALTY WORLD* 


individual room ron- 
'trul. rear yard sundevk. 
roughed in plumbing for fu¬ 
ture 2 pee bath down, 
j Designed for “do it your* 
selfers.” $52,500. 

SIDNEY 

NEW VACANT 

553.730. Three bedroom*, 


FERRY & AIRPORT 

ar* near to this 2 yr. old beauty. 

Over 200 so, ft. beautifully .ightfng, 
finished, immaculate including 3 off mi 
bethrms. 2 fireplaces, 3 bedrms, 

NIc* family rm. off cabinet kitch- 
tn. Hug* sundeck and aHached 
double garage. Thermopan* win- 


383-4124. 


room full.basement home on ^ ^ ^ ^ )n> m , ln , pa^er «n at or cau:,,,^, l00 _„i 

quiet cul-de-fac ui Sidney, pi^ full bsmt. with rumou* rm pm-ir Pacific Investments at on* 1 materials. 
Fran, red are thermopane V* , r,n, w i. .do- 

windows, electric baseboard playground, school and bus. Live 
In tt-# house, tan on th* sundeck 
and (.lay In th* y #rd. MLS. Call 
tor viewing. 

CLIFF HALAYKO 
477-7291 (ftus.) 479-4390 (R*s ) 

344-4075 (Pgr. 480) 


Central Saanich 

2 n*w, nobasement homo*, living 
room with twatllatpr fireplace 
vaulted celling and feature cedar 
wall, T her moo#no window* through- 
out. dlnln< 


$1354)00. MLS. 

1 DUNE 

345-7721 


$47,500 

BEDROOMS 


lnq_ room wtth sliding glass Oakland* area bungalow Ideal tor 
doors 'eaarvg to patio. Kitchen 1 the budget minded family. Nawtv 
with nook and indirect counter painted Inalde and out. Clos* to 


CM 

‘"Sc 'em—', j K1.500 and *45,000 

Chooee vour own colours while 
tnare’sftlil time! 

7925 SIMPSON RD. 

From town turn LEFT on Mt. 
Newton Xrd. and follow th# signs. 
Open tong weekend 2-5 P.M. 
Dally 14 P.M. 


cneck these features 

—>aC0 SQ. tt. of llylr 


—f!r#ol#< 


no space. 

) living rm. 

master BR 


aca in 1 

— fireplace In U._. 

— separate 12<15 dining rm. 

— spacious 12x12 front entry. 

— 2 full baths. 

— Hardwood floors thru out 

— completely redecorated* 

— 13,37$ sq. ft. landscaped lot 
For more Information call 471 
or 384-8075 pager 519. 


2-bedrooms with ensulte | school end playgrounds. (MLS) 

... —- --I ''“*“" V ULLMER 

384-8075 pager 407 


. -- --- — .'Bn., ... 

IE master bedroom, sparkling DIANE FULLM 

vanity oettiroom, utility room, 385-7721 
w-w carpets, electric heat, caroort 
hit* home* 


-157,900 & Up 

{ To qyallfv for a NEW KASAP^ 

iomTT t - 

md havi 


lull basement with can*>rt dows and intercom. Pleas* call m# ing wood 


GO SPANISH 

rm# cuatom built Spanish stvi# 
rome Is iecafad lust a 5 mTn. drlva 

™ B«eNTvIoOO Ml (Jill .tw¬ 
ins immlilfi iflwlon • vto. 
O, SMnlch inW mo »• M^jImI 
Thl, ™m,nc,w# hom, I, W..W 


'iZ 


Thl* remarkable 

if rp kx w w. 

w.ll ovm «n«l « »hwM(«f - 

■4Sft'"ww ; xia! 

fuzz M*lnprli^ [n _irnle Charla# 

992-0044 


TRANSFERED 

Sparkling starter hom* wtli be 
sold guTckly. Very attractive 2 
bedrooms, living room, dining 
room. Full cement basement, de¬ 
lightful country atmosphere In the 
Marigold area. Act now on S49.900. 

JEAN McMICHAEL 
382-9191 477-9113 

COMFORTABLE 
FAMILY HOME 

Fully finished on two floor* giving 
2 baths. 4 bedrooms, living room, 

Ekilng roonr i - - -* — - 

room, play _ 

fenced yard, 2 decks, . j . . .... 


OAK BAY 
WILLOWS 
OPEN HOUSE 
SUN 2-4 

2431 MOWAT ST. 

«Off Dalhousie) 

World Charmer plus 
Extra lot < Subdivideable* 
Full Price $79,500. Exclusive 
DUCK JAM E B 385-2481. 
592-2139. 

"A RARE BEAUTY" 
DRIVE BY 
1273 PERSIMMON 
CLOSE 

(Off Maplewood) 


with storage area. -- -- 

ire of exoeotlcnai quality faafur- 
exterior and cedar shake 
■ retirement 


____ ..... LOOKING FOR 

and sundeck,. Wall to wall &£"■ r tS5!T , 3 VALUE? 

carpeting, thermo{>ane win-1 J^J l0r ? MAA JJi-I£ N ,- '$* 1,500 ••c h - V,.f ,or,,t, Con * ruc ‘ cnarminci cottao# 
dows. extra insulation. 477 * 72fI (8u# - ) ‘ 

roughed in plumbing lor fu¬ 
ture bathroom down. 


3I2-8894 (Raa.) Itlon Ltd., 4585354. 


Call 384-8101 
Bill Knowles 384-8075 
i Pager 398) 

Ken Porter 
184-8075 (Pager 307» 
Kathryn Van DoesburK 
656-5874 

OPEN HOUSE 

4143 TORQUAY 

SAT., SUN., MON. 2-4 


, WOODEN BATTLESHIP! 

I Fine Wt 


man 

bdrms. Young builder can easily 
duple* or update Into spi 
family home. Wiring and plui 
| A-l. $59,900. good nnanc# 
and 2nd mtpes available 


Fine big older home, over 1700 sg 
ft., bulTt like a battleship I Gooc 
area extra big lot. 4 or mort 
aatlii . 
•lendld 
mblng 


lv# aurrL- 

. nP . j nut, convenient 

ROCKLAiNO AREA ‘ 

EXEC with dlnlng nook 


. _ ntog cottage, otters on 
$39,900. Has fully fenced yard, at- 
• ictiv# surroundings on quiet ave- 
buses, shoos 


BRs, beam# 

look. Uf, tN 
w fuer bills. 


_..Itchen 

____ thermo win¬ 
dow* and tow fuel'bill*. Immacu 
* 1A9 900 '* t# • nd cheery, updated Hat 

1 garage basement, fruit tree# and 

... . This 3 years new home has over , ceH: 

Ing'3500 *q..M. finished Moor eree. 3 * 5.7771 OLIVE WEBtER 479-9441 

. __ _ is? I Finished In th# finest Quality I 304.7721 AUOREY MONT 5987598 

- mtgas available. Rhone i throughout. TNs axacutlv# horn# It I 

♦IUMj»HR£Y QOLBY 392-4730 I enterfalnmant or.antad with toa- 

HENDER8QN REALTY LTO fures to numerous to peealbly IW. 

385-974? All on an Immmaculataly kept 

M $0x150 ft. lot. To view thia naw 

_ TLi q'm- 1 SS5T cST J«S!TttF 8 Sf 

5>44,DL)U ijBSm or U441M CASTLE PRO- 

OAKLANDS 3ES1- 

cat sun mon j., li.'igr* zjsrsti n:?;; brentwood bay e*ec. 


OPEN HOUSE, SUN. m cs ■ 

OLDER HOME WITH »5 SLuTr*flr«: 

PENTHOUSE 

PERNWOOD C U STOM d LLXd 

Tired of looking at houses that ar# 
not lust right for you? Let us build 
u _ a new house for you. do some 0 ' 
area ird dh hr on the work yourself and save money 
tolrs a most out Buy from a builder that has been 
toirt,.* most out-J^, hQU>#1 #r#4 ^ u 

‘ DAC MEMBER. 


This well-built home has 2-br., 
with tirepiace, family room, targe , 
kitchen, dfnlm — - - — - 
ground floor 


standing architecturally designed 
custom built 800 M ft. apartment 
with j decks overlooking th# city. 


Oegal duplex). __ 

Bonus space In double garage con¬ 
verted to attractive workshop 
atudlo. Rhone 5954790. 


Large kl 

amount 

room 


!^0^"i , OTcV*BinTi5lGARDENR , S NIGHTMAREI, r i" n0 .n«rt!'(Ih. 


bedrooms. 


sArBBSk3»."!S:iTwu * i-iy h™. ,. n c -om, 

play room,. laundry room, in cr . CV>sv Living room oanelllno create a spacious worm 


, kltchon, great .v-..., ,____ 

ffeq^yfNjrY noRm, mg . 0*y Living nx>m panaHlno craato ajpacto u*. wy 


THE PERMANENT 


ROCKLAbND 
SUPER SPUT 
LEVEL LUXURY 

oulat, exclusive araa, on e 
^--jn of ovor a auortor of oh 
aero wtth mature holly and oak 
ireaa, a 34odroom contamporanr 
hom# af distinction, importad Ita¬ 
lian tlia In racaation area, ounfcon 
living ream, dining rapm, soactous 
k<tchafl with broakfaaTroam, and a 
24x12 family roam with beam 
decor and brick ftropieed. Larpa 
maatgr bedroom with fwl an sulfa. 

in all. 3 tiraolacaa. 

*51 rm 


PRICED FOR 
QUICK 8 ALE $64,900 



(with ahowarf Pr^mo tocatlen. 
next to Mt. Doug Fark. 'Family 
room, live, dlno, Ml* Jew^' 

V toraeo. goreeo. (oil flnisnod). 
YlCOto sail $4000 452-4113. 


with tirepiace ... Family 
dining room ... with patio 
off ... Cheery Electric 
kitchen with breakfast area 
Billiard Rm.... Beauti¬ 
ful garden. Full Price 
$7 4,900. DltX. JAMES 
385-2481. 592-2139. 

§wlnertnn'e Realty World 


atmoaphare. Additional kitchen 

C ovldas in-law suite ootantial. 

K-oe secluded lot. sprinkler tys- 

Adlacent to schools, parks. . $C4 

-$79,900. To ora- 1 mmaculata 84 

• 477-45T' 1 - “ ' 


beautiful. Qylck possession Easy 
financing Good credit essential 
477-5X6 or 4782459. 


oft master, • 

sited calling, dtrlklng FPs. 
Many trees, attractively and- 
1 scaped and ton cad. 1 block from 
sea. Cedar siding and ahakas. sep¬ 
arata carport. By owner, 4 57-5726 


view phone owner at 477-430S. 


homo In 

^ AM. Baker and 
wo sa fill beau- 
with more room ter 


ATTRACTIVE NEW 3 BEDROOM I Gulf lalanda. 1l 
house 1114 Hillerest. Pull bafip tmiHv fMohatf 1 .. . 

STfaaavjrsihiias^ i mm: 

hill w4th mountain vitrw. |76, r 
Conscientious eulldor 477-2907.' 


Y OWNER; 3 BEDR 
»*r old houaa, In gulot 
ibd 1 vision Largo tone... .... 
sautlfui valley views all urv- 



GORDON HEAD 

PRIVATE 6ALE 

3 nadroom*. V/t bath*. Fireplace. 
Sundeck off dining room. Full 
basemant. with rac room, roughed- 

liiSadCftS"* ,,r a - - 


GREAT SEAVIEWS 
SPANISH TOWER 
EVER RUNNING 
SPRING 

into that evaryona 1 
king Cordova Bay 
la. Look at these tea! 
rooms 
..-ate DR 
is kitchen 
room with 
it, private 1 


AHOP 

OPEN HOUSE 
SUN: 1:0C-4:00 

low at $1250. down payment 

fe»<.SSa 


yr*. HUDAC MEMBER 

TRADES 

Trade voor present house car 
boat or ? In on on# of our naw 
fouaas or custom built homes 
Mrs. Pat Sauinier. Kasapi Const 
Co. Ltd., S3I Duppim Rd. a? 
3144191 or rat. 384-2197. 


storage, separate 


’Jr&fw 


The hoi. 
overlook 
available. ___ 

3 Boa' MM s 
—Separata DR 

de *.' • 


color scheme that suits vou. On 
Go ids tr earn Ava. in Colwood tor 

’ LTD. 

B.C. LAND 


admires | lust 
H now 1 MIX 
'tores. 478‘ 

•LOCK BROS. REALTY 


To view and more information 
$887721 CUFF SAL MONO 477-3426 


HOME AND SUITE room: 


NEW _ 

,0 Vito# tor S49 300 Ut Hlyat-O^s ; 
itself. Coast land Estates. 384-7771 CL 
4794022. 


FAIRFIELD 
NEAR DALLAS 

Poke around 

-. toll, h 

“ caretkxi 

io* 


OWNER 
Old. F 


Askino $51 900. Your offer invftp* 
thli brand new home at 41*4 
TyndaM Ava. In Gordon Head. Two 
bedrooms, full basamont. close to 
•chooti. park bus. thermo win- 


' LABOf WOOOBD ,LCT., M 
•ere landscaped vlawatto. Manv i acra, with compiataly tomlshad 
faatoraa.. RMwnabtolMD Wivw- 1 - ‘- J -- 


P OFFERS ON $51,500 


OWED t SvOI. 

compiatalv ton 
and addltton. no 
rnlture, stereo 
tr, otc. WalkTna 


MUST BE SEEN 
INSIDE 


dows, custom ceoinets, > 

—”0. ft"* * 


much 4 bedroom on large corner lot. To M4 ; 5Cv, 

view call 642-445V ' torla Pra*s Boa 


mobile home and 

- toffHTW— .— _ 

orvar, ate. Walklna dto- ___ _ 

look# Centre. Aakina E i#ctrie haat. Nicely ranovgtad. 

rr ml "* a ^ 5,: 


lv-11 ■•droom#, uoatolra ensulte Lhr- 
TV, Tna room, dining room, YpToce 

■ KSrT'J’^c.? 3 — 



AND INSURANCE 
ASENCY LTD. 


FOR LAND SAKE 

Horo’* a buy. 4 bdrma., 2 toM 
bathe.. Ivg-rm. wtth flraplaca. Full 
basemant. One acre lot sultobl# 
tor Hvaatock or oardon. Aaklng 

jimo°S!orby 47*47*0. 47441 


OPBN HOUSE 

if level. 2 years 2000 toot 

_I shad. Lands cap ad, treat. Good 

Mgfaj. 174,800. By Pwnor. 

seaEs©™ E 


NEW HOMES 

IN 

3 Fine Leoatleno 
GORDON HEAD 
CENTRAL SAANICH 
ROYAL OAK 

oOriuseirM. 

To View At 
Your Convantonca 

Pitas# Call 


15-4211 19 Cadillac Ave. 


tlOIOCy, 1477 LOVELL 
room bungalow appliances 
$14500 Bu owitof, 477-4411 ^!d#n are# 


7. BED- j^gSf" oyw: 




Foirfield, In-Law 
$64,900 

Excellent * newer family hem*. 

waix io me sea. 3 badroofhs. living 
room, dlnJno room with flroplace. 
large bright kitchen arid bathroom, 
laundry , room, drlva-ln parage 

Sr*"*®" £ 


GORGE $43,950 

Dream 2 bedroom whlto stucco no- 
•too homo. Attached gar toe woud 
make Ideal worksha# Cash w trv 

'%s^w&rh 


7-BFDROOV 
.... _— f 44cra fruit 
excellant vaoata&i* oar 
Glantord araa. 47M797 


'Tt 


! 
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MO KOI IU fOR nAl.r, |t« IKM ORR FOR IALE 



b aau t iM -- — 

1 «■'in r accommodation 
t*cks onto Mill Hill no 
SUNDAY MAY 21 bafwsor 


>.K 

Groaf, 

All ttHa 

-a rr r , r ^- Wh. Op#n 

SUNDAY May 21 bafwson 1 30-4 00 
P.AA SILL PETTINGER-TERRY 
SMOLLtfr, 479*4701 or 386-3494 

(94 y».) 

4-5 (BEDROOM 
MOUNT DOUG PARK 

How homo under const rue Hon 
close to too park Main floor living 


NOW OPEN 
6 DAYS 

For I.C.B.C., Real Estate 
and insurant* 
we6., THURS.. FRI. 

TO 9 P.M. 

AND ALL DAY (AT. 
WE RE HERE FOR YOUI 

NEW LISTING 
MT. OOUG. 


area has living room, dining room, 
kitchen with eating area, laundry 
area, don and family room or two 

*S nav* W fun , wood oanodlno, 1 "brlclL f stone 

completion in tMfS* *"d luxurious carpeting 
(77,900. AMS : VALUE — 4 bedrooms (anauito otf 
LETT 396-M94. m ***«r) plus a den or sowing 


| GOOD QUALITY—GOOD VALUE 
i QUALITY la evident inside and oul 
Upper level has three I— shake roof, brick front, rose- 

__Kth levels hove full, wood eoneillng, 

bathrooms. Due tor - * —'— —' “ 

June and ottered at 
93045 TERRY SMOLLL . . — 

hrs I r °°m — finished roc. rewn, ■ 

_ large briaht kitchen, L-shaped llv- 

.... i .. ___ _ i ing-dinlnq room, e deck to enlov 

TRADITIONAL STTYLE I the trees and birds, fully fenced 
T-4 RFORfiOMS i ,ot witl> manicured lawn and all In 

d-t , 5Botlwt condition. All this for 

(ieaclna era# on mr floor with ; (72,900 - now that's VALUE! Call 
two full bathe. Main floo r has llv - MARION BRADSHAW 3(4*2955 or 
Ing room, den or fourth bedroom. 477-4125. 

Ing room, kitchen with eating ! 

*r#e, laundry and mud room and 
This 


2» HOI IU FOR ftAl.K 



i» hoi nm 5Ai.i. | t.m hoi as ion iai.i ui 


NO CITY 


L*ULl OLMJLKSkSl, Victoria, BC, I 
LOLXimY IIOMI4 US tOLNttU IIOMt.S IM 

\*4 ntornmu 


Where Trust Is the Basis 
Of All Businese 


OPEN HOUSE 
SOUTH OAK BAY 
543 ST. PATRICK 
SUN. 2-4 P.M. 

Cioaa to the tea. this 9 bad 
room home offers large living 
room with droplock- 


oft modorn ____ 

oarden, a delight for the ear 
denar. Asking (77.500. For I 
prior Ytewlnf please call 
GIBBY McLEOO — 591-2244 or 
ROSELLE JACKSON — 
599-1099, 59*-3*91 

OPEN HOUSE 
MON. MAY 22, 

2-4 P.M. 

2799 Linden Lena. Shawrugan 
Lake Coutry Club. Solid log 
house. 3000 ft. of luxury living 
on ? acres of beautifully treed 
property. Alpine chalet archi- 


snouM be ready for you In July. 
Gu.et cui de sec near Ml. “ 
Park MLS 33143 TERRY 
LETT 394-9494 (24 hrs.) 


'sSsi 


24TH OF MAY 
LET'S RON AWAY 

To a cosy bungalow In Hampton 
I Park area. Very large fenced lot, 
- full basement, and 9 bedrooms. 

BAY ; 

(129,900 110**. A pood buy at (51,509. 

# ?S!S! 1 «un to see this Rockhe.ghts home. 

toC, “"Jim with Cl.c. .^ | r ^|v 7 y.ar. young with 4 bed- 
wet bar. weterviews from moat! “g™ *-.!* * 2 !*? *• b * ,h 

rooms. Thermo windows, two boo '** s *••• eooointed end in 
decks, end e very gguiet arseMLS' •?*•'•• r9C [* 

3 2 7 3 1, TERRY SMOLLETT, ♦•CHWet. Asking price 

386-3494 ( 94 hra. I a'/,TO. 


de-sec. ___ 

LE IGHTON 
599-3321. 


599-2112. 


plus bedroom end 
ce bath. Everything 


In the Cook -Quadra area situated 
on well landscaped lot sits an up¬ 
dated bungalow full of charm and 

..__ , fhr4 ^ h<1r _ . I character of yesterday New alu- 

Almost 3 yrs. old. three tdrm., m minum gutters and 100 amp ser- 


565,900 
GORDON HEAD 


baths, fully carpeted, kitchen wtlh 
eating area Full 1 ‘ 

roughed In with secoi 
electric heat and deck. 


It e»»0 offers 3 bedrooms 
lovely atone fireplace end WW c 


roughed In with second fireolaca, petlng plus 


car- 


,— _ c Pe rk.- — 

SMOLLETT 384-9494 ( 24 hrs.) 


t?r r y I '9? d ®^ #A c> n 


I SHAW 394-2955 or 477-4125. 


REGINA AVENUE 

544,500 

his cute 2 bdrm. home can _ 
ju^ht with a vary low down pay 
>«nt. If you want that first home 
> be easy to maintain, require a 
»rape. and additional revenue, 
all for further Information MLS 
j (Tony) FAULKNER 394-3*94 
?* hrs.) 



waU&redd^op 

SM-atn - SM-M11 


CIRCLE THIS 


NOISY OUTSIDE 
QUIET INSIDE 

Gianford Avenue Is busy, but when 
you come Into this Immaculate 
renovated 9 bdrm., full basement 
home, vou'll be amazgd at the 
oaietnesv .With views from the sun- 
deck, a basement that Is ready to 
develop, this home will be a great 
Starter Call today. MLS. A. J. 
(TONY) FAULKNER 994*49* [U l 
hrs.) 


tor a 3-bad room 


basement home on 


full 

_ _ a bio lot 

has to be worth seeing. Nlceiv 
renovated with aan-wood cup¬ 
boards In kitchen. Carpeted 
L.R. with coxy fireplace. Close 
to Langford Lake for swim- 
minq and canoeing. Lots of 
oarkirxj 

MARILYN MOORE 382-9015 
“ LGNNC" . 


JO LB 


NOX 479-2543 


OAK BAY 
(42.500 

Small cottage on 50x140 lot In area 
of me# homes. Quiet street New 
■njrnece, hot water tank, firing, 
plumbing, cabingts. etc. In 1973 
MLS 32513 Phone HELEN JONES 
or BRUCr ‘ 

hrs ) 


RUCE KLAVER 396-1494 ( 24 


P’ATRFTEID 

(45.900 

T wo bedroom home with 3rd In 
basement on easy care lot In Fair- 
field ‘almost Rockland) Currently 
has (43.300 first mortgage at 10*. 
MLS 3309$. Phons HELEN JONES 
or BRUCE KLAVER 396-3*94 (24 
hrs ) 


FT.EXLBUJTY 

(66,900 

This 3 bdrm. home In a oood area 
of East Saanich has the 3rd bdrm 
or the upper floer. Would make 
terrific loft, TV room, studio, den 
or bedroom. Cut de sac. 9outhern 
exoosure back yard. Excellent con- 
d t.on. MLS 33144 Phone HELEN 
JONES or BRUC€ KLAVER 
346-3494 (94 hTS.) 


UNIVERSITY 
RACQUET CLITB 

Six bdrm*., 2Vt baths, family 
room, two fireplaces, corner lot 
w <h vegetable garden. MLS 32993 

S 7 7 .90 0. TERRY -— 

3*6 1494 (24 hrt.) 


SMOLLET 


MT. DOUG AREA 
ONLY $76,900 
YOU SAY? 

THAT'S RIGHT!I Over 2700 sq. ft 
fimshed on 2 levels in this 4-yr -old 
BEAUTY. Gracious L.R with 
along dreoiaca; SEP. D.R . su 
PERB tamilv kitchen with pantry, 
CENTRE ISLAND. B.l. D'Shwash- 
ar and Eating Are*, Master B.R 
FFATURES 4-PC. ENSUITE, 3 
other bedrooms and 7 more baths 
(t-pc and 3-pc.). Add to this a 
FAMILY ROOM plus a GAMES 
ROOM INTERCOM and a larger 
than average lot ©n a Quiet CUL- 
Db SAC NEW MLS SEE IT 
TODAY. PHONE TERRY EDEN, 
1*6 3494 ( 24 hrs.) 

SWINCRTOH’S 

ii 


SOMETHING SPECIAL 

Th# bast of quality design and 
location In this 1600 so. ft. con- 
tamoorary home Picture sun- 
decks and 'patios, light and 
bright, spacious rooms, sepa¬ 
rate dining room, temfty room. 
4 baths, room for sauna. 2 
fireplaces. taak cupboards 
thru-out. Fully developed lower 
floor couM be in-law suite. Set 
on beautiful lawns with soot 
tor garden. Realistically priced 
at (85.900. Give us a call. 
MARILYN MOORE 382-8019 
JO LENNOX, 479^2943. 

POPULAR GORGE AREA 

I have several homes for sate 
in mis desirable area. 

(41.900. Large, older home 
with 4 bdrms., large L R. and 
D.R. 

(47.000 Adorable 3-bdrm Plus 
den. Quiet St. ideal for retire¬ 
ment or starter. 

(51,500. Character with formal 
D.R , double french doofs. 2 
large bdrm*., full, high base¬ 
ment 

(54.000 . 4 bdrm (2 dn.), recent¬ 
ly oamted and decorated 
throughout. Large sundurk and 
50xiB4 lot. Interested call: 

ANrTA TAIT 

384-2911 gr 388-4275, Pagtr 38? 

FANTASTIC VALUE 
$58,500 

Less than 2 yrs old. 3-bdrm, 
full basement home in Immac¬ 
ulate condition. Largd L.R. 
with brick fireplace. Fantastic 
views from kitchen and D.R 
with sliding doors to extra 
l erg* sun dock. Quiet area. 
ANITA TAIT 

1*6-2911 or 388-427S Pgger 382 


CORDOVA BAY 
SEA VIEWS 

Large (approx. 1-3 acre) tot In 
a very desirable «rsa, close to 
the beach. Three bedrooms on 
main, fireolaca and hardwood 
floors. Roc. room in fvl high; 

basement * --— 

three Pie< 

here tor ____ .. 

living and * comforted# __ 

of iust $79,900. For aontot- 
fonnts to view call MARKIE 
MUNN at 590-3321 anytime. 

FSQUIMALT - OWNER 
LEAVING TOWN 

So is very anxious to aall this 
charming family dwelling, situ¬ 
ated on a fenced lot on fhe bus 
route to town or Dockyard. Six 
rooms on the main floor, wait 
to wall carpeting, modern 
kitchen, full htoh basement 
with utilities and workshop, 
and an upper storey with 
roughed In rooms. All otters 
considered on the asking price 
of (*7,900. ML 31573. Please 
call DENNIS BERRY at 
590-3201. 

G ARDENERS DELK VHT! 
STARTERS PRICE (43.500 

Approx. 1-3 acre on cul-de-sac j 
near Glen Lake. New roof on ! 
cosy three bedroom cottage 
with panelled dining area. 
Four piece bath, plumbed for 
washer and dryer, stove and 
fridge included, vacant for 
early possesion so call now 
*or appointment to view MAR¬ 
KIE MUNN ef 599-3301 arty 
time. 

RETIREMENT SPECIAL ' 
(13.900! 

A solid smell two bedroom 
home close to bus and shop¬ 
ping plaza iust otf Sheibourne 
Vary welt built with a full 


OPEN HOUSE 

Monday 1:30-4:00 

1909 Ferndale 

Near Schools and University 

SEAVIEW 

SWIMMING POOL 
FIVE 'BEDROOMS 
THREE 

WASHROOMS 

RECREATION 

ROOM 

EARLY 

OCCUPANCY 

REDUCED TO 
$84,500. 

W. G. MOORE 

2 . 

Great 'Family Home 

ssutswiss arcr 

ln» ro«n H . O l l to Covrml ton 
deck. Large recreation room 
Bright -jpectoug kitchen with eat 
•n® area. Utility room with 
laundry chute. Workshop. Built in 
closets oil heating vHth hum id i- 

yard with enclosed vgo. garden 
Large evergreen and birch free*, 
some fruit trees and berry buahes. 
Sunny exposure and privacy, (u* 

PWcoSassf r.rav'- 

$72,500 

W. G. MOORE 
595-3341 or 

388-5464 poger 700 


OPEN DAILY 
1038 Wollaston St.- 
1:00 to 4:00 

ou'rt invited to thto charming 
•i' kept neat home of 2 bedrml, 
rmai sae. DR and specious Lf» 
with cozy fireplace. Wall-to-wall 
broad loom throughout, ideal for 
re* i rad or newlywed s . Call your 

k " ~° M - 

GORDON HEAD 
Lorge Lot 

Very ettracthm 3-bedrm. rancher. 
comblnaHpB iwom and uinmg 
room with floor to calling fire¬ 
place. Wall to wall carpet over 
oak floors. Bright specious kitchen 
With anting area. Dishwasher and 
a r our a tor included. Full base¬ 
ment, family rm„ and tftOHy rm. 
plumbed and wired tor wesher- 
aryar. TO'xaJS’ tot. Many beautiful 


PP» 

home en 19 acres. 9 bedrgams. 

-*— with am — - 



with i_ 

drlvewev.- 

not too dark 

M'P.V’hUT 

Marina, neaf _ 

Tryan Rd. and teUi 
Fernta Wvhd Read, 
further Information I 
BOSS. 477-9990. 




City 

REALTY, 

fl&UBS-SttLaL ' 


_ LTD 
39B-7557 



SHARP (42.909 

You'll love this IIS storey. 3 bod- 
room home In SUPER CONDI¬ 
TION, Low taxes. See It toda^r. 


. uras:iww__ 

« M>m> [ IX)RECL0SURE SALE 

Or sn-K7i shawnlitan Lake area 

OAK BAY Siiyated In e desirable new sub- 

Willows 

Lovely 3-bedrm. home on gulet. J o'pee bathrooms, ther 


DON'T POSTPONE 
IBSS! 


HAPPINESS 1 

MM ■ I *«w • Muaa 

If a heme to the country is 1 
you've always wanted, tot 

" K 


ceumry -s wm * - 
M ed, tot d | show 

•gfctoT* ggtun? 




larva family room and 
2 b athrooms. The exterior comp" 
men is the woodsy setting with 
•hake roof, old brkfcfaclnv and 
natural siding. Now being complet¬ 
ed, this p r operty will be open tor 
your inspection on Sunday from 1-2 
p.m. atl29S Nelld Road off Happy 
vanev Road in Metchosto, at the 
srice of 844,000. 


' or maTcnoam 

nd. Ideal for a contractor 
gf parking. MOO^ei. gas 
double garage with mein- 
pit. Room tor o tow 


division, in the North Shewn .gen 
Lake tree. This 1305 sg. ft. home 
is ivy years old has 3 bedrooms. 2, 
5 piece bathrooms, there are 21 
street. Roomy foyer, charming | ttr»4a«a. the heating is eiectric 
i-rm. and DR-rm. bright and *♦ *»•* touliMn a double garage, full 
cheery kitchen. Large roc. rm. basement The exterior of this 
Pretty kff wm» fsnced-ln yard. I itojfvtitui home la of roiwh coder 
Side lane. (73.590. siding. Priced for tost sale, offers 

JIM KENNEDY 592 9078 on $»,000, 9$64 financing dvellablaI 

DOUG LAWSON 595 7486 to Qualified purchaser. Con 

Dwyar at 5*5 4533 bus or 

FAIRFIELD 


ur mate habit price c 

Metchosin's Best 

This woll built and maintained 
homo has tots of aopoal, nestled 
on over 2 ecr M of Metchoeto 
oastureland. Ideal for - — 

with tot ‘ 

tank am 

todangg , „ _ 

horses and ctosa to beach,_ 

JUST UNDER 1 AC. 

Mosa, wild flowers, secuded wind¬ 
ing driveway. Small, compact col¬ 
lege nestled on g rock Muff and 
overlooking Sooke basin ideal tor 
future expansion. Just pest 17 Mil# 
House. 

C^II 2< UDRRAINe c H«TT. 479-5583, 


ift 


WATERMAN & ASSOCIATES 
REALTY LTD 

S23 OOLDTmtAM AVI. • 479*881 


McOiiRE 

DESIGNED 


Beeutitwiiv maintained. 2-bedroon-. 
7-bathroom home. Living room and i 
separate, formal dining r. • 1 

with - ■■ 


: BY OWNER-CENTRAL SAANICH 
4 months old. 1800 sg. ft. home. 4 
bedroom* up, sunken living room. , 
I dining room, family room oft 


nhjs 


itoing room, both 
Double glazed. 


leaded "MS- m many" other : Back split level 3 
features ottered at 807,190. ' ‘ 

JIM KENNEDY 599-9079, _____ 

DOUG LAW(ON 595-9486 Asking (74.400. 479-5787. 

or 3M4771 (anytime) 


SPECIALS 

Family room, fireplace, .o* property on Ccxxter’s 
i ~SSST m ^ ! Cove. Included is a three- 
year-old mobile home. In- 



>* SMtcsouaNc 
m mi 

00*0*4 

41* ;i«i 


COLWOOD LAKE 
ESTATES 

Terrific family horn*. 4 bedrms. 3 
bathrms. L-rm wtth attractive fire- ■»-« 
olaca. Separata D-rm wtth huge 
s^ndeck off. Modem *s tomorrow 
kitchen. Approx. 1200 so. ft. plus 
luiiv developed b*sement featuring 
t .jdor-ttyie rumpus room and 
much more. Close to elementary 
school. Just listed. MLS 33230. See 


DON'T (READ THIS! 

Be Tbmptod! 

to 14 km. circle. 


You 
.. n% tr* 
3. A uni 



jrnaaaKrpiK.. 

.. aai as war kw wp, studio or 
what have you. 

5 Ah this only MMB0. MLS. 

M '"iAAMiCH AulT* 7 

P«OP€RTl€9 LTD., SIDNEY 


HOBBY FARM 

Level tv spilt level three year aid 
home In axceUent condition. Brand 
and chicken 


spacious barns and 
with hydro and w 
Two acres oi oral 
fenced m 

bSiS??ul 

I1WJM _ 

“’■"‘Mil 



5 ACRES WITH 
PANABODE 

(Ml J 


Woterfront Beauty 



Oak Bay Woterfront 

sSfFJsr 

sa. in TSeStiwc" •* •* 



THE ZHEGUBRS 
592-1768 384-8075 
PAGBR 310 

Sgospray Prpparttoa Ltd. 


Waal hobby farm to 
ich. nieg creek. 2 ~ 


COUNTRY HOME — A* AC 
(71,909 

Wan designed ? year old poet end 

beam home. Approximately 1150 
— »re feet. 3 bedrooms, fgmlly 

_n. 10' high heatiiator flraplpce. 

C a r gatad throughoyl. 2S m tou ia 
drive west of victoria. 442-9194. 


r _ 1AWNIGAN J 


3Jt3 ACRES. 4 


BEDROOM HOME, 
rn. (#9,900. 47S-6043. 


OPEN HOUSE 

Sunday evening, all day Monday come from rent could be at- 
2(56 Ronald Road. 4-bedroom. IVy, fmrtiv* imHl , 

baths, finished basement, 2 fire- 1 Lracuv * U7UU ready to retire 

piecM, fenced yard 47M70I or build on. It’s trhee bed- 
| rooms and could also be a I 
summer retreat for the 
boater who wants to moor in prox 


WATERFRONT 

PROPERTIES 


Woterfront Buy 
$144,500 



_ eMM- - 

__but ttpM at art 

Call me at anytlma tor - 

Viewing its going to be a great 

• U """*''i>OUO ME«« 

sas t ty 479-4054 

REALSPAN PROPERTIES LTD 


COUNTRY HOMES 
and PROPERTIES 


(724)00 


BRENTWOOD 
1099 Stell/s X Rd 



garden. This really is excellent 
value and Is well worth In¬ 
specting It you era looking tor 
a comfortable home, Phone 
GEORGE BLACKBURN far 
more details. 599-3321 anytime. 

A N ENGLISH TUDOR 
HOME 

OF IMMENSE CHARM . . . 
Situated in a beautiful Uplands I 
waterfront property with a 
swimmln* pool ora area for , 
tennis court. Being ottered at ' 
(329,000. Information and view- | 

599-3473. 


c Bayshoi6* 

rwkylld. 


ESQUIMALT 

Strata Duplex, make en otter, 
owner will assist in financing, 
new 3 bedrooms. iv» baths. 
W W. carpatlng, carport, extra 
parking, own yard Priced at 
(44JOO Open to otters. 

479-7141 JOT HOME 592-2130 

OPEN HOUSE 
775 LILLY 
SAT. & SUN. 2-4 

Spectacular 3 Bdrm, > 
bathroom, full basement horo* 
In rural Ilk# atmosphere. Close 
in and well worth the time to 
investigate. Priced at (74,000 
ML32173 

dave McFarland 

479-7161 454-5*27 

644 BELTON 
SAT. & SUN. 2-4 

immaculately kept 2 Bdrm 
home with full basement and 
tondscaoed garden. Real value 

HAROLD HOMER 
479-714) 3W-4771 


a sheltered cove. 

LANDLUBBER 
You «By you’d rather farm 
— Okay, here’* a beautiful 
[farm of 33 acre* for only 
i (140.000 (can be easily fin- 
lanced). Only 15 acres are 
in the agricultural reserve. 
18 acre! zoned rural, lps 


Brand new Soenlsh-styi» home of i 

almost 1300 sg. ft. Spacious triphi i FIGHT GOOD COUNTRY 

' tjM srsaf-.. a* 

tun high basement ryady tor dev- 22ft be room to move on the, private lake frontage. Nice 
oftJT - Ajkin? L (45,i3e 75 M * k * )—view* royal: io7 Marler, cozy farm home, large bam. 

- -1 tb0{Ji , 7 ^ 7 ,| 0r#Y( j i • - - - 

Bdrm., 2 bath, separata dining 
rm. excellent land at thg back 
of the house and halt a stream. 

(43.500. 


CEC PEARCE 


FAIRFIBLD 

* orM' f»mlly hwnf Jm, Iwn I CM 

L-rm.. O-fm m family kltchan of ! 


-family kitchen on 

the main floor, upataks, 3 bedrms 
and 4-pee bath. Full basement. 
OOM heat, on a nice garden lot 


of good toll, surrounded 
is, sutxhvtda6to in future, 
ty Llndal cedar home, 2 


, CEC PEARCE 


394-3908 


© 


victoria 

Realty 

LTD " 

l 386-3585 > 


$44,900 

PEMBROKE — COOK 
_ , CRYSTAL POOL 

Exieniivaiy modernized; cut# and 
tidy with new cerpeting. Cushion 
floor, panelling and welioaoer ac¬ 
cents. Mein floor has living room 
,wlth fireplace, large kitchen with 
leafing area, two bedrooms plus 
bathroom. Downstairs Is full 
I height wtth two more rooms and 
■ place tor e third plus laundry fa¬ 
cilities. Small corner lot duplex 
zoned. MLS 33924. 

BRENT D. EWING 

388-4424 458-5641 

LA K EH I LL 

*59,910 

J 3IG first -mortgage, tour bed 
'ooms. two bathrooms, Hvingroorr 
with fireplace, large kitchen with 
Jineette, recreation room, laundry 
-oom, hooby room, playroom, sne 
arga fenced backyard with trull 
frees. MLS. 

BRENT D. EWING 


S r^lonte^ri 

IMk^PMlU J 


HIGH 

MAPLEWOOD 
| 1270 Ookmount Rd. 

Immaculaie. family horn# on 
large, treed lot with views, Park 
| at rear make blrd-watchei ‘s para- 
i dise. Main floor has attractive 
wi,h Ttoeptoee, A laroe com- 
blnation dining-family rm., spa¬ 
cious kitchen with breakfast nook 
overlooking bird baths and park. 2 
Bdrms plus 4-oca. bath. Up. 2 love 
lv bdrms. Part basement OOM 

K& ^ MLS 

CEC 3M. 3 », 

or 395-9771 (anytime) 


LA. E. LePAGE 


SEAVIEW HOME 
WITH REVENUE 
SOOKE HARBOUR 


Execufiv#-8tyla, spacious, extreme¬ 
ly well built four year old home, 
includes ground floor 800 sg ' 
bedroom duplex with large _ 
fireplace and kitchen dinette. Main 
house features expansive LR. with 
heetiletor fireplace. Indirect llght- 
ine. large DR., galley kltchan, gra- 


OPEN 
? HOUSES 


Gaiaxia 

__ _ dTBto.1, 

acres of good - 

by frees, * 

2 storey ____ _ 

bdrms.. lVj baths, 2 fireplaces, j 
fuM^abovs ground basement ] 

3- METCHOSIN 619 Libre (off 
Aquarius) 2 Vi acres steep 
timber, secluded cedar 2-storev 
chalet. 2 bdrms., I’/j baths, tre¬ 
mendous views, lovefy garden 
(68,500. 

4— ESQUIAAALT LAGOON WA¬ 

TERFRONT- 3295 Anchorags 

ecre of oood grass end veg .. .. 

oarden. 2 storey family home 1 walking 
with axlra suite. 3 bdrms., and neat, rock t 
den on main, 3 bdrm. work- 
shoo, ate., down, total up to 12 
rooms. Riqht on the water Tre¬ 
mendous views, only 891.500. 


hay loft. Low down payment 
to good covenant. 

TOM DUNCAN 477-2462 
Century 21 

Suburban Realty, 4784216 


YOOR OWN 
I5LAND 

ded towel ef 1.41 He <*o- 
3.5. acres) to that recrea¬ 


tional a rjto betwe e n Campbell 
River end Powell River near Deso¬ 
lation Sound Magic Mecca tor 
yachtsmen.. Two good bldg, sites 
one amid trees at the waters edge 
or a high end commending site 
wtth magnificent views. Access* 
bis to torry, store*, marine, v4f 
privacy on miles of nearby desert¬ 
ed beeches for beachcombing, 
worm swimming, dams, oysters, 
good ftoMng. All this for the price 
of e waterfront lot. 

Only (39 JOO 

BNOHIAHTMG 
PIERS I9UAMD 


UPLAND® 1ACRF 
WATERFRONT 
60x30 SWIMMING POOL 
On en acre of sec luded UPLAN DV 
waterfront property udth of 

sandy beach, a 4-bg^oom no*top 
residence of over0 sg. ft. de¬ 
signed to take advantage of ttw 
unique location. 3T recepHon heM. 
27' drawing room, separate dining 
room, opactoue den end a fully 
modernised kitchen wtto separata 
breakfast room. 4 bathroom, 2 


60 x30' swimming pool wRh total 
privacy, changing room#. Direct 
access to pod area from drawing 
room, don, 2 bedrooms. Double 
garage. Room tor tennis court. A 
uni que 

Office 
477-1(41 
r Ltd. 


fiSCc. 

598-1*20 


Block Bros. I 



malahat 
realty ltd. 
p.0 to* 40 
MU Bay. •«. 
743-0629 


no of 
H.000 
imam 


"JS MON. 2-4 


ctous foyer, sunpartour, thermal A “10A OH(TVM Di-J OH 
can* windows, Vacu-Flo c leaning ] Oyf9 “ylA/Lrn KU 


system, large sundeck and auto-1 ^otmfain viafa and rural 
mafic garage door. Beautifully sphere surround this 
landscaped, terraced grounds, an- ! •''d cedar _ 

cranflng flowers, shrub#, wrought, 'Yaatarn conte . 

sunken LR. Asking 
t 384-4331 or 


REALTY WORLD* 

OPEN HOUSE 
SUN. 2-4 P.M. 
2942 Oriole 
$67,900 

LANSDOWNE - RICHMOND. , 
B60S., I BATHS. YOU Ooo'l olt,n 
see a fine family home lest In th# 
market on this street. In immacu-i 
la i* condition — ftreplgc* — oek 
floors — all olaster Interior, full : 
high basement, wood panel familyi 
room. <Te. HOT WAT6R HEAT-' 
ING. Large sunny deck, patio and 
secluded fenced garden lot More 
then you expect and often offering 
possession June 30th. 

SUSAN or JACK BETTI. 477-4042 

385-2*41, 399-4275 pee or 909 

$39,900 
COLWOOD 

f Bedroom bungalow on good tre*d 
fenced lot plus 
and workshop, i. __ 

ED JUI 


$53,900 

1430 Pembroke St. 
5 Bedrooms 


i For full details on the above cell 
! Grant MacFerlene. 346-3585, res. 
*79-8529. 

THETIS I SAN D 
2 ACRES 


CLASSIC 


glass. French 
hake; four bed 
wtth fireplace. 


wootoca 

privacy 


Lekehill. leaded 
doors, stucco and 
'ooms, llvlngroon 
separate dlnmgro 

deck oft, den, twe _____ 

■ration room with fireplace and 
wet bar. fuN baseme n t, with driv» 
n garage end beautifully land- 

BRENT O'. BWiNG 


dbbu'ituv y wbtoovu, turnmBiHjiiiB 

building site with view, road com¬ 
pleted. excellent water supply and 
hydro available. Good ferry s or- 
vies. 10 round trips dally. Only 
-— -- • ” Victoria 


LOW DOWN 
PAYMENT 
GLEAlR TITLE 
$43,500 , 

An opportunity to acquire a 2 bed¬ 
room clean and deiighttul bunga¬ 
low Close to bus and store. Phone 
FRANK BUTLER 595-1315 or 
395-8771 (anytime). BROWN BROS. 
ON BLANBHARO 


(£rfirir fctwlr 
fit ally Cti. 


__Jna ____ _ 

Iron railings, arches end green¬ 
house. 

c. n. monIa^ue CO. LTD. 

595-4*13 

F Kolstsd 642-5315 - 454-4141 



BRIGHT AND SPACIOUS 
2 Bdrm homo en secluded ajl-do- 
sec to Gordon Heed. Superb 
viewei 1VV baths on mein, V* bath 
down, finished femily room. Leree 



IMMACULATE 
BY OWNIER 
GLEN 'LAKE AREA 

J bedroom, ‘sunken living room, 
feature fireplace, ensure 
bathroom, finished re c. room with 
bar. laroe sundeck. 140 x ISO- lot. 
The garden is In. 

(44.S00 
478-Q080 

A.H.O.P. 
DUPLEX ; 



HOME FLU* SUITE 

-1 3 bedroom home plus suite 

in the basement with its own eeoe- 
rgte entrance, nice dose In loce- 


VACANT 1 BEDROOM HOMB, 

6 s 88 S.« t %*"«• 

6 REP , THU IS GOOD VALUf. 
HTO VIEW the above 

BURGSTRjOM r, 92-0109 


n. l. 


BY OWNER, ICAVIfV 
tv en Cordova Bay 
or am le view of Haro 


, SEAVIEW PROPER- 

R ay rldos. pan- 
aro Strait, S«n 
Juan Islands and Mt. Baker. 2-btd' 
room home, qutot seclusion on * “ 
acres of beevflfully to "decs 


rooms and J-pcs. bathroom up 
ilatrs Living room, dining room 
and kitchen on main floor. Down- 
dorrs has 2-pca. bath, laundry 
room, another bedroom and work 
shop. Attached sundeck and car¬ 
port. 383-9172, 5-1:30 P m. _[ 


•«r v Just 


OAK BAY 

7 Dyntovy St. 2-i.ll. . 

full nigh basement, rear lane 
:8M. By appointment, 


rooms, 
and tc 
tread tot. 
ootn to offers 


hr ooms, rumdus room 


FAIRTTUD 

Superb 3 bedroom plus dan and 
rac room, on* door from Dallas 
Road. This vary woll built spa¬ 
cious 1100 plus sq. ft horns fsa- 
lures beautifully finished detailing. 
Thl» property In this location will 
not last long at (75.900. Call now 
for appointment to view. 

JOHN WF*T 

J88 4258 595-8312 No Ml 

STARTERS 

I have three In a convenient area 
on large lots, 3 bedrooms with up- 
dafed servicing. Needs only clean¬ 
ing up. priced In the low a0‘s. 
They can be easily financed, give 
me a cell and take your pick. 
JOHN WEST 

388-6298 595-8312 No. 281 

, 

(125,000 

Situated Runnymede — Mt Joy 
area, this spacious home features 
torg* LR. separate DR. Den with 
FP, extra large master bedroom 
plus 2 more bedrooms. 3 

ft r h tprinkIsr*sysT l0n f00fT1 w1th 

NORTH OAK BAY 
4 JRS-OEN 
(134,000 

•n g qutot treed cul-de- 
4-vear-oM, prefeestonally 
oesigned home of 2iO0 sq. ft. con¬ 
tains large living room with access 
to sundeck and oarden, separate 
din no room, bright kitchen with 

BSrUEM8?SB r'SL.ti 


CADBORO 

BAY 

SEAVIEW 

$89,900 

Unique opportunity to purchase a 
brand new quality appointed home 
In this most desirable area. Many, 
many extras that must be saen. To 
vlsw, call Bob Oerside, SEA 
SPRAY PROPERTIES LTD. 
384-3124 or 452-4348. _ 

OPEN HOUSE 
Selwyn Estates Langford, by own¬ 
er, Sat., Sun. 1-4 p.m. l year 
,? . 50 ft- Upstelrs, 3 
Pius an-suit*, w-w car pat- 
P - 1*rgg aundeck. Down- 
~ M? 14 r«c room, 

with carpeting and fireplace, bdm 
or den, bthrm plumbed In. E4sy 
cere lot, owner wliline to assist 
with second, assumable 1st mort- 


uuviy o**pn*g fveei 


SUN. 1:30-4 
2918 LEIGH RD. 

WATERFRONT I Drive out and 
l#r R* Picture 
wto*hf to LR, saoaret* dining 

befit. R.I. down. . 

AEBB 3B44815 


SUN. 1:30-4 
99 CREASE AVE 


5-METCHOSIN - WEIRS 
BEACH: 5133 Sandgat*. about 
•to acre, grass and pond, trees, 
lawn, LOVELY GARDEN . . . 

ja. , TBoiw»i*¥iL.t y 

storey heavy tog horn# with full 
Casement 3 barms., baths, 
many extra rooms and 
Delightful European hoi 
peace throuoh strength. (104. 
4-METCHOSIN: 4444 Willi 

Head Road — 3*4 acre# horse 
farm, sfabtos and orchard (SO 
apples), riding, ring, 9 box 
stalls etc. Good 3-bdrm Tudor 
stvia home. 2 fireplaces, )Vy 
baths. (107.500. 

7— METCHOSIN 424 Libra (o« 
Aaueriu*). 2M» acres, 32 ft. 
swimming pool, big concrete, 

• ieder end ther mope no 2-sforev 
and part oeeemenf home. 12 
rooms, Including In-law suite. 3 
bathrooms. 3 fireplaces. MAG 
NiFiclNT VIEW*. High cell 
Ings to reception rooms, truly 
great family home. $119,500. 

8— SAANICH Just bevond the Red 
Bern — 355 Farmington- (off 
Wallace), over 15 acres, mogt'v 

nd rural etmo rich, level grass land, with 
this 4 BOlt 2, some barns and working chlck- 
:eder noma. Uni en housds, riding ring. Cherm- 
“—’— -—*- tog 2 storey. ',*» basement cedar 

home. 3 bods . 2 batrs. Qutot 
views. (1304)00. 

9— METCHOSIN: Wetertront, *455 
Perry Cross Rd.. 6 acres grass 
land. 90' above water level for 
breathtaking outlook Indoor 
heated swimming pool, charm¬ 
ing practical 1-level home. 3 
bedrme.. 1V» baths, separate 
dining rm, big greenhouse and 
huge workshop, stair# end esca¬ 
lator to beach, fields all feneed. 
Road allowance on 2 sides. 
SI 95.000 

LAND.— METCHOSIN: McVIcker. 
Kaseni or Harold Piac# (oft 
Barrows and Kangaroo). 10 
acre lots drastically reduced to 
.000 and *494)00. Only 2 sold. 

-WO- 


Mill Bay 

bdrm. family horn# on 1 acre. 
■ iking distance to beech. O 
neat, rock t'replace, commumttv 
water, garden planted. All this for 
(50.MO.OO. 

Seoview, Mill Bay 

ideal for the large family or 
investment potential. 5 bdrm., 
solid, older hiome on 1.34 acres. 
Frontage on 2 roads make this 0 
vabie on* lot subdivision poten- 
tiei. FA§ trees and garden area 
to suit film most avid oraen thumb. 
On community water system. 
Worth looking at for S40000M. 

Shownigan Village 


ngan 

st listed 

( with 4 


m2 tire- 
Mdtei, 

tot with 


in end out. A steal at 956,500.00. 


1 to the area pleads contec 
Lie# Modigeo — 744-4990 
Pet Doupatt — 719 6544 


Tom Bur doe — 74»to390 


Complex 
bsmt. ho . 
mod* f I on 
ford. 4th Ml 
ivenient laundry 
separate qen 
years old “ 
FERRp 


3 BDR. ©art-! 
lets of eccom 
' you can at-1 
1 down, con-1 
areo eft kitchen, 
irege. Furngce lust 2 

MLS (47.9M. DE- 

-- 477-r— 


ILL 394-433) or 477-2093. 


NNIS 


dtuoted on _ . 

SStr^^ 



130,1 

Cut* 1 bdrm. cottage an 

asevur sir?, 


Gorge area, 

I *84 ^^xcuvmSSBBHS 

Weil A Redekoo RealtyTtP 


«a«a at I0to%, Drive by 2504 Jean- 

z&srjsue ^ »» ■ 

Owner Transferred 
MUST SELL 

3 bedroom m«in, 4th down. 2 
bath*, maatar enauite. 
Lar*a fencad yard. Watrr 
view*. Appraiaed 1*4.000, 
Ofter* on S39.500 for qtlick 
sale. Private. 476-3596. 

ar- _, 

!T«ki 

bath and a v». 

KzrxXir 



»v ewMT. ‘ySrSt. tku r nm 
ooum m • irmt, lull iw 

aVTSSriT 1 ' 


. OT UW run 

54*n WST" k 


SUN. and MON. 
1:30-4 

23)9 GREENLANDS 

This new sxecut vs home Is Situat¬ 
ed among other fin# homes on 
large sunny lot In Arbutus area of 

ing privets retreat tor Mom. and 
Dad Large formal LR with floor 
to celling Stone FP separated from 
DR by French doors. Sooctous 
family rm. off kitchen features st- 
trsetive eld brirk FP and sliding 
glass doors to large privets patio 
Exceptionally well built by epng of 
Victoria's finsst custom home 
btoloers — Mike Geric. Good value 
st (119,000. ML9. 

386-4331 DENNIS FERRILL 

3*4^4331 BECKY LITTtE 477-4424 


iews, timber forever end most 
wtth good soil that can be 
< <earad Be a land and timber 
investor tor (15,000 down. 

LAND — METCHOSIN: By Wtlrs 
Beach, 2 good lots, 1.2 and 1.4 
acres each, ons level and near¬ 
ly clear, one well-treed. Each 
at (26 500 

DESMOND HOLMES 
39* 812* 478-1227 

PEMBERTON. HOLMES LTD. 

1000 Government stdeet 


1mm ^ 

ftKALTY ITD 

5* Bastion Sq Bo*. K3-4151 

3.47 AC. 

(1.4 ha) 

Woodtd. wtn aoo* «•«' 

Hwniv. 7nl» otiWMiur proowi; 
■ront* on woot Soonich Rd. ond 
WMWU D,1«. DpIltMtld auooral 
and mount*,n vlotw. Askine 

iS5M °alTTr attcpttcao 

3M-M. Raoor tv 

SOOKE- 
KEMP LAKE 

Seclusion end trenwlllty Is yours 
on two lots .69 AC. Warm, end 
comfort able this 3 bedroom home 
is truly spacious. Gardens grow 

P«B*r 70, 


80‘ WATERFRONT 
SWIMMING POOL 
PORTAGE INLET 
a’ Mufliom t»-1 An Immocytfto ond woclouo 

.isrsr BrtvBJY- 

s too Ing ggntfy to toe 89* 
tertront. Large temttv 
sauna, profeseipnel ^ 


boat trip, on .___ 

A rare opportunity to acquire a 
profeeatonaMv-butit summer or fu¬ 
ture retirement home on fascinat¬ 
ing Ptors I sl and, 
poeure in a setting or Arputus ana 
fir where you can lazily watch the 
oasslng parade of boats and ter¬ 
ries from the wrap around sun 
deck which has barbecue and 
night lighting. The Immaculate 
3-bedroom cottage has a massive 
brick heetiletor flreoiece for chilly WTTn 

Sr 

new condition in principal rooms, t, 

* pea. sea green fixtures and ^' alock 

omoio vanity in bathroom. A neat - 

kitchen with open bar to living-din- 1 * ■ ni A k I r^C 

no area, Dutch door and much Ur L/vlNU^ 



OftiG 

ed Wettord 477-194 
Bros. Realty Ltd. 


more. Store) 
Full price 


SEE SEA — 
60 M l UES 


(78.SOO j Pemberton. Hoimee Ltd Is 
I to present this outstanding 


proud 


IlSti 


o n«» m »ne»» roor on 

i exceptionally maintain 

. Sflng^Wlfl 


COUNTRY PROPERTIES 


DRIVE BY: 

4776 WENOONNA PL. 
BRENTWOOD 

I'M- TgWaWjWj.WU I ««5SK 8 ’teSSS.” 

USPW® 1 eSS 
8ft 


Of islands, sea end meiesttc Mt. 
Baker about 190m (500') of choice 
seafrontage. Woode d and secluded 
vet 49 minutes North of Victoria 
and 15 minutes from Major shop¬ 
ping Perfect sit# tor a peaceful 
country aetata on 1.73 Ha (over 4 
•eras). 

Price (88,500 

"STUROIE5 BAY!" 
GAL LAND ISLAND 

An immaculate seetront residence 
for present or future retirement or 
the summer visitor. Approx. .1 He 
of level lend with a gradual slope 
to the 75m sandstone shoreline. 
Half dozen asserted fruit trees, 
smell greenhouse, prolific gorden 
alt wend into toe perkllke setting. 
Th* specious white cedar siding 
home hge a shake roof end has 
maintained In- 

HNHHOs 

wall, ftrepipcp Arizona Sandstone, 
wall partaking, sliding glass door 
to attractive circular petto. Tas¬ 
tefully carpeted In living room, 
dining room end bedrooms. Me«i 

eassrw Jr. 

room wtth washer-dryer, d*eo 
freeze — new 17 ce. ft. inglis re- 
frigeretor, summer furniture, etc. 
All Inc/, workshop, pump house, 
utility Wdg. Midway between Vic¬ 
toria ond Vancouver wtth conve¬ 
nient torry service, store, golf 
course, dtotou, ate. You win find 
this a unique property wtth mag¬ 
nificent views of marine and ship¬ 
ping life, poor, see tJrda. lights of 
Grouse Mountain ski Tift. Cherry 
Point. U.9.A. end distent Mt. 

IIMjMO n ** r ChMI,w#ek ' ^ rk# 

properties. Cell 393-9413 snytmte, 
Fraser Blecoe. FJ8.I. pi. B.C. 
Seafront Specialist with penthouse 


__ _ BPadow — ,—-~ 

iy appointed home on an immacu 
lately tailored ecre seafront lot 
overlooking too yacht bos'n and 
Cedboro Bay. Crafted wtth charm 
and dignity, yet with every com¬ 
fort and convenience. We feel that 
this property represents axcWton’ 
value at (250,000. For an appoint 

1000 Government St. 3(4 812* 


"SPECTACULAR'' 

IS THE WORD 

la a most remarkable erooer- 
sooctecuier residence (cue 
built to the tot) togturtog 3 c 


Here 

tom A builTto'the totl' touturto* 
bedrooms end den, 3 full bathe o 
superior quality — complete wtth 
swimming jxjoI and views superior 
to anyth'nb you have seen located 
near Swartz Buv and sensibly 
priced Pt 8145.009. L. I KIRK 
381-6275. peoer 29». CENTURY 21 
Mevtalr Realty. 


TEN MILE POINT 

A lerge, femily homo with a great 
sandy beech. 4 bedroom*, two fire 
place*, appetoye, private decks 
Reduced to (1(54M0. MLS. 

HEATED POOL ALSO 
Custom • deetoned. enowoar-oid 
beauty, very private location, #* 

' ■ use of wood end glass. 


tonslva i 


2Vi baths. 


MLS. 


SflSyOOO. 

^LAM 4 4r7 S ?tf- 5, ° 
National Trust 585-2121 


Fpr 


ON LOVELY QUIET CRESCENT 
adjacent to Gorg# Park, 3 bad 
room horn*, kitchen with dinlnc 
*r#a, living room with flrepict ane 
■hag careetina, fourth bedroom or 

family room In basement olus 2nd I OAK BAY PROPERTIES LTD. 
bath, drive-in garees. vegetable 2227 Oak Bay 

ssrden snd fruit trees. 1029 Gosper 
Cri#.. 313-9173. 


MLS. 

Smithsrs. 44 acres. MLS. 
14 mils* from Smlthers Detailed 
maos showing land relief detolls. 
Timber untouched sings 1921. 
Young, ambitious workers should 
check into this on# thoroughly. 
112,000. Vandarhoof. Exclusive 
Two separata lots en Wuikl Lake 
Close to tewn yet heavenly solitude 
for real relaxation Sandy beech 
Plant landing and resort hotel 
handy. 

$$*.000 Cobble Hilt ifTghtlniel# Rd. 
Housa end log cabin. I woody 
acres. Fenced. 


more Information on th# 
truss, call LYNETTE i 
It 592-3407. 

AND Gower 
. .. . ROPERTIES . 

2227 Oak Bay Avenu* 


SELL I Offers to 


3317 AMHERST, SIDNEY 
Brand new 3 Bedroom "no-iteo . 
reedy to move In. 196,900. MLS. 

10174 MELISBA, (IDNtY 
Immaculate 2 bedrooms. Double 
“ttorsr MLS. 


Beautiful **ne-steo". 3 bedroom*, 
electric. tnsrmopan*. garage. 
$57,900. Nearing completion. 


INDOOR POOL 

—i ~ wi z-peoroom noma with 
[Ofd * 9 B»tw > end deck# to taka 

»wjtt9t8- IrKtoor^haa^Sl^ooL 
Quiet street close to town. *1)0,000. 

183' WATBRPRONT 

■98 •ere of privacy wtth your own 
meentticant easy-accass beech, ce- 
"tofif tMwali. bordered by a creek 
and a chain-link fence, ibedroom 

*338^98 «• 

Barry THornycroft. 
477-8487 386-7545 

IM-AWD HOMO LTD. 


nlng Bbovs oroosrtl 

rs DtLA wk? 


nell-b* 


, AU, CEDAR CHALET 
_r 12 ACRES 

^ ^ CHPENINSL,LA 

.L Living room with J S69.000 


Superb reek 
acre, fruit tj 
bedrooms 

garees. 979, 


SIDNEY TOWNHOUSE 
3 bedroom, redecorated. A beauty. , 
(35.500 “ « 


trees, tome see 


.,__ room 

... s etto ri ts • dining 
spacious kitchen with 


3 bedrooms, full basement 
■roe panelled room. Situated 
«* 45x188 tot wtth several 


, An ah cedar 2 bedroom chalet on 
—ttou i almost 2 *croo of gently stopinj| 


meadow. Large I 


on torus 45x118 .. 

fruit tress, $48,500, 383-499* 


GORGE AREA 
Older but nice. Drive by 3049 Al¬ 
bino (treat, by owner. 2 bedroom, 
newer kitchen, full " 

large beckvjrtjoed 


slur 


basemeo’ 

rgntgi, toll 


(T BE SOLD. OLDER 4-BED- 
n home. 2 bathrooms, fire- 
:e. Appliances Included. Full 
’its- Ideal ran- 
conversion to 

wner, 3B4M75, 


m fireolaca. in-line dining 
v, galley kitchen, master bod- 
n #nsuite. 2 bathrooms, (pa- 


room __ _ 

clous ro ce otton hull, l dot i 
Excellent we/I. On bus routs. 
3 veers old, ond probaf “ 


993.1490 Tad Wolford 
Block Bros Realty 


nd probably the best 
the market at lust 

Otfica 
A77-1G41 



5 mil I 3 .. 

*kir)9p' )ot, grive by 1727 ^Kto 
Rd Cell Len Thomas Sr. 
or Herb Hodgson JT — 

LAS HAWKES LTD 


SAANICH PENINSULA 
A high tocetlon to Centrei (eenlch 
with the beef of ocaen views. 
Leresr proesrty ever M acre near 
Ventrelght Fgrms. The home if a 
large spilt level, cm# owner, 2 
baths, extra large mester bed¬ 
room. Basement with firgptoced 
family room. This i« on excellent 
value in a top location very eel- 

isarwflt — 

LA),.^ 

National Tr ust 989-2131 

ARDMORE! 



Jim Jonas, 694-4587 
Jack Fethartton, 432-2 
kPITAL RBOION AGE I 


•2248 

“NCIE* 


MALAHAT 

SECLUSION 

Lovely older i or 9 bedroom ranch 
stylo bungalow on M acrae. Valley 
and Olympic view from kltchan 
window Interior mggtly renovated 



HO0 BYFARM 

in (aanlch, within f mil#* of city 
canine. Large fgmlly home, 3 bed¬ 
rooms plus dan plus room fpr dev- 

Has?*"' 





LANDSBND ROAD 
WATERFRONT 
LOTS 

•424)00 (A^L) faking prlcrff'*^ not 
THE P ER MANENT 

LAKEFRONT 

w* w 


BEAUTIFUL 

SHAWNIGAN 

Good slip 3-b*droom (2 down) 
cabin, largo living room (30x12), 
hsatliator flraplacs, oil furnace, 
plus electric heat. 5 pc*, bath, 
femily kitchen, utility, specious 
covered verandah. PLUS approx 
88 faot of oood wetertront on th# 

th-nta. 


TEN MkJE POINT 
WATBRPRONT 
$117,900 


REDUCED FOR OUK 
This homo has e lltti# 
to b* 
large 

llv - _ 

going out to the 


ICK SALE 
' -illng 

. #r# 

vf»w. 


done. The LR end DR i 
wtth PP end a argot vh 
Family room down with slid' 
doOr going out to the pool decs. 
All on aasy-care tot. Wont last. 

* S: 


Fuller Lake Home 

•ont 
.jslon 
.. front - 

_ ...peeslbto 

subdivision into five tots. Would 
mek# a greet hobby form. Priced 
at 189 JOO. 

. KAREN FARRINGTON 
264-3231 244-3739 



SAANICH INLET 

Located on Mark Lana en west 
side of Saanich Peninsula, h*re »» 
ons of the toe at the vacant wa¬ 
terfront lots In this area. Hi#h 
rockv lot with magnificent views 

_ Royal Oek Branch 

lakeoowxchan" 

WATERFRONT 
49 ft. tone frontage, nice beach, i 
cabins with hast, water and 
pewar, boat ramp, wharf, #tc. 
Raadv for your oummor p toe sure 

SETTING SUN 



WILLIS POINT 
WATERFRONT 
two tomlly roRMnc*. 
L0V.lv MO atid moufitole vtowo. 
Two Mwwot n io Mhm Ammo K 

iinZ •" ar,w - 

„„„ JOHN RUSSILL 
4774)141 


LAKEFRONT 

w# wesanttv hava f 

as£ rjn£u 

m . 

LAKEFRONT 



'jssrstz. 
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DAILY OOLONtST, WIhii. B.C.. sumta} 


WATMTHONT 

PROrt.RTIKH 


,UK rOMMtMINJCM* 


M«> ifl, l»T« 




«U COVDOMTNH Ml 



E v ■dli? 




Fbrk Pacific 


653 PORT ST. 


U25 DOUGLAS 


K»1»1 


Terrific 

*1*5,000. 

383-9191 
597 9194 
3*54774 


lass hom# In 
Esquimalt. 

This on* ©*9— 
•xtras including 
•nd first ‘ 


3M-9M3 


BEACH RESORT 

boating and MbnitrtM. Tgrritfc 
family oration. Asking 

(24 HAS) 

IRENE VAN 
FRANK SALE 

PARKLAND5 

Quality 4 badrooma (1 doom) «ot- 
In excellent area, of 
Cloaa to everything. 

r 4 yr. old has many 
ding built In vacuum 

Tean*mcmkhae'l 

6(2-9191 477-9113 

THE ACNMANENT 

RIVERFRONT 
SECLUSION 
A CHARMING CHALET 
STYLE HOME 

This fin# homa located about 
10 min. from Shawntoan VII* 
lege and ritualed on the beau¬ 
tiful Koksilah River It tat In 
4.47 hactarea (16 ac.) left 
moafly In Its natural state. The 
river it eerily accassabto and 
widens to a larva pool in front 
of the house — you can see 
fish from the houaa. There Is 
alto a lovely beach. The * 
of about 164 eq. metres 

sq. ft.), la finished In •_ 

three bedrooms, (third loft 
type), living and dining rooms, 
kitchen and dan all overlook 
river, there it tn attached 
studio end basement workshop. 
Suitable for a family or couple 
as a retreat for ell year llv- 
irg. Being ottered at only 
SI 21,000. (MLS). PETER 
NASH 594-3321 or 992-3473. 
JACK MEARS . 

OAK RAY REALTY LTD. 


SITERIOR LUXURY 
2 BR. and DEN 
CONDOMINIUM 
2 FULL BATHS 
THE SAVOY 
777 HLANSHARD 
One erf the finest view apart¬ 
ment homes in ail Victoria 
— to the south Beacon Hill 
Park, The Straits and The 
Olympics — to the west the 
Inner Harbor, Parliament 
Building and the Sooke 
Hills — this exciting home is 
a rarity on the market. 
Priced to sell at $77,000 — 
below replacement cost in 
this superb steel and con¬ 
crete hi-rise. 

For further information and 
to view call Robert Young 
388-6275 (pager 821) 
383-9696, or J. B. Young 
Living is great in thus two-! 388-6275 Pager 805 or 
storey town house located in 1 383-4124. 


LOOK 

ONLY $39,900 
OPEN HOUSE 

104-1060 PARK BLVD. 
SATURDAY 2-4:30 P M. 

A lovely, one-bedroom suite 
in tiie Eaatpark, opposite 
Beacon Hill Park, and close 
to an excellent shopping 
centre. 

JOHN TODD 

364-9335 566-7849 

COME ON OUT 


MR COfIDOJOTNH MR 


Park Pacific Investments 


hOOM 

(3000 


Passmore Place. Features 
two bedrooms, appealling 
living room and dining area, 
functional kitchen with stove 
and refrigerator. High base¬ 
ment with rec room (or ad¬ 
ditional bedroom). Spic and 
span in every detail and 
conveniently located near 
complex swimming pool and i _ wooa .~, r „ ina 
£m« centre. (MLS. 331TJ>. jS'flSr*' 
Good value at 


SHAWNIGAN LAKE 
1100 sq. ft. plus sq. ft. In-law suits 
down. Granite fireplace. son- 
decks, workshop, best view on 
‘ ‘ water lease, 

fSSBP 


.. Qspd 
Asking $74,900. Rhone 


Superiority 

Complex 


$43,900 

W. E. (Wil) WILSON 


—Seune, swirlpool 
1 —Four acres of grounds 
1 —Hilltop views 

From $49,900 


(Sm) ROBERTS 

INVESTMENTS 

a MAiuctMtNT irn 
wyneoojjo^^aMegt 


Grosvenor PI. 

1342 HILLSIDE 
$26,500-$38,900 
Open Daily 1-5 p.m. 

Two bedroom units 
start as low as 
$34,500! Includes 
Frigidaire washer 
and dryer in each 
suite plus Moffatt 
stove and frost free 
fridge. 

Come on over. 
The Price is Right 

JOE MANTON 382-3211 
PETER MASON 477-8318 

ESQUIMALT 

CHILDREN WELCOME 

TTie price is no low we arc 
embarrassed to print it. So 
please call me and I will 
show you real value in this 
3-bedroom condo. MLS. 

MUST BE SOLD 

Joe Manton 

382-5211 388-6691 


Perfect fix Summer 

Printed Pattern 


477-4328 


384 933o, pruso n now 



PARK PLACE 

2605 Windsor Rd. 
at Windsor Park and New¬ 
port in Oak Bay. 

VICTORIA'S MOST 
EXCLUSIVE APT. 

ONLY 4 LEFT 

100 PE€T, SOU1X OAK BAY WA- | . .. .. . ^ 

terfronf, quiet, secluded 3-bedroom All suites have the finest ap- 


-- 11 Now ooen every day 

from 1-5 p.m. 

Cell 477-7322, 477-1449, 477-9313. 
[Ask for our beautiful 4-colcur post¬ 
card. 

1 At McKtftfi# 3*4-4767 


TURGOOSE POINT! 

Retirement }-bedroom residence 
with eeperete guest suite and work¬ 


er 454-4990. Revel Trust. 



3960 Cdfur Hill Hoot 


RETIREMENT COTTAGE, 3*9; 
ft. waterfront, Buckley Ray. | 
*44 000. 477-4971, 592-1*44. _ | 


home. > 9 2,0*0. 994-7177. 442-3921. 

3 BEDROOM FURNIS H E D 
home, on 90' waterfront, on Piers 
island. *75,000. AM-1477. 


!M CONDOMINIUMS 


DECISIONS - DECISIONS 
YOU HAVE A CHOICE!! 

OAK BAY 

1 bdrm, quiet location close to se¬ 
nior citizens end shoos, make your 
offer et 

$35,900 

ESQUMALT 

2 bdrms eneulte, attractive well 
built building, only 14 units, adult 
erianted. Kept ilk ee bandbox. 

$35,900 

SAANICH 

1 edrm attractive decor. KEEP j 
trim, tennis, swimming, etc. You 1 
can't beat the price et 

$37,900 

ESQUIMAU^ 

3 edrms or 4, 1000 sq. tf. plus sun- 
ceck. Quiet end pleasant outlook of 
trees end towns, children invited. 
A lot for your money. 

$38,500 

OAK BAY 


j pliances, dishwasher, gar- 
buretar. indoor pool, hydro 
swirlpool, steam room, 
saunas, exercise and party 1 
room, underground parking, 1 
controlled entrance. 

Prices from $95,000 
up 


HARBOUR FRONT 
Luxury 

Condominiums 
$80,000 to 
$170,000 


Fmnnnna Available specious apartments with 1 , i and 

nmjriL.ll iy nvuuuuic 3 Mroorm ar>d ^iconles. Some 
View by appointment only with den, fireplace, targe patios, 
«•- omu-onno c»r j barbecues. Also luxury trl-level 
dS 8-2411 or answering ser I townhooses of 3000 square teet 
vice 385-0901. i Laurel Point facilities include Its 

Greenbank Designs Div. wimmh 
Ltd. 

NOTE: We have 

apartments available 



____ luxury trl- 

townhouses of 3000 square 
Laurel Point facilities include 
own library, clubrooms, workshop, 
Ing pool, saunas. un¬ 
derground perking. 

; 5 minutes lovely walk to the Per 
rental Iliament Buildlnqs end Empress i 
Hotel. And. of course, your very 
own perk in front — right on the 
water. 

225 Belleville (3 blocks west of 
Parliament Bldgs). On-site sales' 
otlce; 3*4-7792 or call Cedric 
Steele Realty Ltd: 3*8 6258. 


JUST LISTED 
STADACONA CENTRE 
DELUXE 

2-BDRM — 1*4 BATHS 
WITH FIREPLACE 
$59,900 — TERMS . 

Stadacona Centra consists of 105 
luxury apartment homes, architec¬ 
turally designed within TWO out- 
stendina buildings, joined by su¬ 
perb-treed garden courts with 
fountains. Like new (only tour 
months old — owner transferred), 
this particular third-floor CORNER 
apartment-home Is located In S <y 
merset House, WHICH IS THE 
BUILDING IN. WHICH THE IN¬ 
DOOR-HEATED SWIMMING 
POOL AND THE BILLIARD 
ROOM ARE SITUATED. Other 
amenities include tudor library, 
tudor lounge, sauna, swirl pool. 
hoc.bv end crafts room, full un¬ 
derground parking, end handy 
neighborhood shopping without 
leaving the complex. Frost-tree 
fridge, range and continuous clean 
oven, and dishwasher Included. As 
these units in Somerset House sold 
so quickly at the end of last year, 
this is a qood opportunity tor those 
who missed out. as well as for 
people now looking for SOME¬ 
THING SPECIAL In this price 
range. For appointment to view 
call ROBERT YOUNG, 3*34*9*. or 
3*4-4275 (pager *21) or 3*3-4124 
anytime. Park Pacltlc Investments 
Ltd. 


9268 
8 20 

Inj irTfhifan 

LET LOOSE or loop the tie light 
ly tound the waist ot this 
charming dress with band neck 
above soft, novelty yoke detail. 
Dress it up or down for day dinner 
Printed Pattern 9268 Misses 
Sues 8. 10. 12. 14. 16. 18. 20. 
Sue 12 (bust 34) takes 2 3/8 
yards 60 inch fabric 
$1 50 lor each pattern—casn. 
cheque or money order. Add 
tor each pattern lor first-class mail 
and handling. Send to Daily 
Colonist Pattern Dept . 

109 Crocked Blvd. Scarbor¬ 
ough, Ontario, M1R5B4. Print 
plainly pattern number, your 
name, address. 

LOOK RICH, YOUNG. SMART 
on a budget 1 Sew new soft 
dresses, tops, skirts, pints 
-all m NEW SPRING SUM 
MER PATTERN CATALOG free 
pattern coupon Send 754 
197-twtMt Seotag leak $1.M 
lOt lmtarrt farina* task $1.00 
lOVtwtant Cud* Om k $1.00 
126-Thrifty Bsvgr Back $1.50 


D IQSDET 


TOP 4TH FLOOR 
FIREPLACE 


I 


2 bdrms, southern exposure, 
corner suit*, many extras have 
baan addad by past owner. Make 
vour offer. 

$44,9000 

CITY 

2 bdrm en-auite, choice top floor, 
corner with fireplace, view of'Mil 
and Olympic*. Immaoulata. 
$46,500 

M4-3331 Ethel Harvey 47^4230 


OAK BAY 


1400 NEWPORT u - ;so - 

iss& ■ssnusrusi i 

open* ojrto pr I vat^ garden^ Oanf 
value $43,900 


Owner has replaced windows with 
l her mopene and made other 
i changes to product a most com¬ 
fortable suite of 2 BR'*. 2 

■ bathrooms with 15 ft. mastar. 
! Seven appliances Included. Located 
just one block to ocean, 3 blocks to 
[Beacon Hill Park and shops. In a 
3-year-old. 20 suite bldg. ML. 
32744. $57,500. To view call Wilfred 
“ ' — 1447 or 6S4-MM. 

,. WMttome A Co. Ltd. 
Royal Oak Branch 


vaiue WiTw. _ _ ,, OAK BAY 

454-4944 IAN McGREGOR 344-US5 To M ttl# an estate. Apartment 


BLOCK BROS. 


HIGH IN SKY 

! l*th floor corner 2 bedroom 
bath unit. Fantastic ocean 
I oramic view. 

I Outstanding value $49,500 
654-4946 IAN McGREGOR 3*8-445$ ; ca! , 

- 479-4593 


privacy, tremendous views. Large 
pan- roo ms, LR. DR, bedroom and 
I kitchen. 4 pee bathroom. First 
time on market. MLS. To view 


PARK PLACE 

2405 Windsor Rd. 

Park 

at Windsor Park and Newport 

Oak Bav 

VICTORIA'S MOST 
EXCLUSIVE APTS. 

ONLY 4 LEFT 

All auifes have the finest appli¬ 
ances. dishwasher, gerburator, 
Indoor pool, hydro, twirl pool, 
steam room, eeune. exercise and 
party room. Underground parking, 
controlled entrance*. 


LOVELY 'FARFIELD 
2-Bedrm. Condo. 

935 'Fairfield Rd 

Close to the Park and City 
— Double plumbing — 2 bal-. 
conJet — Over 1100 sq. ft —I on* 
Underground radio 
trolled parking. 

$45,900. 

DUCK JAMES 

385-2481 592-2139 

Swinerton Stewart Qark 
Ltd. 


OAK BAY 
SEAVIEW 


PRICES FROM 
$95,000 UP 

View bv Appointment only 

GREENBANK 
DESIGNS LTD. 

592-2*** I Note—W* 


bedroom d*M*htful corner 
suit* with electric fireplace on 
„ „ ! main floor facing the sea. Low 

Full price maintenance Includes heat. Nice 
I friendly building. Immediate pos¬ 
session. Offers on $34,000. 

LILLIAN McLEOD 


noRflMn ross 

eASSOCIRfTfSCTD. 

440-1070 DOUGLAS 302-0151 

AHOP - 8% 

830 Esquimalt Rd. 


TOD HOUSE 


595-5131 Off. 


CANADA TRUST, OAK BAY AVE. 


Res. 658-4441 $319 Per Mo, Principal, interest 



"People Helping People" 

HIGH QUADRA 

Spacious 2-bdrm comer con¬ 
dominium In abaolufe immaculate 
condition. Matter bedrm ha* 2 pee 
en-suite. Stove, fridge, dishwasher 

included. *43,500 MLT- 

DOUG L 
JIM 


and T axes 
I INCOME OF $700 OR MORS 
QUALIFIES 

1 Bedroom from $28,900 

2 Bedrooms from $34,700 
OPEN WEEKDAYS 9-12. 1-4 P M. 

SAT. AND SUN. 1-4 


OAK 

A small exclusive building 
extra spacious condominium suit, 
right in the heart of Oak Bav 

ideally located between two Golf 
Courses, the sea. recreation facili¬ 
ties and shopping. Tod House 
otters oulet comfort with low 
upkeeo cost. 


SUN & SEA 

TOP LOCATION 

360 DALLAS RD. 

Two. fourth floor suites facinq 
Outer HaRBCUR AND Sooke HKIs. 

Quiet, well built, well managed ir . tL r\ \ n a \ 
Dulldlng, 6 years old. exceptional! (Off OOK DQV Ave.) 
stores# facilities, covered, parking. , <r*m 


1070 Chamberlain j 


595-24*4 


JG LAWSON 

k KCNNJEDY SIMMS 

3*5-1771 (anytime) 


stores# facilities, covered parking, 
five appliances each suite, large 
bathrooms, thermopen# sliding 
doors. Both MLS. 

2-Bedroom, too floor $4*.900 

AHYTF 

OAK BAY PROPERTIES LTD. 
2227 Oak Bay Avenue 


WEMBLEY MANOR 
$45,900 

Superior two bdrm. suit* close to 
all amenltle* at Oak Bay junction. 
Fridge, stove and drapes included. 
Deck off living room and second 
bdrm. gives views of the water 
and city. Modem building with 
three public rooms for entertain¬ 
ment. MLS 33043. TERRY SMOL¬ 
LETT 3*4-3494 (24 hrs.) 

CENTURY 21 Western Homes 
1037 Cloverdel# Ave. 
_3*4-34*4 (24 hr*)_ 

ASKING $31,900 
Located walking distance to all 
•evels of schools and shopping with 
the bus at your front door. A 3- 
vear-oid 1 -bedroom condominium 
with a aouthern exposure, over 
looking an attractive landscaped 
front lawn. Stove, fridge, built-in 
bookshelves as well as a billiards 
room, sauna, swirl pool and un-. 
derg round parking. Extremely da- . 
sirebto. Make your move! 

Res. Fred Dtoitman Bu«. 
477-2045 477420* 477-1*41 

Btock Broa. Realty Ltd. 

EXCITING MODERN 
CALIFORNIA STYLE 
3 Ms, IV* baths, LR with feature 
FP. flnfgfted basement with bar, 
ample storage, freeier, washer, 
dr per Included. Swimming pool, 
adventure playground, close to 

AU. 3144001 or 479-03*9. Royal 


ROCKLAND 

*54,500 

Bright, spacious, 2 bedroom corner 
st*. Unique floor plan with eating 
area ana window In kltchtn. IVjI 

K th — large, wide balcony. Walk 
j distance to town, 1 block to 
bus. To view call Greta Hof- 


Bedroom To^nhouses 
$45,000 

51250 DOWN WITH B.C. GRANT 

Legal Fees Included 

; Many special features In both pro- 
I parties. Each unit includes Hot- 
Point continuous clean range, frost 
.free fridge, drapes and exceptional 
carpeting. OPEN 1-4 PM everyday 
1 including weekends. 



CONDOMINIUM 
WANTED 

Dak Bay Maach Drive or Dallas 
Road location must be not too 

high in a concrete building. Two' . N A gxCLUS.**: * 
bedrooms and den oreferrad or 2 Special Features include; 
bedrooms, must have 2 baths. _view» with park like setting 
Possession preferred is July 31st, • -.nr- ' — 


OFFERING 
Luxurious Living 


BAY 


deyhgnt kitchens, 
bathrooms, tharmopane windows, 
en suit# la undr ie* and a complete 
range of equipment ar# tuff • few 
of the features. 

Prices from $45,000. 

2325 HAM IOTA 

at Cedboro Bav Rd. 

OPEN TUES.-SAT. 
1:30-4:00 

H Bl«ke - JW-33J1 

JACK MEAR^oK BAY 

REALTY LTD._ 

Total Convenience 
and 

Elegant Living 
$37,900 

Tula chermM* condominium to the 
! central Lampton St. erea Hln 
I beautiful condition in a wglMngln- 
talnad block with manicured 
grounds. Features lncl.s 
-LR with sliding doors to private 

—Iwictont kitchen with selfclegjy 
t inq oven, qgrburator end self- 
I defrost frldjw . 

-2 Bedrm s. V i bathrms. 

For r-ppt. to view, phone 
JEANNE LUCAS. .. 

291 (BUS.) _ 477 : 

3*4-fJ7' 

F. H. RE 


Please pnone. 

SiD HASLAM 477-1994 
GRAY LAITE 454-5267 
- 595-2121 


National Trust 


1 bedrooms, 2 baths 
—steel and concrete construction 
—heated pool, saunas, entertain 
■ ment rooms. 

Open Doily 
I 1:30-5:00 p.m. 


SKY UTES - $48,300 

Located In Bsqulmelt. 


Lx at ad in Isqulmalt. close to thg 

ax T cte aic f x u . ,ira, l L.x 

ja txr. 

lull erlontod apartment with et- 


JACK MOCN 
Kovel Trust 


DELUXE CONDOMINIUM 

Duality ftoleh 

*34.— 


buHding. 


B 


CK i 


wwatTYfir 


HORSES, HORSES, 

HORSES 

S-SWA {p^'ww i1386-676^2 ^384-4013 

I LAND MARK RROPERTIIE8 LTD. 

with 2 paeturas and large trees. 

Agklng $177400. MLS. 

ANNETTE WALLS . 

PEMBERTON. HOLMES LTD. 

1000 Government St. 3*4-1124 




1342 (Res.) 


Invest In This! 



M 


CONDOMIMI MK 


1125 DOUGLAS ST. 

HANOY LOCATION 
$29,900 

1235 JOHNSON 

Bright soothe*st top floor 2-bed¬ 
room condominium. Cement build¬ 
ing, hot wgter neat Included In 
assessment, covered perking, con- 
trolled entrance. Phone BOB 
KEELING. 4774141 or 452-1251 for 
jpoointmerd to see and to rfiaka 
an offer. 

EXCELLENT VALUE 
1 BEDROOM 
$19,500 

Oak Bav* co-op apartment near 
Willows Beech. Best deel in town. 
Call ELSIE O'BRIEN 4774141 or 
MAUDE DOBSON day or eves. 

BEACH DRIVE 
$19,500 

_. galn price on this 1 -bedroom 
full suite- MLS Hurrv call now, 
ELSIE O'BRIEN, 477-6141 day or 


EXCELLENT 
VALUES!!!! 

131,900 — In prggftgg hleh rise 
dote to Beacon Hill and town. 1 
bedroom condominium. ML 
$39,900. Esquimalt. 2 bee 
ivy bathrooms, a* ' 

nice. ML. _. _ 

— luxurtous 


in towmwi *r.R 

Like Nature 
Walks With o 
[Sea View? 

You Can At 

Admirals 
Harbour View 
Town houses 
Priced From $54,500 


VACANT 

IMMEDIATE 

POSSESSION 


m a* 

Ste- 


Admiral* Rd. 


THE PERMANENT 


CHATEAU 
JUBILEE 
THESE DISTINC 
TIVE CONDOMINI¬ 
UM UNITS COME 
WITH EVERY CON¬ 
VENIENCE AVAIL¬ 
ABLE. ON A PEACE¬ 
FUL STREET A FEW 
BLOCKS FROM 
OAK BAY VILLAGE. 
CALL TODAY FOR 
A LEISURELY TOUR 
RICK ST. DENNIS 
386-3231 477-7574 
BLOCK BROS. 
REA LTY L TD. 

"SEA VIEW" 

OPEN HOUSE 

(FAIRFIELD AREA) 

Sunday, 1:30-4:30 
(302) 141 BUSHBY 

(OFF DALLAS RD.) 

"New" 2-Bdrm. 
Luxury Condo 
with fireplace 
and Balcony 

(SOUTH EXPOSURE) 

Reduced $1,900! 
Now Only $59,000!! 

GBORGE GREEN 
385-3435 477-4651 

P. R. BROWN AND SONS LTD. 


1. HAMPSTEAD MOOSE: Lerp# 2 
bedroom facing east away from 

sS».«S* 

2. THE SAVOY: Deluxe 1 bed¬ 
room, wide balcony, appliances, 
drape*, covered parking, concrete 
bulldlna, downtown convenience. 

3 ^w fflStj& ^¥ StAgg : Spe¬ 
cious 2 bedroom, IV, heths, quiet 

vendor willing to carry financing. 


I replace* — Carport* 

—secernent* In many 
—Petto* — Lendacaptog 
-Cedar and Stucco exterior 
—4'*» acre* ef torreced 
Parkland 
—PuNV insulated 
—electric heat 
—Thermopent window* 

MODEL HOME 
Open Doily 2-4 
Weekends 1-4 

VICTORIA REALTY LTD 



__JWL_ ^_ 

r MfrrjBm D.' 

LISTINGS WANTED 

Esquimalt. View Revel on* Gere* 

5 K‘aa M, f7c , TY»f" 


FAIRFIELD 

Wo ' " 

Cell 


'hMCTl'S'V.SE^ 

«gs urgently required 


sTw!.' 


.Urgent need ... 
$35,000 • $45.. 
tzfk Home* Realty 




EXCHANGE REAL 
ESTATE 


'•CLIENT WITH *1004*0.00 

BUILDING LOOKING FOR 

CERE ENQUIRERS WILL 

CEIVE FULL STA- 

WITH A VIEW TO NEG 


THE PERMANENT 


JACK HEMS 
OAK MY REALTY LTD. 



house 


___ *-*321 

Where Trust It the Baris 
of *11 Business 

PARKSIDE PLACE 
MLS 30095 and 30131 

2-2 bedroom condominiums 
available at asking prices of 
$24,900 and *24,500. Living and 
dining rooms (Including 
drapes). Modem kitchens (ap¬ 
pliances Included) Well to watt 
carpeting. Self-contained utility 
end storage rooms. Community 
pool and playground. Close to 
all convenie n ce s . Pleas* cell 
DENNIS BERRY at 590-3381. 


CLOSE TO 
THE WATERFRONT 
Only a block away from lovely 
walks or. tna ocean front, and 
feeding the duiks In the lake A 
spacious 2 BR suite with a real 
woodbornlna flreotac*. Lovely WW 
carpeting throughout and a spa¬ 
cious balcony The kitchen has 
s#lf-<leaning oven, frost free fridge 
and a dishwasher, if also includes 
a washer and dryer. In the suite 
— sauna, swirlpool, workshoo and 
Rac. Rm. Listed at *4*400.00 MLS. 

WESTERLY EXPOSURE 

Delightful 2-BR condominium, on 
the top floor to a quality building. 
All appliances, ptus washer and 
dryer In the suite. A reel wood- 
burning fireplace, 2 balconies to 
enjoy the sun and the view. Sauna 
and swirlpool to help relieve that 
backache. Listed at *49,900. MLS. 
3S4-7521 TOVE BARLOW <*77-9459 
BOORMAN INVESTMENT 
CO. LTD. 


145,000 
AHOP 
m DOWN 

Dlspley Home 
Ooen l to 4 P.M. 

Sat., Sun., and Mon. 

734 Wilson StrWt (off Biv). Ex¬ 
cellent value, low down payment. 

Three bedrooms or dan with sliding 
door to balcony. Basement, gar¬ 
den, parking, Over 50% sold. 

See our furnished model home 
BBJ9D 

CAPITAL CITY REALTY LTD. 

NOW OPEN 

SPACIOUS 

TOWN HOUSES I EQUITY 

—plan to visit us over the Victori- *fv ho 
en weekend. 1 598-1709. 

—Just complete 4 unit protect j- 

(on# already sold) 

—Oestoned with style and* built 
with careful craftsmanship 
—This protect Is tor tb# discerning , 
Purchaser requiring a convenient 
downtown location, privacy and 
a spacious well thought out floor 
plan 

—2 or 3 bedrooms, lVr-J^y bettis 
and many gxtras. 

—126 Mictrtoen St., James Bay 
—Ooen Set... Sun. and Mon. 1-7 

—fi'art Construction Ltd. 3*2-4112 
v 3 ^rk 5 e ( ^rom°$4IJ)oo 


fflNG 

Iff,ft 

1 UP 

GOR 
SIN- 

RE 

witH'A viewto negotiating 

A TRADE.” 

John Addicott 

1388-6454 477-8232 

• ReaLspan Propertied Ltd. 

HELP ME HOLD CLEAR TITLE 
: to large parcel commercial land 
1 development permits, expected 
shortly. Your Person*l Involvement 
I in development not a prerequisite. 
| Your Investment double secured In 
lend value only. Will accept cash, 
| equity In revenue property. Clear 
title land, houses, apt. building 
etc., trade-ins not reetr cted fo 
Victoria area, 474-555* anytime 


3 BEDROOMS DEN. FAMILY 
room. Rec room. Over 2000 square 
nuar* foot ori- 
•xtras. Prk# 


10.000 
Man / 


I. Will’exchange for larger 
or property. *$2 2620. 


WILL TAKE HOUSE OR WHAT 
bav# you In trad* for $184X10 aqu> 
tv on beautifully Heed — ocasn 
view — 18 acres. New subdivision 
In Dunc a n. 479-47X L_ 

COUNTRY NOUSE IN SOOKE * 
would like to tred# for bouse of 
aporoximateiy seme value In Vic¬ 
toria, $35,000. Hava SIAfOOO equity. 
342-7334. _ 

FOR SALE. RENT, OR EX 
Chang# for prooerty. Vi of new 
ride bv side duplex. Clot* to new 
h ospital site. 4&-56S3. 

NEW SOUTH OAK 
for building lot. 


871 LOTH FOR SALK 


LUXURY PLUS 
CONDOMINIUM 

This condominium Is truly • super 
suit* located next to beach with 
sweeping sea and mountain views ; 
from the front and city mountain , 
views from th# back. This suit*; 
offers large living room with fire- 
place, separate dining room, large I 
kitchen with dlnlno ar#g, ivy baths i 
end 2 large bedroom*. Own 
laundry area and all •^Mances 
and moat drapes Included. This 
suit* Is on* of a kind, so caM 
today to view. Asking price only 
$ 9 4,900. MARK MecKENZIE, 
995-4594, or AL MATTEO. 454-5057. 
ROYAL TRUST. 304-0001._ 


OAK BAY 

WATERFRONT 

Satellite St. 


CLphrir fcttrlf 
firaltu Cti. 


LAUREL POINT 

Magnificent view from this lovely 
decorated two bedroom penthouse. 
Only penthouse remaining at this 
prestigious protect. Only $120,000. 

ALSO 

Last remlnlng one bedroom suit* 
available for immediate oc¬ 
cupancy. Y , * lt between 11:00 and 
7:00 or call: 

CEDRIC STEELE 
344-4254 

4TH FLOOR VIEW 
NOW ONLY $39,950 


.. HELEN WEBB 

HOWARD HODGES - - 

Swinerton * Realty World 
345-2481 


477-3095' assessment. Clear title, vacant, 
594-7166 must be sold!. A real oeal. (Eves 
477-77SD) 


3 UNITS WELL PRICED 

-I bedrm. condo in Falrcllff. Ex- 


F AIRFIELD 

i Luxury 2 bedroom suit* with 2 bal- 


callant building, spotlessly clean, conies and 5 appliances — owners 
- -ider house In trade. 


-2 bedrm. condo In Falrcllff. Lo¬ 
cated on 5th floor with pretty 
views. $42,900. 


cqrsi 

$52,600.AALS. 

JUNE HOUGHTON 


-Gordon Head Rd. 


View today with 


! LUXURY LIVING. EXCELLENT 
town ho use buy 1 bedroom suit# facing south. 


, many extras, 3464)844 . 384-5384. 


1 Q 


,W UL 


QUIET, CONCRETE. SECURE 
nice » u»vi c mvt I sunny, adult. 1-bedroom con- 
1*4 wxti Tmi HA ni 1727 dominium with balcony, fridge 

3B4-I001 Revel Trust m-ilTJ j itove carpet $27,500. $1,500 down 

DELUXE 

2-BDRM. CONDO 

Specious corner unit, away from 
street no lee Excellent condition, 
large attractive master bdrm, 

2-pee. ensulte. Better than average 

loyt area. C - 

V.W. attract! 

Qlock possession .... 

RACHEL PARSONS 
CASTLE PROPERIES 
344-4164 479-8963 


11th 


CONDO COUPLES? 
READ ON! 

Terrific buv available here at only 
*37,600. 2 bedrooms, galley kitchen 

— In-suit* laundry — bath and 1 j 

— loads of storage — small down 
payment. Call now to: 

114-3174 DOUG ROSKITT 477-0445 
Se a spray Properties Ltd. j 

DALLAS ROAD 
CONDO 

CANT 2 BR condo with extra 
m over looking the 

ORCHARD HOUSE 

to view 
phone 


*23,900 — Srie cto ua Bachalo 
$23,900 — 1-BR Beauty 
Si, NO — Orchard House. 

oj.iwL i* noor, j. •in,. 

tlon. on Neyyport Ave. 
$37,900 — 2 BR, lw bath, luxu* 

BJI.^W 1 ^- 4 BR. Townhouse. 

tJJge-xaffi, 

ROY ANDERSON 
477-5057 

r. r. »8gJNj*< Ions 


SQUEAKY CLEAN 

CornTr Loctlon, 1 ORdroom town- 
house, fireplace, screens. »P«cl*l 
awn inq. Quick Possession see no Is 
btoieving. Ready to show. CaH fast 
MLS $44,900. 

OPEN HOUSE 
6-9 P.M. 

Evwv evening till sold No. 404-929 
ESQUIMALT RD. RjNG No. MS to 

CASTLE PROPERTIES. 



BY OWNER ^ 

2 -bedroom condominium, 
bothrooms, large patio, near 
n Hill Part, store* and 
441,900. 384-4901. 


BY OWNER. 2-BEDROOM 
corner suite near Beacon HIM 
Park, stores and bus rout*. 444,500. 
477-^42 4._ 


Summer s moving partner- 
team this *est with everything’ 

You'll lose the great look and 
femininity of this lacy vest. 
Croc hat it of 2 strands of mercer 
ind bedspread cotton in inter 
estmg pattern stitch. Pat. 885: 
sues 8-14 incl. 

$1.50 for each pattern—cash, 
cheque or money order. Add 25c 
tor each pattern tor tirsl-clas* mail 
and handling. Send 10'- Dd'iy 
Coloni6l Pattern Dept . 

109 Crockford Blvd.. Scarbor 
ough. Ontario. M1R5B4. Pnnt 
plainly pattern number, your 
name, address 

SUPER VALUE-1978 NEEDLE 
CRAFT catalo|. 225 d««|w 
to cAoom (torn. 3 hw inude 
All ertfti Anil Crotlwl 754 


BY OWNER 
Quiet 2 storey condo, upstairs; 2 
bedrooms. d#n, bathroom, and 
storage. Main floor; living and 
dining room, V* both, galley kitch¬ 
en. storage and utility rooms, but 
stop at front door, tow amenities 
and Ufeps. $44,900. Children end 
small^tots welcome, mixed block 
of families and pensioners, 
38*4)744. 


Looking of a 
Condominium? 
Why Run Yourself 
Ragged 

I nave a variety of units in Roytl 
Woods, unlvorslty Park Terrace, 
Everoreen Hill, iyrnsld# Oa«Jent 
and many mar#.locations. That* 
unit* ara priced from SW.I00P0 to 
$44,900.06. All you nood to do Is to 
cad me for details or tall m# your 
desire*. CALL_NOW:^^ 

LAURIE COMO 

381-4454 479-1179 

REALSPAN PROPERTIES LTD. 

FAMILY CONDO 

Superior family accommodation. 3 
bdrm*., almost 1300 sq. ft. Quality 
frido* and stove. Quisf aspect. 


OAK BAY. POR 

- 

onfy w Ph< 


DR SALE OR RENT. 

uffgitoje** 



OAK BAY WATERFRONT 

New I With tome 2000 sq. ft. of liv¬ 
ing on on* floor plus sauna bath 
and family room are*. 3 bed¬ 
rooms, concrete and brick with 
shake roof, no*st*p entry. Luxuri¬ 
ous California style townhouse. 
$150,000. 

JEANNIE ' OEWHURST, 304-8001 
63M9M. Royal Treat. _ 

SIM PSONS-SEARS 

A must to see in this adult orient¬ 
ed 3 Bedroo m s, 1V§ baths town- 
house. Extra storage, private gar¬ 
den patios, clot# to but and shop¬ 
ping. Asking $44,000. Te view call 
LARRY J. QUAGLIOTTI, 346-6164 
(24 hrs.) or 477-7948. CASTLE 
PROPERTIES. 


Quality appliances. 
'*ctlv# surrounding*, 
sslon can be arranged. 


256 TOWNHOl’SRS 

UNIQUE TUDOR 
DESIGN 

with 3 bed- 
faml‘ 

skylighf, quail 
brick Hraplac# 


Luxury townhoua* 
roofm, T/i baths, family 
skylight, oueilty carpeting, 
brick fireplace, thermooen# 
dows. Only on* of six units, a 


THE PERMANENT 


UNIQUE 
TOWNHOUSE 

3 bedroom s plus family room \ 


vjw* om Y v 

therompan# windows, 
$58,900. Sag It with 
382-4141 JACK GR/ 


BEACON HILL PARK 
Chokt too floor suit# In an ax¬ 
callant adult orlantad building. 2 
bedrooms, IVfc baths and a spa¬ 
cious living room. Sunny southern 
~ '■ realistic 


TAYLOR 

383-9483 

Royal Trust 


exposure end a 


OCEAN VIEW 
bedrooms. 2 baths, gracious 
►it*. Ctoao to everything — good 
•#*. EsoulmeH. Seune and hydro- 
_ jot. Sell or rent to own. Asking 

CONDO STEAL 
U.VIC $37,000 

Elevator to 3rd floor, 3 bdrm view 

afeJ wtffiBgfc-afWi rfii 

snooxer, bkian kirbET, Lens- 
downg Properties Ltd.. 393G431. 


RANT 477-1171 


THE PERAAANENT 


$43,900 

SUNNY. SUNNY PATIO 


finished bemt. 


WHY PAY MORE? 


eafto. __IBL... .. 

Low S3*, assessment, 
quick possession. Vendor 
aider ell terms. Whal offers? 
477-7730). • 

BOWOEN REALTY 


PRICED LOWER 
THAN EVER 


TOWNHOUSE - OONDO! 

Th* best you'll too. 4 bedi 





of 9 _^ 

at 129430 or *43,930. 477-7730. 


Just 2 Left 
LAKEWOOD j 
TOWN HOMES , z , 
864 SWAN s 

—1 thro* bedroom 

—1 two bedroom 

—Quality complex | c 

—Thermopen# window* \ 

—Close to amenities 
—Low malnteenanc* v 

Victoria Realty Ltd. o 

384-3585 * 

TOWNHOUSE l 

In SUPER a 

Convenient Area 
$49,900 

Not too much cash on hand? Don't h 
worry any longer! A very flexible r 
down payment arrangement will » 
get you Into this 3 -bedrm. town- f 
house in a prim# location near the 
Racquet Club. University and all 6. 
conveniences. The home features 
l'i bathrms. LR with fireplace 
end even a balcony off the Master . 
bedrm. For appt tp view, phone J- 

JEANNE LUCAS } 

477-7291 (Bus.) 477-1342 (R*S.) ' 

344-4075 (Por. 326 ) 4 

D.F.H. REAL ESTATE LTD. 

PRIVATE SALE 

Views, spacious impeccable town- 
house. 1570 sq. ft. living area, plus 
18x12 workshop-laundry, 1’^ 
bathrooms, fireplace, basement, i 
beautifully panelled and c*rp#*#d 1 
family room, 2 or 3 beds cum den 
etc Sundeck plus secluded back 
pat to garden, southern exposure; 
over look Ing Olympics, bOcking on 

104 acres government Nature 
Park, only minutes to shopping, I 
bus, university, secluded setting, i ( 
orofestioneily landscaped, anxious 
to sell, moving, asking $54,500. | 
immediate occupancy. Phone 479- 1 
19592. 

|Oak Bay Townhouse ' 

OPEN HOUSE? 

SAT., SUN.. MON. 1-5 P.M. 
1527 Yale. 2 bedroom*, ltf 
bathrooms. 2 storey. 
years old. Quiet location. 
Near village. $53,000. 
596-7627. 

TOWNHOUSE $49,900 

ONLY ivy YRS. OLD ANO IN 
BEAUTIFUL CONDITION. 3 BED¬ 
ROOMS, 2 BATH, LOVELY LR, 
DINING ROOM, LARGE KITCH¬ 
EN, SUN DECK AND PATIO. 
FULL BASEMENT. LOW. LOW 
DOWN CALL PETER TERVEER 

479 1 548. ROYAL TRUST. 3B4-400I. 

285 HOUSES WANTED 

TO BUY 

HELP! HELP! 

Do you knew of a house In the 
| Gordon Head area witb a big back 
yard with easy access from the | 
street? We need 3 bedrooms, 2 

J baths with rec. room approx. 10 
yrt. old or older If In good condi¬ 
tion. 1 have a cash buyer that re- 
quirts early possession. Will look 
at anything up t# *90,000. 

JEAN McMICHAEL 

382-9191 477-9113 

344-4375 Pager 950 

THE PERMANENT 

CASH FOR YOUR 
HOME 

Investors will buv your home Im¬ 
mediately tor cash. Any area up to 
*60,000 

GLENN NICHOLLS 

598-5144 598-7689 

T. L. Mann A Associates Ltd. 

EDMONTON RETIREE 

Requires smelt two or three- 
bedroom home In nice are*. With- 
In 5 mil# radius city hall up to 
$60,000. CHRIS GREIG 346-6164 Or 

ISrfcjwmrfr “ 

CASH CLIENT 

Urgently require* small 2 bdrm. 
hom# on bus line. Must be assy 
car* and reasonably prlcad.BEN 
GREIG 384-4144 or M8-3105 Castle 
Propartlae Ltd. 

ELDERLY COUPLE 

Urgently require 3 Bd with or 
without basement. Prefer half ecr# 
or more. Want room to breathe. 

' BEN GREIG 39*-3lCS or 3664164 
: Castle Pdopertla* Ltd. 

HELP AVAILABLE 

7 Foreclosures and credit rating* go 
together 1 Save yours — contact us 
In confldsncs. 

Randy Small or Lee Wrobel 
British Amsrlcen Reslty, 343-1431 

j ALBERTA CLIENT 

Went* acreage for Investment up 

: te 

• 3444144. Cattle Properties Ltd. 

n QUICK CASH 

v tor your hom# If It '• suit a bis tor 
* rente I. Cell my sesnt, CHRIS 
_ QRIIj, 474-593X or Castle Proper 

J CHRISTIAN COUPLE WITH TWO 

t smell children seek house, $40,000 
Z or will exchsnge S-bedrogm con- 

• dominium near Skshe Lake, Pen¬ 
ticton, 43S-1148. 




1123 DOUGLAS 


TOWN'HOUSING: 

►ned R3-T, dose to Neden. a 1 
rvicet available. Possibility for 
ultlpl* dwelllnqs. Investigate thi 
# — asking 341 sq. ft. Must tx 
Id — all offers considered ML. 

RESIDENTIAL 

»sv building site, nicely treed 
J acre on Poiymed* Place (1 
lie House). Out of pro vine 
m*r must sell — all offers ex 


91 HERB McDANNOLD 
48. 

THE PERMANENT 


ONLY 12 LEFT 


. ft. or over and priced 


BIG LOTS 

entraf Saanich. >«-ecr* lot. 
vs,coo Near Nanaimo, ,49-ecr* 
>t. only S8.900. 

17-1441 Ron Kertoot 432-2594 
Block Bros. Realty Ltd. 


Sign 


CLOAKEHILL 
Propertied 
North Saanich 
2 Acres and Up 
Starting at $28,500 
rm property at Hed- 
row Dr. and Eagle Way. 
M686 ©2-3790 

S-2443 477-aJO 

CENTRAL SAANICH 
ARTHUR DRIVE 


i*. Asking $30,000. Wilfred Davis, 
T-1667 o r658-8844. 

J. H WMttome a Co. Ltd. 
Royal Oak Branch 


8 LOTS 


ft. Let us Custom Build 


i yourself and save 
d financing with low down pgv 
ts or trades accepted. Cell 
. Pat Sautolar, Kasapl Const 
Ltd., 534 Dupplln Rd. M 


at 


BRENTWOOD 

- last 4 lots. Merchant Ra 
—Virgin lend 
— lovely trees 
—Good soil 
-6100-9300 sq. ft 
—Drains, sewers 
-Prefer private builder 


‘p-ACRE LOT 
WITH SEA VIEWS 

Ideal for building that dream 
Property on municipal 
.... pare tested. Good trees. 
Priced tor aulek tele. *29,900. a. 
AMD E R SON. 384-4273 pogor 401 
477-0141. 

_THE PERMANENT 


LAST LOT LEFT 

Fully serviced. Beautiful area. Pri¬ 
vate location. Quiet no through 
■fHy 428,273 for this Brent 
ay third of an acre. Can 
vans 452-2430, 344-7545. Is¬ 
land Homes Ltd. 


HAL 3 L. 
SUBDIVISION 
MINIMAL SERVICE COSTS 
CAMEO ST. AT DOUGLAS 

ICK at HAWKE S 

384-712B - R#e. 477-1074 


BUY DIRECT-ONLY 12 LEFT. 
Choice view tots — priced *24.750 
uo — with term*. 8500 to 
11-000 sq. ft. Located off Stolly't 
Croes Rd. at Saebrook. Consider- 


4 building 
I holding ■■ 

$15,500. 

346-3231 


GREAT BUY! 


90k121, excellent 
“ cul-de-sac. 


6-3231 Jean Mgthleten 99S-7443 
*LO$K BROS. REALTY LTD. 


Itlpie 


^ SUBDIVIDABLE 
nto four single qr three mu I 
tato. .75 acres, zoned R-3, In Bi-,.. 


WILLIS POINT a* ACRE view lot, 


WSBMa.? cV 

moa *' •* 


auLJWfisaav * 

jgarawB j u » 2 i£ at 


r £g T « 

FOR SALE BY OWNER, DEEP 
SM 900 ***'' 


SIDNEY. ON OUIET 
sac. Close to Mertnat ar 
All services available. 4* 


CUL-OE 
i schools. 
-3731 
































































































































































































































t t i um nm KAi.r 


iti urn nut hau. 


GENSTi 


W 

V 


1 -Al ;OON ESTATES 

SI BDtVISION 

Ape# ox I mate! v 11 mile* from City 
Hall Ktatad or DuSnell Road at 
Aiban Haad Enter from Metctw- 
sln Road via Duka Road. 

1? residential lot* ranging In ttza 
from ftf acre to 1.13 acres. Priced 
from 135.000. 

1 lot* aach have a minimum o* 
100 frontage on Blue Lagoon. Of 
the ramalndtr mo»t hava delight- 
fui vlaw* of tha water through tha 
larga fir. cadar and arbutus tree*. 
Convanient padastrlan accaai to 
tha lagoon spit I* provid'd by way 
of a raglstartd aaaamant. 

5#rvicing includa* oavad roadway 
with cone rata curb and guitar, 
hydro, watar. telephone and or¬ 
namental straat lighting. 


to ascaba from tha convantlonal 
city dwelling. 

Serviced and offarad for *aia by: 
GENSTAR DEVELOPMENT 
COMPANY 
1070 Douglas Straat 


CUAULTA 

HEIGHTS 

VIEW LOTS 
TREED LOTS 

Wild newer* and birds. On 
beautiful Triangle Mountain. 
6‘g miles from city. From 
Victoria take Sooke Rd. 
ly-mile past Metctvwln cut¬ 
off. left onto Fulton, right on 
Hexhill to CUy&oha Crescent 
and Zapata Place. Sales 
person on rite. 1:30-4 30 on 
* holiday* and Sundays or by 
ap|x>intment. For further in¬ 
formation call: 

N. Sewell 

658-5713 


MARCONI REALTY 

TWO IjOTS 
MOUNTAIN AND 
SKA VIEWS 
BRENTWOOD 

y sarvicad Asking *24*00 

iSSf_ 

WHERE A 1JTT!X 
BUYS A LOr 

ncellent wiection call us now 


Alan Ma.Giiilvrey 
Scott M-unro 
Don MacGIHivrav 
Glengarry Realty 



* in your needs 3*4-97*3 


TLSfR. 1 


1 ACRE 
ARDMORE 
ESTATES 

□ Ardmore 
©ft West Saanlcn Rd 

$35,900 to $43,900 

Just 10 of these exclusive estates 
cKioerties In on* ot Victoria's 
choice ras'dantlal areas. Each lot 
is secured with proven welts, 
hydro, telephone, caoievslon and 
paved roads The one acre tots (or 
la'ger) provide ample room tor 
that sprawling rancher, or vour 
garden pool, or tennis court Abso¬ 
lutely Victoria » host buy In lasting 
value. This may be voyr last, 
chance to purchase « giAHIty lot 
right on a Colt Course. Open for 
viewing Sat and Sun. afternoon 
JACK HENDERSON 452-3157 

HENDERSON REALTY LTD. 


$37,500 

One the prettiasf 2 acre tot* In 
the subdivision, but if you lust 
drive bv you'll never know it. Give 
us a call and le* us show you the 
secluded building site bv the creek 
or the sunny one on the Nil side 
City water, easy access oft the 
road. ML. 

JO LENNOX 47V7363, *04273 
Pager 749 

MARILYN ,MOORE *71013 
wall artl Redekop Realty Ltd 

SEA AND MOUNTAINS 

Almost one acre overlooking sea 
and mountains with close easy 
access to wwter for your boat On 
water me n and hydro. This Is a 
high, treed, view property end e 
• rue price ot 616,900.111. New 
MLS 33733 

J<a 4434 JOHN RUNYAN *3-7777 
WESTMONT REALTY 

(1977) LTD. 

♦VO Hmside ** 4434 

BEAUTIFUL LOTS 
BRFNTWOOO 

Fight newty-developed loft fectng 

uar* in a au ; et cul-de-sac. Loveiv 
trees ferns wild flowers. All un¬ 
derground servees. plus Uahtlng. 
tm-t-. end oaving. Lot sires 1,100 
to 15.274 so m Prices 62*.300 to 
137(XX. Term* if desired Llenfa.r 
Crescent (oft Wallace Dr. south of 
Merchant Rd.) 

- REALTY 384-1941 


477 5930 
396-676' 

656-31* 

470-7136 


FOR SALE BY 0\W.R 

107 acre holding lot In N Saanich 
South slop# Cloake Hill oH Laurel 
Rd. Perc tested, building site 
cleared. Front* on gazetted reed 
allowance $19,900 firm - 5*54162 
between 7 10 p.m. 

2 LARGE ONES 

Asking (22,500 (15,000 *q ft.) S W 
SLOPE EASY BLDG. 1 SITES- 

Betlamy Rd. 

B. Brown 479-1667 C. Atkin* 
J H WNttome A Co Ltd 

On Saanich Paninsula. Fully tor 
viced. from 672.000. Builder* 
terms. 

*521141 PRANK CSINOS 652 3202 
366-6275 PAGER 2*76 
SEABOARD P ROPERTIES LT D, 

MLTCHOSIN 

7 6 acre lot. Fantastic value 
676 M». Whet otters’ Peter Ter 
veer 479-1366. Royal Truer 
M i 6001. 


10-AOIE VIEW LOTS 
CENTRAL SAANICH 
$63,500-W.500 DOWN 
RICK at DOUGLAS HAWKES 
_ »^B76 - Rea- 477 7074 
SHAWNIGAN LAKE RECREA 
t on lot, *7,300- 7 lots with cabin. 
'70.000 , 3*54477 and #4-1637, attar 

4 30 p.m, _ 

HIGH TATTErT/Tu 3 PRIME 
lots, fully serviced, tor sal*, or 
nay* bu'lt to suit vour needs. 
364-97607.- 


CORDOVA BAY 

Cordova Hekjht* sub-dlvislon. 4 
lots left. 627.500 to 629,000. Inquire 
Monarch Holdings Ltd. 5*2-071 1. 
NORTH~~SAANICH.~3 ~ LARGF 
treed lots, southern exposure, 
evoven well*, 676,900. each. Build¬ 
er 'i term* 652-3636 


acres. Part south slope. At least _ 
a're* good soil, good water up to 
»» per acre. 3 66-907 1._ 

7 ACRES WITH WELL AND 
dnvewav. 20 mlnutas from city 
centre, 629.300, 476-7363 after 3 

pm. 


f RENTWOOD AREA - DUPLEX 
si/e. severed holding lot i block 
to shoipino. schools and bus 
Phone 47 7-6067. _ 

8 E A U T I F uT BRENTWOOD, 
large, level lot. 70x110’ on Dame 
•art close to sea and thooolng 
Pnon# 657-3746 after 6 o.m. 

COL WOOD 

S serviced lots. Offers Invited on a 
package deal Phone 476-7642 or 

476-383. _ 

's H*A W N I o’a N 
paved road, pipe 
for building. 614.506. 

LARGE LOT IN NEW 

M'-py/V 1 **'’' ■ 


3 BUILDING LOTS, FULLY 6ER- 
Weed, 1240 and 1250 Roy Rd. 
1224)00 or offers. 30 4007._ 

TV ACRES. SUB-DIVISION AREA 
Brentwood, elder home, bv owner. 

457-15*3. 


34 ACRES. METCHOJIN. PAN- 

aitT^SO M °' 000 “•W* *••• 


<^> 


ftirk Pacific 


Proudly Presents 

DEAN 

PARK 

ESTATES 

In a ciasa bv itsaff, this fabulous 
daveiopmBftt consist* of fully sor- 
vlced tot* with a minimum *raa of 
15.000 so. ft. ranging In price from 
024)00 to 644,000 In a beautiful 
natural setting — some with pan¬ 
oramic vTaw* of the Gulf islands. 
Mount Baker and a parade of sail¬ 
boats and ships. 

Located In North Saanich, on tha 
side ot the mountain edloining 
John Dean Provincial Park. 
Underground hydro and telephone 
services; complete underground 
sanitary sewage system and treat¬ 
ment plan; underground domestic 
water system with 3004100 geMon 
reservoir for year-round water 
supoly. Fully paved and curbed 
streets, fire hydrants and attrac¬ 
tive street lighting 
Now Is the time to choose your 
personal home site in this exclu¬ 
sive residential community that 
will carefully grow here. There 
may never again be a develop 
ment like this on the Saanich 
Peninsula. 

Entrance dose to Panorama Rec 
reatlon Cantr* on East Saan'ch 

R oad. From Pat Bay Highway 
rn off at McTavish. 

OPEN DAILY 
11 A.M TO 5 P.M. 

SALES OFFICE 
656-7041 
OR 

MURRAY LAWSON 
479 6613 or 366-6775 
Pager 2476, or 
163-4124 anytime 
Park Pacific Investment Ltd 


11 4 ACRES — Imagine owning 
vour own II *r*ed acre* In Met- 
chosin Weil .s in. (25 Gal*. P*c 
minute) Building site is cleared 
Other )0 acre lots priced from 
549,900 

ACRE treed lot on Whlffln Spit 
Road. In art* ot choice Sooke 
homes. Lot* of trees 6)7,900 
SHAWNIGAN LAKE - across 
from lake access. Lots from 
61 ’ *00. West Shawnigan to Dun- 
wlck. 

MILL BAY - off Frayn* Road 3 
treed lots available on Huckt* 
berry. Priced from 1164)00 

^ ACRE Mobile Home Lots *v#H 
able, less then JO minutes from 
town 

Call LORRAINE HETT 476-5363 - 
476 7430. 


WATERMAN & ASSOCIATES 
T2F[_ REALTY LTD 

oOLoemtAM avt • arsenai 

MILL BAY 
1-Acre Lots 

EXCLUSIVE 
KILMALU AREA 

One 1*4 acre view lota. 
Ample supply piped water, 
paved road* and hydro. 
coint>etilively priced Iron 
$2U.900-$24.9U0 Phone 
595-1677 or 743-2023 alter 8 
p.m. 

CHOICE LOT 

seavew. among high quality 
homas on Hollyhlll Place (off Le* 
•ngton Ave.) 70x140. Otters to 
$48 000 ML 276*6. Call MR 
GREENE 

*4 *124 or 3654)795 
2 treed lots In prestige area ot 
Oreo Cove. 

—1.— 92 acre with drilled well— 
vi.,000. 

—2.—'j ecr* with water corner 
lion - $304)00. 

These must j* sold, try your otter. 
ANNETTE WALLS 
656-4691 

PEMBERTON. HOLMES LTO 
1000 Government si. 364-6 124 

11.1 PROPERTY FUR SALE 

INDUSTRIAL 
DEVELOPMENT 
PROPERTY 
APPROX. 72,000 SQ. 
FT., ONLY $10.00 
PER. STRATEGICAL¬ 
LY LOCATED ON 
SAANICH - VIC¬ 
TORIA BORDER 
POSSIBILITY OF 
SUB-DIVIDING TO 
SMALLER PARCELS, 
PRESENTLY RE¬ 
CEIVES REVENUE 
RICK ST. DENNIS 
386-3231 477-7574 
LARRY WAGNER 
386-3231 592-0121 
BLOCK BROS 
REALTY LTD 


- I — 


HOLDING 
OPPORTUNITY 
$230,000 

fennel In the Breetoot Study 4r##. 
this prooerty Is well priced tor 
those wishing acreage to hold tor 
th* future. For details call: 

PAJ PARKER 366-6275 Pager 251* 

CENTURY 21 

_J. P. BOSOET_ 

MZJICHOON 

17.5 ACRKS 

Ecellent view, some mea¬ 
dow land. 

ASKING $75,000 
47M68G 477-2330 662-2445 

EAST SOOKE. 1.67 AC. TREED, 
seavlew 'lot. No rock. On* ot few 
remaining parcels with piped 
water, $75,000. MLS. Don Bacon. 
Bvron Price A. Assoc. Ltd, 363- 
2456. 

FOUR-ACRE VIEW LOT WITH 
cleared driveway and building s*te 
located 4 miles oast Colwood oft 
fcenke Road. Realistically priced at 
135.000 from owner 476-1*75 
5 74 ACRES IN SAANICH. COM 
©lately tread, 15 mlnutas from 
downtown Victoria, Way no Hachie. 
B us, 366-226*. Re*-. 366-4762- 
*'-. ACRES. 638306. BEAUTIFUL 
vx.thwe*t slope, valley and moun¬ 
tain view. Low down payment. 
Terms. Cobble Hill 743-7744 

BEAUTIFUL SEA VIEW 

5 acre* Lands End Rd. n*#r 
Swartz Bay. Beautiful traed land. 
By owner. 5*2-3556 

214 PROPERTY WANTED 

I HAVE A bona-fide buyer for * 
R-1 lot In Saanich East or Oak 
Bay. Must ba suitable setting tor 
ouallty 2-3 bedroom horn* Cannot 
be m protect home are*. Minimum 
60vt20 

4774)1*1 477 7066 

Rovel Trust 

CASH 

r.-™d7 

any stag* of development. a ii 
araas. No proiacts too large or too 
small Quick decisions, courtesy to 
1664)| , 3 o #OH Unicon Mom#* Lid. 

HAVE LAND OR PROJECT* 

W* ar# interested In buying land 

» r subdivision* sit* for high, me 
um or low density, or revenue 
proiect* tn progress Phone KaiapJ 
Construction. 3M-4191 


At REAtil. MIR HAli 

AM) « A.NTI.I) 

SEAVIPW 

ACREAGE. 


- term Mch. wml trmd. r*M from 

arvd 619.900 ML. 11500 I “ 

171.7 acre parcel wtth 
possibilities Located 
miles from victoria wit 
I Sooke Road. 

i For details an above properties 


.■SETT. 


THE PERMANENT 




m UPIM.AM) 
rxorxRTu a 

DUNCAN— 

28 SUITES 

ExcBllont. modern 

BvE OrKu T Hh_ 

If * residence, aparox. one acre 
Wnd. htoh view locstion. cany*, 
nwni. Orcas Incoma oOfrax. 


JR®, 


SITVDIVIDABLE 

2 nr reel*. 2 ac w watertrontao* 

1 acr# adlacent. Access from I 
roads. Cloae In. 

5.24 ACRES 

Of delightfully treed property In th# 
Towner Park area. Small bung* 
low (11 yrv oM) on the property 
can ba bunt on to. (Septic field ca¬ 
pacity for 4-BR homa). On city 
water. An opportunity to have 
great seclusion In a lovely area. 
Let ne show you at your conve¬ 
nience Listed at $*2,000. MLS. 

366 7*31 TOVE BARLOW 477-565* 
BOORMAN INVESTMENT CO 
LTD. 

612 FORT ST. 


ACREAGE 

HIGHLANDS 


EAST SOOKE 

5» acres. 3 parcels. 161 to 307 
acre*. 

Priced, at $600 to $900 of acre. 
Exclusive Financial Survey Ltd. 
M. E. BRAITHWAITE, 384-9305 
_ Re*. 3*2 4)036 

2 ACRE LOT 

Buy now build now. KU- 
hanie Heights. Beautifully 
treed. Several good level 
lujmesites. Water at road. 
$37,900. 

RAYM FORBES 
477-1781 388-7557 

Capital City Realty Ltd. 
CHOICE 

5 acre parcel* only 6 miles from 
downtown True country settings in 
$70,000 rang*. For viewing, please 

contact: 

Gilt Calvert 479-4593 

noRmnn rok 
t ASSOCIATES ITD. 

440-1070 OOUOLA8 362-B151 

G-ACRE ixrr • 

IDhJiL IjOCATION 

For th# person with an eye to »h« 
future, road roughed In. s*pt< 
He'd approved, set of house olan*. 
well with pumphouse, running 
stream also on this good treed 
property. $63,000 Call to view 
ANDY ANOERSON. 4774)141 or 
>86 6275 Pager 401; or BRUCE BA 
TEMAN, 364-2627. 

6-ACRE ixrr 

$35,000 

1 Pius a cottage now rented at 6120 
oer month on this well treed prop 
| erty with running stream makes 

1 for a good buy To view can 

BRUCE BATEMAN 477-0141. 
J6J 2627; or ANDY ANDERSON 
477-0141. 366-6273 eager 401 

8.5-ACRE HOBBY FARM 

Small 2-bdrm. horn# approx. 3 
. acres in horse pasture. 2 box 

stalls, tack room, running soring. 
Oocoslte Thetis Lake trailer park 
1125.000 

366-3231 John A. John 477 Km 
Don Mills 4764139 
| BLOCK BROS. REALTY LTD. 

RANCHETTE 

Almost 2 acres of Ponderose-Uk* 
properly. Barn family horn*, 
smoker. COOO $66 900 MLS. Call 
GAIL JENKINS th# 

47* 5561 ORANGE BIRD 476445* 
BLOCK BROS. REALTY LTD 

I AND YOl * CAN AFFORD 

Comper# for value. Mill Bev-Shew- 

S en — 2 acres and uo From 
1.500. Duncan — S-dcre parcels 
from 627.900. Perksvlll# — 5-acre 
parcels at 624.900. Please call Al 
Ackerman at Block Brothers Real¬ 
ty Ltd . phone 366 *240 for d#t*Hs. 
ELK LAKE SHORES 4*3 ACRFS 
Beautiful treed property oft th# 
Dump heuse road. Super views up 
to Forrest Hill Road. MLS No. 
J156> $1454)00. 

365-7721 Cliff Salmond 477-3626 
GARDNER REALTY LTD. 

HLAOtE PARCELS 
$39,800 WITH $2900 DOWN 
7*6-4676 FOR BROCHURE 


BY OWNER. MINUTES FROM 
town. 2 acres, septic tank. well, 
hydro, ohone, circular driveway. 
CHers to $34,600 479-5*24 


2M IF-ISI^.VD 
PROPERTIES 

WMTTOMTS 

A HOUSE AMD 
AN INCOME 

Family-sized horn# South of Don 
can. Po»l Office on premise* to 
supply a steady income, plus ex¬ 
pansion potential. Located in a 
pretty rural era* on .66 of an 
acre. Super buy at $56,500 

Horse Enthusiasts 

8 v acres lust made tor horses. 6 
stall barn. Riding ring. Meadows 
tor grazing. Milas of trails In th# 
*••#*. Tudor 3 bedroom home full 
ot character. Separate cottage In 
the grounds Owners #r# leaving 
area and must sell. Asking 
$110,000. 

COWICHAN BAY 
LUXURY CONDOS 

Just ooooslt* th* watar In fixe 
resort area 

a) Sea view — 1 bedroom. Fully 
furnished with th* most fantastic 
pin# end m#p# furniture. Just 
walk right in to luxury living at Its 
best, for only $39,500. 
it) For th* same discriminating 
buyer with a smaller budget, l 
Ltd room condominium In the same 
dock without the seavlew Appl<- 
anr.es Included. Asking 627.900. 

For more Information on any of 
the above orooertiet please cad 
Vera Auchlnachl# ft J. H. Whtt- 
tom# & Co.. Limited. 254 Trans 


CENTURY 21 

MILLER-WARDER 
52 Cavan Straat. 

Nanaimo, B.C. V*R 7V1 

SEAFRONT HOME 
280' BEACH 

| 1 *■> acres of secluded prooerty 

with 1700 sg. ft. four bedroom 
I home. Excellent beach. Price only 
I 6120.000. Call sandy Miller, Cenlu 
ry 21. Miller-Warder Ltd.. 7U-1157 
or eve*. 753-42/0 or writ* 52 Ceven 
Street. Nanaimo B.C. 

HALF-ACRE LOTS 

OUALICUM AREA 
67500-6*900 

Never again will you be able to 
buy e beautifully traed helf-ecr* at 
these prices Invest now for retire¬ 
ment and use In summer for rec¬ 
reation. Only 6 miles north of 
Du*Ileum Beach. 105 mile* from 
Victoria, close enough tor week¬ 
ends. 

Pm- 


SMALL FARM 

Over JV» acres, mostly all clearad. 
beautiful setting. Fenced «nd 
iross-tenced. On community water 
Good road front eg#. Fully modern 
4 bedroom home, ivy bathrooms, 
electric hot w#f#x heating, sepa¬ 
rate oarage. Small bam. I etaits. 
and hev storage 3 room older 
style cottage Orchard with 
various fruit trees. Full price 
$120,000. Contact Bob Bruce. 
Nanaimo Ready Ltd. 

435 Trunk Road. Duncan 
_ Phone 7464177Traa. 

PARKSVILLE 
OPEN SUN. and MON 1-3 

Two ?-bedroom town houses. $33 so 
ft Adutt oriented For retiring or 
Merter 627.SOO JOS MoHlett St 
19J-S43-4STI 


wjssjrsi. 


below today's replacement cast 
inveeda e te value offered, i 

LAKE COWICHAN 

Futtv serviced level budding lot. 
Weirtngton Ave . suitabt* tar resi¬ 
dential or commercial purposes 
Vendor will consider trades on 
Greet victoria properties; asking 
H4.S00.- ML. AH offers presented. 
Per information on above 3 ads 


Dove 


f Co. 


401 


THE PERAMNENT 


im#, I 
4.900 r 


71SWK 


Located In 

CooOl# Hill. Buy ... . 

smaller parcel* of 60-57 or 
acres. Offered by owner 3664676. 


_THE PERMANENT 

PEACE AND QUIET 
2 B.R oius guest room, immaco 
lit* retirement home on gorgeous 
W.F. lot, 6* ft. of beach with eesv 
Beautifully jagg-- 


Prtvdcv. Lovely stone F.P In L.R 
just tooth of Parksvlll* at Dolphin 
Beach Open House. Sunday 2-4:30 
p.m. May 21st. For directions can 
Sheila Ackerman collect Block 
Bros. 3464115 or eves 446-721S 
664.500 00. 


_Ian view 

a unique custom built cedar home 
with beamed celllnqs, w-w, 2 fir# 
places, master B.R. hen si id i no 
doors to deck. 2 full baths, good 
workshop. Very close to beech and 
marina. Lovely arbutus trees. Just 
south of Parksville. 679J00. Sheila 
Ackerman coiled Block Bros. 
?<641 IS or avao. 646-7315. 
VANCOUVER ISLANO SPECIAL 
NORTH OF QUALICUM BAY 
6130 Down and 6130 Monthly 
At the** soeclai terms, you too 
can buy property — beaut dul l v 
treed Va acre lots on oentle skooe 
— 2400 NT of natural ocaenfront 
park adlacent tor your enjoyment 
of boating, fishing, oysters, swim¬ 
ming. Lots on village water sys¬ 
tem, paved roeds Rural setting, 
only IV mn*s from shopp i ng, etc. 
Only 612.900. E*c*M*n» tor Tnvest- 
•nt. retirement or recreational 
a. For more information contacl 


ally at 


$59,000 
MILL BAY 

1 ACRE and 1200 so. ft- home with 
full bsmt. developed. Super loca¬ 
tion close to shops and Brentwood 
school, some revenue alto on prop 
erty. Water glimpses from large 
oeneiled LR. Could suit retirement 
with Income supplement. Call now 
tor further details. BRUCE BA 
TEMAN. 477-0141 364-2627; ANDY 
ANDERioN. 477-0141. 3664275 pgr 


QUALICUM BEACH 
VIEW PROPERTY 
2 BR. HOME 
PRICE $32,000 

Sweeping saa views trom 2 BR 
home located on 6-10 acre, on 
main road. City water. For view¬ 
ing cell H. Mitchell 47*46)6 or 
i sland Homes Ltd. 316-754 5._ 

QUALICUM BEACH 
7 LOTS - $49,900 

7 building to** within th* Village 
on Fifth Street. Requires road end 
water extension Sewer In. 7 at 
17.000 each. M.L.S 33225. 366-5555 
B C. Lend and insurance Agency 
Ltd.. 4/9-7*9 6 Chummy Crebbe . 

BY OWNER. SHORTLY TO BE 
completed Beautiful split level log 
home with guest cottage on 1 acre. 
Cobble Hill, cuatom built. Lend 
scaped Country stytod kitchen 
Knotty spruce ceding*. »ot*d wood 
peg doors, etc Top qua«t>-floor¬ 
ing throughout For awxxntment 
ohone 745-90*3 oven Inga. _ 

5-ACRE LOTS AT NANOOBE BAY 
11 miles north at Nanaimo, re¬ 
duced from $35400 to 534,900. 
Paved road*, hydro and phone In. 
well water. Phone coiled to Dun 
can. 7464*4} or CobM* Hill 
7 53-6102. Sold dirad by owner. 

COWICHAN LAKE 
'v ecr# lot, 50 yards trom beech, 
heavily treed, domestic water, seo 
tic tank. A-Fram# home, tour bed 
rooms, good shape. 636,500, pri¬ 
vate. no agents. Victoria 721-3906. 

after 6 P-m.__ 

SHAWNIGAN LAKE COUNTRY 
Club 60x120' lot Close to clubhouse 
and ready to bulk!. Water maim. 
Us* ot beech and *n facilities. 
614.900 Saanich Peninsula Proper- 

tias Ltd. 6564000 . *56-2 487._ 

DEEP BAY AREA 
For sale bv owner. Furnished 
12 x 60 mobile home on half-acre 
lot. City water septic tank, sea 
view, 62*400. 753-7329 evenings. 
DUNCAN—GOOO RETIREMENT 

- 1165 sc ft. no steps, was 

ilck Mia. 541.900. 


Phone 3664121 or_ 

2.11 ACRES. PLUS 2-ACRE PAR 
cel. Shawnigan district. Will tell at 
Government appraisal price 621400 
and 920.600 112-743-5635. 

RIVERFRONT 

Nearly 5 acres on Cowichen Rlvar. 
valuable timber 627.000. 7 46177 9 

SAVARY island, two lots. 
on* waterfront, one behind, both 
$6500. 64 2-534 5 o r 4763075 evenings. 
PRETTY ONE THIRD ACRE, 
Fanny Bay. 613.900 595 2026 (Vic¬ 
toria)._ 

BEAUTIFUL SEAVIEW LOTS IN 
Crotton, fully serviced. 613.900. 
Evenings 74* 202T 


IBB FARMS FOR SAJLL 
AND WANTED 

FIRST"TLMK OFFERKlT 
CHOICE FARMLAND 
170-ACRE PARCEL 


e beautiful valley at 
Buy the I70_ecr*s or 


TRY A NEW LIFE STYLE. OVER 
so 000 so. ft automated greenhouse, 
modem executive sot It level home 
on 6 acres on Saanich Penlneule. 
$189,000. owner h« «“ 
ests. P.O. Box 414 Brti 
B.C. VOS 1A 6 

SOOKE, 5-ACRE FARM MOO 
#rn home, good b*m and out¬ 
buildings and creek. Good toil. 
696000, 642-587*. 5365366. 

293 GUI/ ISLAND 

PROPERTIES 

A log cabin fch the very 

RICH, perched like an aegie't nest 
on 16 acres of bench lend high on 
th# southern tig of Homey Island, 
on# ot the most beautiful end tem¬ 
perate of bTC. s tabled Gulf is¬ 
lands. Hand crafted over th* pest 
3 veers, featured in *n archelec 
turai design magazine this year, 
this gem of * house la ottered tor 
sale only because of a family 
breek-uo. 

Framed and beamed In hand 
peeled logs Moss covered T and G 
rooting. Heavy cadar shakes on 
exterior walls. Massive local sand¬ 
stone walls with large log burning 
fireplace. Breath taking land and 
seascapes through generous use of 
aiess. Built-in furniture Includes 5 
urv*st*rfi*ld*- * beds and much 
much more. SoMt-ievN mast ar bed 
room. 3 smgi# bedrooms, mein 
lounge, small TVs# wing room, 
sjnroom. conservatory-greenhouse 
Three small separate bathrooms 
•save 4 sink*. 3 w.c.'s, * bidet and 
a comfortable otd-fasMoned bath¬ 
tub with view, well to well carpel 
mg in all bedrooms, oak parquet 
and Italian til* elsewhere. Stove, 
frldot. freezer, washer, dryer In- 
duded. 21' Relneil cabin cruiser 
barely used Included. If purchased 
this month. Adjacent to privet* 
landing strip Within on* mile to 
Government wharf and Ve mil# to 
beech. Mein house. studio- 
workshop (could bo adapted to 
many use*), two car carport #t al 
are of continuous structure. 


1976 L 
third . 
rates. I 

call Ml... .. _ 

erion. Stewart Clark Ltd. 


WATERFRONT 
PENDER ISLAND 

Naar Bedweii Harbour. 30 acres 

ass 

MONTREAL TRUST CO. 
SALT SPRING ISLAND lots 

Sue- 

•eras 6244X10 10 05 acre* 1J 
Privet* sale* 537 *394. >9 

U7 5749 


d down with balance at bank 
ts. For portfolio of photographs, 
i MRS WEBB at 477-3095 Swln- 



in lilU iMjfttt 

••ROl’KKUKs 

PeNDER ISLAND 

magnificent 

h tenmmln# 
ftdtns plus 
4 ac. with- 
c* o< ferrv A 

at 6165.000 

BeaufiM. levet waterfront let wtth 
fabulous S W view, cfoe* to ferry 
end eoif course — 631000 

Weft-treed ape. 3 ecr* lots central 
•v located Approach In and Hydro 
and telephone available 616.006 or 
offers 

3 acre* h<oh waterfront. Perkllk# 
lend on Brooming Harbour Gently 
63* 99 ?! drlvtw * v ** Gn* homeslt* 

Licensed Restaurant. Can seat 40 
— separate bar. Situated on we 
tortrant tot. Panoramic view. 
Prtcad for quick seta at $ 75,000 
Hue stock and equipment 

CALL TEDDIE KENT ( 

(Pender Island) 

J H. WWttr * * 

Royal i 


DAH.V iTMOMST, VM .nn B.C. Sumtay. May 21, IMS 


Savory Island Lots 
"Far From the 
Madding Crowd" 

aterfront and Try 


HOW TO WRITE 


A GOOD 


CLASSIFIED ACTION AD 


——— — — . . w ■ . .v.w ..artinq 

as low as 64400 on this secluded 
and exciting Island With clean 
clear water, miles of sand beach 
Clam* and oysters. Mile* of bik* 
and hiking trail*. 

ACTIVELY LISTING AND SELL¬ 
ING 

Bin Pattrev 9*64210 

island Homes Ltd. 

3*67545_ 

PIERS 

ISLAND 

JuSZ oft Swortz Bev Th»* wed 
treed U *c. waterfront lot (131*) 
has a terrific 1 bedrm. cottage. 
Quiet and secluded, westerly out¬ 
look. New MLS. Wesfoet# Realty 
Ltd. JIM RANSON, 47S-5910. 

»I MAINiANI) ANI» OIT 
OF PKOV1M F. 

475 ACRE Ranch in Horsefly area, 
1.300 SQ. ft dwelling. *145,000 Po» 
Mbie terms. 

34| ACRE Hay Ranch, producing 
225 ton hay. good older home, neat 
as a oln. 6170X100. Terms. 

Large Hay Ranch and Registered 
Hard Ranch. 2.1*4 acres In total 
Good building*. Irrigation system 
750 ton production, new clearing 
nearly complete that will doubt* 
production. 6625.000. Term* to 
qualified buyer 

Small Remote Rench In Chlkotln 
Chiianko Forest area. 410 acres, 
asking $69,000 

10 Acr# Parcels end larger at Big 
Lake (near william* Lake) 612.000 
uo. Good hunting and fishing are* 
Contact Stan Hodges. Century 21 
Bas* Realty. Williams Lake. B.C 
604 3*2-4477. _ 

RETIRING* ADULT • ORIENTED 
mobile home and factory-boil* 
housing development. Vancouver 
Island, Okanagan. Fraser Valiev 
Lower Mainland. For complete in 
formation. 474-2121. 

RELOCATING* SEVERAL MO- 
bl'e home and factorvbultt hous 
Ina development*. Vancouver is¬ 
land. Okanegen. Fraser Veliev. 
Lower Mainland For complete in- 
tormetlon. 474-3131. 


I—IT'S BEST »o start vour ad 
with th* name of tn# article or 
service vou h#v# to otter. If you 
have an apartment, room etc , 
tor rent, or orooertv for sale; 
start your ad with th# location. 


2—BE CLEAR. Readers respond 
more quickly and favorably 
whan olven complete, definite in- 
formation. Always Include th# 
price In your adveertisement. 


3-MAKE IT EASY tor th# reader- 
prospect to reach you. Atwavs 
give your telephone number or 
your name and address if you 
do not have regular hours, state 
a preferred time tor th# prospect 
to get In touch with you. 


6-PLAY SAFE. You get the 
great**! reader attention by 
using consecutive Insertions, a 
six-day ordor is best and costs 
less, and vou can. of course, 
stop vour ad as soon as you o«t 
the results YOU went. You pay 
only tor th# days your ad ap¬ 
peared. Lower yearly rates are 
available to those who wish to 
koeo their services or product* 
before th* public. 


6-PLACE YOURSELF In the 
reader s position end ask your¬ 
self whet you wont to know 
about your offer. The answer 
you sive will make a good want 


6—GIVE YOUR PROSPECT every 
inducement you can with good 
coov. Classified action ad 
readers nave th# money and era 
already Interested in buying th* 
merchandise or service you have 
to offer, th* details and informa¬ 
tion you give er* th* most inv 
portent 


2—TO PLACE YOUR AD. caN i 
3662121. vour direct line number 
to test want Ad action. A courte¬ 
ous. efficient advisor will ba 
fled to help you word and piec* 
vour order. And remember 
Classified Action Ads afford vou 
the moat complete cover***. 
Telephones ar* open 6:06 s.m. to 
6:00 o.m. tor vou dally. Mimdav 
fhrouah Pridavi «:oo a.m. to 
4:30 a.m. 6#turo#v. Don't allow 
the r ea d e r to spec u late 



DKAT1I1 and 

IT* FRA I* 


into th# ar# 


Iter Ave.. aaed 63 veers 
i in wvtnhpea, Manitoba. 


BEAMISH - I 
sene* of 
Friday. / 

Belcher 1 
Hom in wtnnipea, Manitoba, and 
e resident of Victoria since 1*43 
He leaves his loving wife. Mary; 
! daughter Betty and aon-in-law 
David KempTlna of Victoria, son 
Don Beam is h and deugnier m- 
i*w Keren of victoria; end son 
Bin Beamish and dough ter-In 
law Nancy of Vancouver; also 2 
vster* in Winnipeg. He was a 
member of the Centrei Baptist 
l nurch and th* Gideon* interna¬ 
tional. 

Funerai service on Wednesday 
May 24 at 2:30 p.m. In CENTRAL 
BAPTIST CHURCH. M3 Pandora 
wtth Pastor Holmes officiating. In¬ 
terment to follow at Royal Oak 
Buriat Park. Flowers are grateful 
Iv declined, if desired. Gideon 
Bibles may be donated, phone 
McCetl Bros.. 365-44*5 


BUHRER - On May 17. 1976, 

Frederick R. Buhrer. aged II 
years, passed away suddenly at 
Ms home at 3*2* Prestwood 
Drive, Victoria, BC; born in 
Edmonton, resident in victoria 
since 1*57. formerly of Kava 
neugh, Alberta, tor 35 vaars. Ho 
served with th* 31sf Division dur¬ 
ing the First World War. Ha 
leaves to mourn his passing, his 
loving wit* H#(»n. at th# resi¬ 
dence; sisters. Mr*. Luisa Hare 
and Mrs. Daisy Morrow, both of 
Victoria; many nieces and 


«**Ylca In McCall Bros 
FLORAL CHAPEL, Johnson and 
Vancouver Streets, on Wednesday. 
May 24. at 2:00 p.m.. with th* 
Rev. Charles McKnioht officiating 
interment at Royal Oak Burial 


KIRKBRIDE—In tha Victoria Gen¬ 
eral Hospital on May I7, 197a. 
Mr. William Alfred Klrkbrlde In 
his fist year, of 254* Victor St., 
born in Australia and resident 
in Victoria since 1*12. H# was 
a Street Car Conductor with b.C 
Electric tor 40 years He is sur 
vived by his wife Rosin*; daugh 
tor. Mrv Edna Dakar*. Victoria, 
3 stepdaughters and 2 stepsons 
H# was a member of th# Retired 
Transit Workers Association. 
Funeral service In McCall Bros 
FLOfAL CHAPEL. Johnson 6 
Vancouver Sts. on Tuesday. May 
23 at 1:0c p.m. with the Rev F 
W. Hayes officiating. Interment #t 
Royal Oak Burial Park 


snaps - Muriel Jessie Kesw.ck. 
formerly of victoria, passed 
away on May 17th. 1*71. In She* 
field. England She leaves her 
loving daughter, Anne end her 
son-in-lew, John WettcoM and 2 
orandsons In Sheffield end her 
s.iter-in-lew, Otg* Jerdln# In 
Victoria and many friends. 


WILMOT - Word has lust been 
received of the sudden passing 
of Gerald (Gerry) Wilmot. In 
Johannesburg, on May 18. 1*76 


388 ( AKJ)S OF THANK* 


We wish to convey sincere 
tnanks to our many friends and 
relations for ttwlr expressions ot 
concern end sympathy during the 
recent hospttaHzahon and passing 
of Frank Christian. Th* cards, let 
»*r* phone cells, prayers and 
kindness have been a comfort to 
Ms family. A special thanxs ar# 
conveyed to Rev. Hunter, Dr Res 
mussen and the Drs. and staff of 
the Jubilee Hoecltal The memon 
al gifts ar* gratefully acknowl 
edged 

-Phyllis Christian and sort* 


OUENNELL — In loving memory 
of Charlie Ouennefi who passed 
away M*v 22. 1976. 

There I* a link death cannot 
sever. 

Love and remembrance last for¬ 
ever 

Sadly missed by Ms wife Ruby, 
daughter Jean and grandchildren 



FAMILY OWNED 
and OPERATED 
Since 1912 

DEDICATED TO SERVING 

Vancouver Island Families 

Victoria’s 2 Dignified 
and Reverent Chapels 

“Memorial Chapel 
of Chimes” 

“Family Chapel 
of Memories” 



PLOSZ — Mrs. Janet Piosz ot 1/01 
Midgerd St., passed away sou 
denly May 17th. 1978. Sadly be¬ 
reaved by husband George, 
children and families. 

Funeral service in the FAMILY 
CHAPEL of McCall Bros, on Tuev 
Jav. May 33 *1 2:00 p.m. with 
Padre H. R. WnM# officiating, toi 
lowed by cremation 


We wish to express our sincere 
thanks and appreciation to the 
many dear friends and neighbours 
who were so thoughtful end kind 
and who cheered and comforted 
our dear wit#, mother, and grand 
mother. Marie while she wws In 
the hospital and at home durlno 
her lengthy I lines#.. A very special 
thank you to the wonderful nurses 
of the Sidney Home Car# Ncrslng 

K nlf. Dr. Worrell end Rev. H 
raft. And now w* are so very 
eratefui for th# exoreeslon of sym- 
aothy. baking, cards and those 
who donated so generously to th* 
Cenoar Society God bless vou all 
— Bill Schertf and family 


300 IN MFMORIAM 


Foy. ____ 

Foulser, who passed away May 
I6th. 1*76. 

"Horn#, is th* Hunter 
At home on th* HIM" 

Mother end family. 


SORENSON — in loving memory 
of my beloved husband, Walter, 
who passed away May 22. 1*77. 
Nothing can ever take away 
The love a heart holds dear. 

Fond memories linger every 
day. 

Remembrance keeps Mm Near. 
-Sedlv missed bv Aubl# 


»U M .NKKAI. DIRECTORS 

OYapwrflris c tm* ow 

'Cbemxm& (Swing 

Funeral Chaptls 
1625 Quadra St. 
386*3505 

CUNNINGHAM 
FUNERAL CHAPEL 
1155 FORT ST. 

Phone 3S4-5513 or 3644634 

Offering dignified moderate ear- 

vice for ell. Oeo. S. Cunningham, 
owner, manager. 


THEY SHALL GROW NOT OLD 
AS WE WHO ARE LEFT GROW 
OLD, AGE BfMLL NOT WEARY 
THEM. NOR THE YEARS CON¬ 
DEMN, AT THE GOING DOWN 
OF THE SUN, AND IN THE 
MORNING. WE WILL REMEM 
BER THEM. 

WITH GRATITUOI. SANDS 


310 FCNERAI. DIRECTORS 



IN MEMORIAM DONATIONS 
to b* used exclusively for 
CANCER RESEARCH 
should be directed to 


SPELL 
IT 

OUT 

When you 
have something 
to sell, the easiest 
way to find “ 
a buyer is to 
spell it out 
In print I 
You do that 
by placing a 
Uiw-owt 

in the newspaper, 
telling our 
Classified A 
readers what 
you have to sell. 

* We*il help you 
Give us a call 
today, 
at rjib- 2121 . 


NOTICI OP APPLICATION 
POP CHANGE OP NAME 

NOTICE is hereby qlven thet en 
application will be made to tbe 
Director of Vital Statistic* for a 
change of name, pursuant to the 
provisions of the "Chany* of Name 
Act", by ma:— Judith Isobei 
’ Downey of 453 Monterey Avenue, in 
I Victoria, in the Province of British 
Columbia, as follows - To change 
i my name from Judith Isobei 
Downey to Judith Lynn Downey 
Dated this 16th day of May. A D 
1 1*7*. 

Judith I Downey 




RE.ESTATE OP 
ARTHUR MARRY A SCOTT 


TUESDAY 

KiRKBRlDE. Mr. William Alfred 
1:00 p.m.—FLORAL CHAPEL 
PLOSZ, Mr*. Janeft 
2:00 p.m.-FAMILY CHAPEL 
WEDNESDAY 

BUHRER, Mr. Frederick Robert 
2 00 P.m -FLORAL CHAPEL 
TO BE ANNOUNCED 
KONSCHUH. Mr. P*t*r . 

PAONE. Mr. Francisco 

McCALL BROS 
Floral Funeral Chapel* 
385-4465 

«l 1 MONl MENTALS 

MORTIMER'S 
Monumental Works 

FOUNDED 1677 
70* KINGS RD. (at Douglas) 
383-6421 

STEWART MONUMENTAL 
Works Ltd. 
ESTABLISHED !•** 

Margie fireplace end fabietoos 
Memorial of Dtoflnctlon 

»«3 May if. _304-3452 

313 MIRCELLANEOIS 


NOTICE TO CREDITORS 
AMO OTHERS 

RE: HELENA BOZENA HALE. 


NOTICE I* hereby given that cr#d< 
tors and others having claims egemst 
the above, late of 1032 Lends End Road 
RR No. 3, Sidney. B.C ere hereby 
required to send them to the undrr 
signed Executor* *t P.O. Box 500. Vic 
tori*. B.Cw V6W 2P6. before June 15 
t*70 after which date the Executors 
will distribute among the parties en 
titled having regard only to claims of 
which they then neve notice. 

Dated May 8th, 1978 

DAVID BOYD ASCOTT, 
and THE ROYAL 
TRUST COMPANY, 
fc xecutors 

1 HARMAN & COMPANY 
No 54b645 fort Street 
Victoria. B C . 

Solicitors 

S-14x 


NOTICE TO CREDITORS 
In the matter af th* estate ef Eva 
Gould, late af the City af Vic 
toria, British Columbia 

CREDITORS and others having 
1 claims against fht above estate are 
I required to send full particulars ot 
such claims to Montreal Trust Com 
, pany 1057 Fort Street, Victoria. 

| British Columbia, V8V 3K6. on or 
before the 15th day of June 1978 
after which date the estate'$ assets 
i will be distributed, having regard 
! only to claims ot which the Ex 
| ecutors snail then have received 
notice 

CHARLES EDWIN GOULD 
and MONT RE/4 
TRUST COMPANY. 

E xecutors 
| Bv them Solicitors 
, ► ORMAN. REED l SWEENEY 
, 320 Market Square 
560 Johnson Street 
I Victoria, British Columbia 


| CANADIAN CANCER SOCIETY 
157 Caledonia Av#., Victoria 



CITY OP NANAIMO 
INVITATION TO TENOER 
TENOER T-9-78 

sealed Tenders will be received at 
I the Office of fhe City Clerk, 455 Wa’ 

| lace Street. Nanaimo. B C up to 2 00 
R M . Wednesday May 31. 1*78 for 
me supply of Kitchen Equipment 
and Dinnerware tor the Beban Park 
Complex 

i Tender forms may be obtained from 
•ne City Purchasing Office. 471 Wai 
i iace Street. Nanaimo. B.C 
me lowest or any tender will not 
necessarily be accepted 
w J Hardy, 

PURCHASING AGENT 


FIRST MEMORIAL SERVICES 
Serving th* Public and Exclusive 
Are* Undertaker* for the Me¬ 
morial Society of B.C. *98-6244. 


Creditor* end ethers having claims 
against the estate of Helene Bozen* 
H*le, deceased, let* of 202 Vancou¬ 
ver Street, Victoria. British Colum 
bia. ere hereby required to send full 
particulars of such claims to the under 
signed Execufriit cere of Brian C Ro 
berti Barrister and Solicitor. 710-1175 
Douglas Street. Victoria. British Co¬ 
lumbia. before fhe i*fh dev ot June. 
i*7t. after which date the Executro. 
will distribute the esaets of the se.d 
estefe having regard only to th# 
claims of which she then he* notice 
Doris M Holden. 

irs?&c m 

Her Solicitor 
5-71 


NOTICE OP SUBSTANTIAL 
COMPLETION 
PROJECT: 

Dunsmulr Secondary Softool 
Shop Additions 
Mount Wells Drive 
Sooke. B.C. 

OWNER: 

Board of School Trustees 
School District No 62 
(Sooke) 

2227 Sooke Road 
Victoria, B.C 
V9B 1W9 
CONTRACTOR 
Herb Bate 
Construction Ltd. 

• I - 668 Granderson Avenue 
victoria. B.C. 

ARCHITECT: 

THE WADE WILLIAMS 
PARTNERSHIP 
914 Gordon Street 
Victoria. B.C. 

V8W 1Z8 

Substantial completion date of 
the proiect has been established 
cs at Tuesday, Mav 16. 1978 

S-20x 

NOTICE TO CONTRACTORS 
ADDITIONS AND 
ALTERATIONS 
G. R. PEARKES ARENA 
Tillicutn Park 
Saanich, British Columbia 
SEALED BIDS will be received 
for the construction of the Proiect 
entitled "Additions and Altera 
lions, G R Pearkes Arena. Tilli 
cum Park, Saanich, British Co¬ 
lumbia" Tender 8/78. 

Drawings, Specifications, Bid 
Forms and detailed Instructions 
to bidders are available to Gener 
al Contractors at the office of 
Wagg & Hambteton, Architects. 
56 Bastion Square, Victoria, B.C . 
V8W 1J2, Telephone 386-7774. 

A returnable deposit of Twenty 
five (525.001 Dollars is required 
tor each set of drawings and spec i 
fications. 

Bids must ba Irrevocable for 
thirty (30) days and be accom 
Denied bv a Bid Bond on the form 
prescribed which binds the Bid 
dec and the Surety in the amount 
of Ten (10%) Per Cent of the bid 
at the time of bidding. 

A Performance Bond in the 
amount of Fifty (50%) Per Cent of 
the contract price in the form 
prescribed must be provided bv 
the successful bidder prior to the 
award of the contract. A certified 
cheque In the amount of Fifteen 
(15%) Per Cent of the bid may be 
submitted in lieu of the Bid and 
Performance Bonds and will be 
held as security until substantial 
completion of the proiect 
Bidding documents mav be 
viewed at the following locations 

(1) Amalgamated Construe 

tton Association of Vic 
toria, 1075 Alston 
Street, Victoria, B.C. 

(2) Amalgamated Construe 

tion Association of 
British Columbia, 2675 
Oak Street, Vancou 
ver, B.C. 

Certain trade contractors will 
be subiect to the bid depository 
procedures administered bv the 
Amalgamated Construction As 
sociatlon of Victoria, details of 
which arc contained In the in¬ 
structions to Bidders 
Bids must be made out on the 
form supplied, addressed to the 
Mayor and Council, Tha Corpora¬ 
tion of tha District of Saanich, and 
delivered to the Office of tha Pur¬ 
chasing Aoant, Saanich Muni¬ 
cipal Hall, 770 Vernon Street, Vic¬ 
toria, B.C . not later than 4 00 
p.m., June?, 1978, where they will 
be opened in public. 

Tha lowest or any tender not 
necessarily accepted. 

WAGG A HAMBLETON, 
Architects 
56 Bastion Square 
Victoria, 

British Columbia 
V8W 1J2 
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If you know a bride-to-be, or are planning your own wedding, com¬ 
plete and mail the coupon as soon as possible. Here's what the bride 
will receive: 

• Over 25 full-size .top-brand household products. 

• 20 Booklets from nationally-known companies containing 
t recipes and household hints. 

( • Two weeks’ free delivery of The Daily Colonist 
. or Victoria Times. 

• Total value — over $20.00. 

l If you are going to be married during the next few months, don’t 
miss out on this wonderful wedding gift from Victoria Press Ltd. 
Simply complete the coupon and mail it to us. There’s nothing to 
buy, and absolutely no obligation. By the way, if you have a friend or 
relative who is a bride-to-be. you may complete the attached coupon 
and mail it on her behalf. We’ll take care of the rest. 

All registrations must be received before the wedding, and the offer 
is limited to brides-to-be who will take up residence, after the wed¬ 
ding, within 25 miles of Victoria where home delivery of the paper is 
available. 



VICTORIA PRESS 
BRIDAL SHOWER DEPT , 

P 0 BOX 300. VICTORIA. B C. 
V8W 2N4 

Pleas* register the following lor the 
Victoria Press BRIDAL SHOWER GIFT PACK 


Pt«M print > 

Name of Bnde-toh* — 

Nam* of Bridegroom 

Present Address 
of. Bnde-to-be- 


i Apt No. If pay' 


PooulCodo- 'County) 


(City or Town) 

'Totophonr 

Homo or BooMmo) 

(Day) 'Month) (Yoori 

Name of Pemon Offtclatinf 


Mother 

_Relative_ 

JTiend ' 




(Apt» 

Stroot No > 

•treat) 



Pnpul (<*• iCwntyi 

■City or Town > • Totophono t 
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FRIDAY'S DRESS rehearsal for Mala spina College's Summer Arts Festival entry in Xanalmo's parade 
gave viewers taste of things to come in Monday's events. 
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Empire Day weekend 


Nanaimo does it all in style 


By DONNA REIMFR 


NANAIMO — Celebrations 
that began Friday night will 
continue through this long 
weekend in this city's l«9th 
Empire Day festivities. 

May Queen Sharon Muir 
received her crown in cere 
monies at the Civic Arena 
Friday night, and the festivi¬ 
ties will even continue past 
the long weekend with a car¬ 
nival and trade show at 
Beban Park 

The traditional events of a 
parade, seafood barbecue 
and fireworks will be supple 
mented by a motorcycle drill 
and band pageant, teen dance 
and stage shows 

Sharon and her court were 
chosen from pupils at Ham¬ 
mond Bay elementary 
school 

Senior princesses are 
Megan Sommers and Lisa 
Galloway, with Cathy Snook 
and .Tanya Constable named 
junior princesses. Page boys 
are Dallas Prosser and Cory 
McRae 

The royal party will pre 
side over events throughout 
the weekend, and be featured 
in the Monday morning 
parade 

A torchlight parade 
through downtown Nanaimo 
followed the crowning cere 
monies Friday. 

Today's events include the 
Wagner carnival and midway 
at Beban Park and the fire 


works at dusk off Georgia 
Park in downtown Nanaimo 
The carnival will be at Beban 
Park until Wednesday 

Both the Seattle city and 
Vancouver city motorcycle 
drill teams will perform 
today at 3:30 p.m. in the Gor¬ 
don Street Parkade. Visiting 
bands will join In the perfor 
mance at the parkade, and 
later take part in their own 
competition at T p.m. at 
Georgia Park. 

A teen dance it l p iti. 
today at Beban Park will fea¬ 
ture Nazareth and Guess 
Who 

Billed as ‘'Nanaimo's big¬ 
gest parade ever," the Em¬ 
pire Day parade will wind 
it? way through downtown 
Nanaimo starting at It a.m. 
Monday. Organized by the 
Jaycees, the parade is ex¬ 
pected to attract more than 
30 bands and 100 floats. 

In what has become a tra¬ 
dition with many Nanaimo 
residents, parade spectators 
will be able to satisfy their 
hunger after a morning of 
parade-watching, at the Fish 
and Game Club's Seafood 
barbecue. 

The feast, to be held start 
ing at I p.m. at the Fish and 
Game Clubhouse on 
llarewood Road, will feature 
local seafood. 

Federal NDP leader Ed 
Broadbent is expected to at 
tend both the parade and 
the barbecue. 


A new feature of the week 
end Is the trade and stage 
show, which will be officially 
opened at Beban Park at I 
p.m. today 

Exhibition stage shows will 
be held in the Beban Arena In 
the same area as the trade 
show at 8 p.m. Monday , Tues¬ 
day and Wednesday. The 
show will feature Skiies and 
Henderson, Randy Sparks 
and the Back Porch Majority 

A children's stage show at 3 
and 3 p.m. Monday and 5 p.m. 
Tuesday and Wednesday will 
feature Skiies and Render 
son. 

President of this year's 
Empire Day Celebrations So¬ 
ciety is Bill McGuire. 

Although written records 
about the celebrations go 
back only to 1874, it is be 
lieved that this year marks 
Nanaimo's 109th celebration 
of Empire Day. 

Pro soccer 


NASL 

Vancouver 1 Colorado 0 
Philadelphia 3 Oakland 1 
Memphis 3 Dallas 1 
Washington 2 Tampa Bav i 
San Diego 2 Detroit 1 
Portland 3 San Jose 2 


-SpecialOffef- 

FOR PRIVATE PARTY 
CLASSIFIED ADVERTISERS 

Use this handy coupon to place your 
Classified Advertisement and save money. 


Agreement rejected 
by Campbell River 


CAMPBELL RIVER — Municipal council has re¬ 
jected a tentative agreement with Canadian I nto* of 
Public Employees Local (23. calling for a two-year 
contract between the union and the municipality. 

The union, with a membership of M Including inside 
and outside workers, has been negotiating for a two- 
year contract, while the municipality wants a one- 
year package. 

A previous two-year contract expired Dec. 31 and 
negotiations between the two parties have been going 
on since then. The proposed contract covers clerical, 
engineering, building Inspection and public works 
staff. Present salaries range from a low of U. II for 
unskilled clerical help tott.3l per hour for lead hands. 


LUNDS 


AUCTION - TUESDAY 7 P.M. 

VIEW TIME: Tuo«d.y All Day 


FURNISHINGS: Newly Uph. Crushed Velvet Chesterfield 

Ste * Inlaid Mahoq Loveseat and Armchairs w Set 6 
Ladder Back Rush Seated Chairs * Teak Cane Back 
Rocker * Canadiana Cane Rocker * Regency Style 
Sola * Marble Top Washstanda * Oak Draw Leal Table 
and Chairs * New and Old Chesterfield Stas * Occ. 
Tables and Chairs * Etc 

APPLIANCES: Kenmore Micro-Wave Oven * BE, 2 
Door Fridge * Simplicity Compact Dryer * Simplicity 
and Sanyo Spin Washer-Dryera * Kenwood Chel and 
Attachments W T.V.'a RCA Remote Control Colour 
Console * Fleetwood and G.E, Colour and B/W 
Portables * AGS Component Stereo * MISC: Fishing 
Rods and Reels (some Peetzl * Remington Office Elec, 
and Port. Typewriters * 2 Drawer File 
Cabinet * Campbell Golf Clubs 

OF INTEREST: Brass Samovar * Wilkinson 

Sword * Framed 1920 s Postcards * Flare 
Pistols * Copper and Brass Lanterns * Contents of an 
Up-Island Antloue Store — China — Glass — 
* JEWELRY: Vlct. Hair Lockets and Brooches * Nazi 
War Medals ETC: 


■ ■ ■ m ■ pw aw AUCTIONEERS and 

LUNDS LT ° 


S2( Fen 1SS-S301 


MAYNARDS 

VINTAGE & 
CLASSIC CAR 

AUCTION 

1 P.B. SAT.. MAY Z7. 

1Z33 W. Georgia St. 
Vincouvir. I.C. 

PREVIEW: 

Msy 23-26 
10 A.M. - 8 P.M. 

FEATURING: 
1926 Cad. Coup* • 
1938 Cad. 60 4 dr. 
w/SIda Mounts • 
1938 R.R. 25/30 
Umo. (77 F.N.E. 
Farad* Car Frlza 
Winner) • 2 NEW 75 
Bricklins • E Typa 
Japuar • ’52 M6 TO 
Roadster • 73 Cad. 
Eldorado Conv. (1 
Owner 38.000 miles) 
• 1918 BMC Fist 
Deck Truck • 1928 
Ponlisc Pickup • ‘61 
T Bird - 59 Mercedes 
219 • ’57 Mercedes 
190 SL • ’48 R/R 
Silver Dswn • Plus 
Mercury Cliev. 
Morgen, Lincoln end 
others — Over 30 
Cara. 

MAYNARDS 

AUCTIONEERS LTD. 

124 FSf1 R. 1233 W (mt|M 
1M-7I71 MI-7571 

M, IfB Irsw B, HR 


Name 

Address 


Phone No 
Signature 


No of Insertions' 


FlU OUT UM RAM, TO 

SPECIAL OFFER 
Victoria Preee 
F.O. Box 300. 
victono, B.C. 

VOW 2N4._ 

N. 

DC LlYtS IN FfftSOh TO 
2021 Douglas St.. 
Victoria. I.C. 


Amount Enclosed S 


Your ad win run as soon as possible upon 
P'ease speedy consecut.ve dales 


Clatailication Number 


ece'pt of this coupon and payment or 


10 WORDS MINIMUM 
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Words lor 3 mssrtions n TUs Duly CoiMitl tod Victoria Tims 

25i for etc* Additional word 



THIS COUPON OFFER EXPIRES JULY IB. 1»7t 
Words tor 1 iissrlios is Tkt Dsily CstMist ssd Victoria Tims 

10c for aacn add'i'onai word 

0 

I Wtrds Isr 6 mssrtioni is Tks Duly ColMisI ssd Victoria Timm 

40* for each additional word 
Victoria Press Box Charge $3 00 per month 
Replies to be mailed Replies to be held tor pickup 

All ads must be written in regular classified style. 

* and run on consecutive days. 

An real estate mobile home, rental and business advertising .s con¬ 
sidered to be commercial advertmng and will not quality tor this special 
oiler 

SEND CHEQUE or MONEY ORDER 

— NO REFUNDS — 


THE DAILY COLONIST 
AND VICTORIA TIMES 


WAREHOUSE 

FOOD STORES 


CAMPBELL RIVER - 
Civic officials and Industrial 
leaders are voicing concern 
over a possible power short 
age in this part of the Island 
within the next few years. 

J. J Nash, B.C. Hydro's 
general manager for corpo¬ 
rate affairs, told s Joint lun 
cheon meeting of Rotary and 
the local chamber of com¬ 
merce recently that Vancou¬ 
ver Island may face an elec¬ 
trical power shortage 
between 1980 and 1984 

He said while It's unlikely 
lhat any individual will go 
short of power, industrial dt> 
velopment in the Island will 
be hampered. 

According to Crown Zeller 
bach's Elk Falls mill manag¬ 
er Jim Christensen, the po 
tential lack of power will 
affect modernization 
projects now underway at the 
plant. 

Power shortage will have 
Its effect on mill operation as 
early as 1981, he told the lun¬ 
cheon. 

Christensen said area 
projects are being delayed or 
cancelled because of possible 
lack of power 

Coocern over the prospects 
of a power shortage has led 
the municipal council to take 
some possitive action. A let¬ 
ter will be sent to the minis¬ 
ter nf economic development 
and B.C. Hydro stating that it 
is on record as supporting 
B.C. Hydro’s proposed over 
head transmission line or 
submarine cable from the 
mainland to the Island.' 


3475 QUADRA ST. 

BURNSIDE PLAZA 
877 GOLD8TREAM, 

LANGFORD 

MAN! WHAT 
A SALE!’ 

OPEN EVERY N»«HT 
Til 9. SAT. TIL 6 

OPEN 
SUN., 

MONDAY, 

MAY 22< 

10 A.M. 

..6 P.M. 

PRICES EFFECTIVE 

SUN.. MON., 

TUES., 

WHILE STOCK LASTS 
W. Raa.rva th. Right 
to Limit Oumrtttlws. 

BARBECUE 

BRIQUETS 

10 LBS. 

Limit 1 with $5.00 
Order or ovor. 

PORK 

SPARERIBS 

Lem. 

yrsis ltd Rib is. ID 
cwfltry styts. LD* 

ROUND 
STEAK 

of Grade A, 
grain ted ID 

bHt^LD. 

Ms pH Lilt. Sliced Hte 

COOKED 

MEAT 

6-Oz. Pkg. 

Sunniest 

LEMONADE 

12-4KZ. 

TMS^ 

COOL 
WHIP 

Creamer * 

Topping i/t Lm , E 

MUSH- 
ROOMS 

4-Star, pieces 
and atama. 

INztih^ 

Parkay 

MARG¬ 
ARINE 

tvifybc 

LB8. 

SUNLIGHT 
Liquid 
Detergent 

32.OZ.BTL. 


Squirral 

PEANUT 

BUT TER 

48-OZ. TIN 


POTATOES 

No. 1, 
Imported. 

LB. 
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When wou a now hvmi miry »r* 
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Celebrate Captain Cook s bicenten 
nial by purchasing these specially 
minted trade dollars at the Bay s 
Com and Stamp Shop 

(Buy the complete set tor |ust $5 ) 


ihoppiny nnlf 

Com «n<j St*mp Shop Moir 




Buy one wig 
at regular price. 

Get another wig of 
the same value for only 

Hi 

Here • the answer for all your hair cars 
problems Simply make your choice of any two 
wigs, buy one for the regular price, and get 
another identically priced wig lor only $1. Our 
Christian Dior Collsctlon is not included 
Choose from dark to light auburna. greys and 
frosted* 

Held over to Saturday, May 27 
Poraonal shopping only 

W/pi Sooord Floor 

Birtsotrs Bay, (Company, 


.&ay 

Captain 

Cook 

Trade 


What's Cooking 

t.C. events is connection with tht C*pt Cook Bk-entee 
ary include: 

May 20-23—Victoria, Victorian Days; > 

May 3d-2#—New Westminster Hyack Festival, 10 day 
carnival: 

May 2*23—Port Coquitlam, (estival featuring high 
land dance competitions, wine and polka text. Polish 
dancing, minor league baseball tournament, high school 
theatrical, lacrosse tournimem. Captain Cook teen dance, 
band competition. Cook carnival and May Day parade: 

May 20-35— Fernie, spring fiesta, ballet skiing and ski 
jumping. 

May 20-22— Shuswap. Big Shuswap Breakout days, 
including fishing derby, square dance jamboree. Dis 
covery breakfast. Bavarian gardens and dances, and golf 
tournament: 

May 21—Sicamous, "short ship tailpast" and May 
queen crowning: 

May 24—Prince George. Victoria Day parade and eel 
ebrations: 

May 24—Whistler, sailing regatta: 

May 27-20—Victoria, Swiftsure sailing ( lassie. 

Cook exhibits are on display In the Provincial and 
Maritime Museums in Victoria 


School camps 
for overflow? 


Dollars 


Herbicide ‘guinea pig’ vents anger 


School grounds may turn 
into temporary camping 
grounds this summer if Ihe 
Greater Victoria school dis¬ 
trict approves a recommen 
dation from its secretary- 
treasurer 


The board has been asked 
by Travel Minister Grace 
McCarthy if it would provide 
overflow camping accommo 
dation this summer, in view 
of Ihe large number of visi¬ 
tors expected during the Cap- 
lain Cook bicentenary and 
ihe visit of the Tall Ships to 
Victoria 


In meetings with ihe min¬ 
istry. secretary-treasurer 
Carl Warner reported, it be 
came clear that space might 
be required for up to 100 self- 
contained recreational vehi 
cles. No hookups for water, 
sewage or power or access to 
school buildings would be re 
quired. although the'travel 
ministry would provide pur 
table sewage facilities. 


The additional space would 
he used only after consulting 
with owners of private re 
creational vehicle sites and 
determining an immediate 
need for emergency overflow 
space A charge of $2 a night 
might be levied lo offset the 
cost of Ihe portable sewage 
unit and cleanup 


The school board will vole 
on the matter at a meeting 
scheduled for Tuesday 


L ftg78 


By STEPHEN HI ME: 


A woman who lives In Soin 
lull, off Vancouver Island's 
northwest coast, says she is 
ured of being used as a guin 
ea pig by B.C. Hydro and 
forest companies which 
spray herbicides with un 
known long-term effects 
Sointula is a fishing village 
on Malcolm Island, in Queen 
Charlotte Strait. 

' Nola Miller said in recent 
interviews that she was con 
cerned for the health of her 
self and her family because 
Hydro and L'.S. forest com 
panics like Kayonier Canada 
I.ld. had permits tu spray in 
ihe Sointula area with plan! 
killing chemicals such as 2,4 
D and 2,4,5-T. 


a guinea pig. and I believe 
that women in particular are 
being used." Mrs. Miller 
said. 

li-S. regulations warn lhal 
wumen of child-bearing age 
should not come into contact 
with 2,4,5-T 

The herbicide is being re¬ 
viewed by the C.S Environ 
mental Protection Agency 
because it is believed to be 
hazardous lo human health 

A related herbicide. 2.4-D, 
is on a list of chemicals 
awaiting full-scale review by 
ihe agency, which has in 
formed B.C. Environment 
Minister James Nielsen lhal 
ii has received conflicting 
evidence on the chemical's 
toxicity. 


Hydro and other govern¬ 
ment agencies which use her 
bicldes point out that pre¬ 
cautions are taken lo ensure 
that the substances do not 
contaminate watersheds and 
are used by licensed applies 
ton. 

Mrs Miller said "If 
there* even the hint of some 
thing dangerous with these 
chemicals, why don't they in 
vesligate it?" 

About 15 women recently 
canvassed the island to gath 
ar 250 names on a petition 
urging a halt to the spraying 
of potentially hazardous her 
bit-ides. 

Some of ihe canvassers, 
like Mrs. Miller, belong la 
(he women’s auxiliary of 
local 20 of ihe fishermen » 
union. 


The petition was presented 
lo the Mount Waddington re¬ 
gional district, and was ta¬ 
bled 

Mrs. Miller asked the dis 
trtet this week lo get in touch 
with the B.C Medical Awe 
i iation. which has proposed a 
ban on potentially hazardous 
herbicides until public health 
studies are completed. 

"We're just the wives of 
fishermen here We're not 
chemical experts, but we 
have children. All we want is 
what the B.C. Medical Asso 
elation is urging " 

She said chemical agents 
used in the Holberg area 
could affect the fish that run 
in Quatsino Sound. 

Bui her greater concern 
was for the health of Island 
residents. 


Meanwhile. Hydre has 
been granted a permit by the 
provincial peatlcide control 
committee to spray 2.4-D 
along poworllnas crossing 
watersheds from Won to the 
Keogh substation on north¬ 
ern Vancouver Island, in (he 
vicinity of Kimpkish Lake. 

Canadian Forest Products 
Lid. has a permit to spray 
2.4-D along 5* acres of rail¬ 
road in the Woss area, south 
of Malcolm Island. 


CHICKEN 

ON THE RUNI 

( ncle Fred't 

DELIVERS 
CATERS 
.385-3468. 


IUNI 

r> I 

ill 


twite mctuml 
MB 


TM NOT 
DEAF 

“I just don't 
undorstand tom* 
wards ar what soma 
peopls say 


If yaa bavi said 
tbit... Pramioo 

at Inn aJ a lop aa n LJ 

miricii car may 
ba yeur ins war. 


Thi Bay closed Monday. May 22. Victoria Day. Open Tuesday. May 23. 9:30 a.m. to 5:30 p.m. 

Shop the easy way with your Baycard and Telebuy: 385-1311. liiftson'sBay. Company^ 


MULLINS MARINE SALES 

025 YATES M2-4S1S 

4-i a _ 


Clinical tosta of this aid anow 
ootter word understanding at 
tats volume Comfortable, 
convenient email in size This 
lihle hearing sid delivers 30- 
day inai 100*4 money beck 
guarantee 


MHLIER6 

HEARING AIR SERVICE 

The Bey. Third Floor 
1701 Doogiee St , Victor.. 
305-5414 or 305-1311 


ISuteons 5>ay, Company 


Today’s rattan at yesterday’s prices 


The Bay’s 
Look-Rich-Quick Scheme 

Rattan is up-to-the-minute nostalgia Airy yel strong 
and durable Its casual class reminds you of the 
South Seas but fits in perfectly with your own home 
And now the price is perfect too' To follow our .imple 
scheme use Ihe co-ordinated pieces together for a 
total furniture look or separately as Intriguing accent 
pieces But whatever you choose to do. act now¬ 
and save! 


A. Save $30 on a rattan settee 

Beautifully crafted in Hong Sale 
Kong this sturdy settee comes 
with off-white Indian cotton 
seat cushion Reg 3249 


seta 

$219 


B. Save S10 on a rattan chair 

Another direct import from Sale 
Hong Kong, this cushioned 
chair matches the settee Reg 

599 


$89 


C. Save $20 on a rattan arm chair 

This tub design has a round Sale 
back with cane insert and rat¬ 
tan Irame Reg 3109 


$89 


D. Save $50 on a rattan dinette 

This 5-pca suite includes 32' 
square table and 4 matching 
chairs Reg 3379 


$329 


E. Save $H0on a 6 shelf etagere 

A beautiful wall system or Sale 
bookshelves in scorched rat- 
ran finish Approx 84 x29 x 
12V Reg 319 95 


oaio 

$209 


F. Save $150 on a 3 drawer etagere 
3 drawers at base and 3 Sale 
shelves above all in scorched 
rattan finish Size as above 
Reg 419 95 


seiv 

$269 


G. Save $150 on a 2 door etagere 

2 doors at base and 3 shelves Sale 
above all in scorched rettan 
finish Size as above Reg 

419 95 


Prices In eflect until Saturday. May. ar 


$269 


Trondoottor FumUhmfO, Fourth 
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Radicals on sabbatical as NDP meets 


By JIM HUMIC 
Catwutl none 

Provincial leaders of Ihe 
NDP continued to nudge their 
rank and file closer to the 
centre of the political road 
Saturday 

In a series of panel discus¬ 
sions at the University of Vic¬ 


toria during the annual NDP 
consention. the moderates 
were obviously In control. 
Whether they can retain that 
control when the topics under 
discussion Saturday are 
opened up before the full con¬ 
vention today remains to be 
seen but indications arr that 
the radical left is on sabbati¬ 
cal this year. 


One of the main panel dls 
cussions Saturday focused on 
economic development, with 
recommendations that the 
uuickest way to stimulate the 
economy was to reduce the 
sales tax from five per cent to 
three per cent and its even¬ 
tual elimination- immediate 
reductions in income tax for 
low to moderate income fa¬ 


milies; an acceleration of 
government capital works 
programs plus expansion of 
spending on fields such as 
senior citizen housing, urban 
Improvement programs and 
reforestation 

The lone of the meeting 
was established quickly by an 
unidentified delegate who 
wondered "where the money 


Is coming from If we eliml 
nate or reduce all of these 
taxes.” 

While it was immediately 
suggested that revenues 
could be raised by reintro 
ducing succession duties, in¬ 
creasing corporation taxes 
and royalties on natural re¬ 
sources. the suggestion won 


no applause and minimal 
vocal support 

One delegate asked If it 
could be guaranteed that all 
funds from a three per cent 
sales tax would go to hospi 
tals and schools 
David Stupich (Nanaimo), 
former finance minister, said 
he hoped much more than 
Page 2— NDP 




•M 


i 3 


No. 135— 120th Year 




■ ' \£s >■ 

Vancouver Island's leading newspaper since 18A8 

Victoria, British Columbia, Sunday, May 21, 1978 


WhmM 


Some sun , 
high 17 

Weather Details 
on Page 2 


15 c Daily, 30 c Sunday 


1 



v y 

4 «* 


jr* 

. 

1 ' 

i-\ 

I J KjmS 



"V- 

MM 


■ 




CHAPLAIN DESCRIBES CARNAGE 
OF REBELS’ KOLWEZI MASSACRE 


‘My God, it was so horrible ’ 


B> ERIK VAN KKft 

KOLWEZI. Zaire (UPI) — Rebel troop* 
went into a frenzy of killing and Uniting in 
which they massacred at least 130 whites 
during their occupation of Kolwezi. Bel¬ 
gian and French army officers said Satur 
day. 

French Foreign Legionnaires and Belgian 
paratroopers occupied the town and later 
began airlifting out about 2.300 survivors, 
many of them weeping and traumatized with 
shock. 

I toured the while residential areas of 
Kolwezi with two French legionnaires and 
counted 2! bloated corpses lying in the 
roads, in gutters, outside gates and in shot 
up. abandoned ears 

Outside one house, five whites lax huddled 
together. The leg of a woman had been 
partly eaten by dogs roaming the streets. 

Kolwezi was once a pretty lakeside town, 
but now the stench of rotting corpses hung 
heavily on the silent streets. 

The Belgian paratrooper chaplain, who 
asked not to be identified, told of Ihe scenes 
of "carnage” that he had witnessed 

“I saw in an area of four streets dozens of 


dead whites. In some houses, the rebels 
had thrown hand grenades into rooms and 
then opened fire on whoever remained 
alive There were Tn any Women and children 
among them, their bodies riddled with bill 
lets. The walls were pockmarked with 
shrapnel.” 

The chaplain sunk his head in his hands. 

"Oh m> (iod, it was so horrible and 
awful.” he said.. 

Inside a small house on the edge of what is 
called "the new area.” I saw a pile of 
dead whites, knee deep, all on top of one 
another. 

A man had thrown his arm around a small 
girl in a futile attempt to protect her In one 
corner, a dead woman leaned against a wall 
still holding her fingers in her ears as if 
still expecting an explosion. 

Soldiers said the whites had been gunned 
down at point blank range. There was a pile 
of spent machine gun cartridges on the 
lawn, amid the scattered debris of looted 
suitcases and automobiles. 

Shocked refugees at the Kolwezi airstrip 
told how in one incident the rebels grabbed a 
Page 2—Massacre 
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Paratroops 
take city, 
rout rebels 


KOLWEZI, Zaire (AP) — French and Belgian 
paratroopers seized control of Kolwezi from rebels 
Saturday and reported up tu 1 >0 foreigners bad been 
massacred in this copper mining center 

Some of Ihe t.500 while residents wailing to be 
flown to safety tpld reporters they witnessed wide 


Court martial 
ends officer’s 
naval career 


A 90th-birthday kiss 


—Jim Rv«n photo 


Birthday kiss from cat catches Moth¬ 
er Cecilia Mary on cheek. Nun who is 
known far and wide for the care she has 


given to homeless animals, is 90 today. 
An open house will be held at her 
(iood Shepherd shelter at Mill Bay. 


A 29-year old naval offi 
cer's career came to a sud 
den end Saturdax as he was 
dismissed from the service 
after conviction on eight 
charges in a court martial at 
CFB Esquimau. 

Naval Lieut William John 
Fdward Fredericks was 


X 


Park ride 
jams, 33 
left in air 


(i.UftNEK. U\ (L'PI) - 
Thirty three persons were re 
scued Saturday night after 
being stranded for more than 
five hours <»n an aerial 
amusement park ride. 

Firefighters using elevator 
ladders brought down the 
stranded persons. There 
xxere no Injuries. 

The ride at Marriott’s 
Croat America Amusement 
Park, automatically slopped 
at 3 p.m. when a sudden wind 
activated an emergency safe 
ty switch. 

Auxiliary power was used 
to move 32 cars to safety but 
10 remaining cars jammed on 
top of one of the towers. 
Stranded riders wailed an¬ 
other five hours before fire 
department equipment could 
rescue them. 


WARM, SUNNY HOLIDAY 
FOLLOWS COOL SUNDAY 


The Victoria Day holiday weekend, 
mainspring for Victorian Days lasting 
almost until the month-end. had every 
thing going for it.Saturday—including a 
forecast of good weather. 

Although cooler weather was predict¬ 
ed for today, with a high of 17. sunny 
skies and warmer temperatures were in 
store for Monday, the day of the big 
parade and other events. ' 


The parade starts at 9 a m at Douglas 
Street Mayfair and will wind up at Bel 
leville Street There will be floats, 
clowns, marching units (Canadian and 
American), equestrian entries, and 
sideline attractions 
The complete schedule of events for 
today through Tuesday appears on Page 
II Today has been designated as "fun 
frolic” day. and Tuesday as pioneer 
day. 


Fencing with an elephant 

Agents rescue Amy 


WASHINGTON (UPI) — A 
Secret Service agent suffered 
a broken finger and twisted 
ankle Saturday when he and 
another agent saved Amy 


Carter from a runaway ele 
phant at-the home iff Ethyl 
Kennedy 

The 10 year old daughter of 
President Carter, and other 


I 


Doctors ‘feed’ addicts 


VERNON (CP) — Many doctors careless¬ 
ly prescribe pain-killers and cough medi 
rines that end up on the street as heroin 
substitutes, says a report to the B.C. Medi¬ 
cal Association. 

The association passed a resolution Fri¬ 
day at its annual convention calling on 
doctors to restrict use of the drugs 

Dr. Ken Varnam. chairman of the assn 
elation's drug and alcohol committee, said 


some doctors appeared to be unaware that 
the drugs—including Dilaudid. Percodan 
and cough-syrup formulations containing 
(hem—are at least as addictive as mor 
phlne. 

lie said a four-milligram tablet uf Difau- 
did sells on the street for as much as a cap of 
heroin. 

Varnam said some people take up to four 
ounces of the cough syrup a day and can¬ 
vass physicians for prescriptions. 


youngsters, were at the home 
of Ihe late senator for an an- 
nual pet contest. 

The elephant had been 
brought In from a circus and 
was being guided Intu a van 
when it was spooked by a 
barking dog. said Mary Hoyt, 
press aid to Amy's mother, 
Rosalynn Carter. 

The elephant started run¬ 
ning through the crowd to¬ 
ward an open grassy area 
behind Amy and the Secret 
Service agents. 

Mrs. Hoyt said Ihe agents 
grabbed Amy and threw her. 
from one to the other, across 
a spilt rail fence and retreat¬ 
ed with Amy toward a second 
fence. When the elephant 
broke through tha first fence, 
the agents put Amy over the 
second fence. 


found guilty by the four-man 
court uf failing to account for 
S.1,520 in non public funds, at 
templing to cover up the dis 
crepancy by making false en 
iries in ledgers and a balance 
sheet, and telling a junior of¬ 
ficer lo sign a letter to assist 
with the coy crop. 

During ihe hearing on sen 
leneing. following ihe ver¬ 
dict. Fredericks told the 
court the money had been 
stolen from a cash box which 
he had lefl on top of a safe 
while his ship, IIMCS Mack¬ 
enzie. was docked in San 
Diego, and he had gone 
ashore 

Concerned about Ihe reper 
cussions if he informed his 
commanding officer of the 
theft. Fredericks attempted 
to cover up. at one poinl ap¬ 
plying lo gel a loan from a 
bank lo repay-the lost 
amount, but his personal fi 
nancial condition resulted in 
his being lurned down. No 
evidence was introduced at 
the trial lo indicate that Fre¬ 
dericks had taken the money. 

In hindsight, he told the 
court, he should have report 
ed the theft immediately tu 
his commanding officer 

A key exhibit in the trial 
was a letter written by Fre 
dericks op Oct. 5 to his broth 
er IVan in Ontario." 

It staled, at one point “Ivan 
I've gut a bad prob- 
lent . It’s 'dow’ (sie), 
money! I made a serious 
mistake that no onr knows 
about and Its caused a short 
age of money in the funds I'm 
responsible fur on the 
ship . . . I've been covering it 
up in very illegal ways. If 1 
get found out. I'll be court- 
marshalled (sic) and re¬ 
leased." 

The main witnesses In the 
trial were Ll.-Cmdr. Derek 
MacGregor-Gneer. staff offi¬ 
cer in charge of supply and 
transport for Maritime Com¬ 
mand Pacific, and Lieut. 
John Miller, the assistant 
supply officer who had been 
Involved In the writing of the 
letter. 
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spread murder, bloodshed 
and looting by the rebels xxho 
captured Koivxezi from gox • 
eminent forces a week ago 

French and Belgian army 
officers said their troops con 
trolled the city and were 
mopping up small bands of 
rebels 

Reporters counted at least 
5H bodies in the streets 
French miltary commander 
Yves (Iraves, who led a para 
troop assault mi Kolwezi on 
Fridax. said he estimated 138 
white* bad been slaughtered 
by the rebels and about 208 
rebels were killed in the 
fighting Fridax night and Sat 
urday 

In the ruins of one house, 
the bodies of 34 men. women 
and children were frozen in 
postures of terror. 

French military sources 
said seven paratroopers of 
Ihe French Foreign Legion 
xx ere killed and sex era I 
•lher> were wounded. 

The French defence min 
Istry said the French oper 
ation might be considered 
"terminated.” but there was 
no indication the WM) legion 
naire* were being with 
drawn 

The airborne assault* were 
launched to save some 2.308 
foreigners—including a Ca 
nadian missionary couple—in 
the Kolwezi area Most are 
Belgi ans and French, but 
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Italy press forbidden 
to print terror threat 


ROME (Reuter) — Italy's 
slate prosecutor Saturday 
qlght ordered police to seize 
copies of a message purport 
ing lo come from the Red 
Brigades threatening that 
former premier Aldo Mom's 
murder was only the begin¬ 
ning of a campaign to destroy 
the state. 

State prosecutor Guido 
Guasco also prohibited news 
media from publishing the 


statement which apparently 
contained coded messages 
and instructions for Brigades 
units. 

It is not immediately clear 
whether newspapers would 
abide by the order. 

The statement typed on an 
IBM typewriter, was re¬ 
leased only In Rome. Prevl 
ous messages were Issued si¬ 
multaneously in four major 
cities. 


YELLOW ALERT 

PITTSBURGH (UPI) — Police said two men walked 
Into Gavazzl's clothing store Friday and asked to look at 
slacks. One of the men put his hand Inside a paper 
bag, Indicated he had a gun and told the manager. "Give 
me the money or I'll blow your head off." 

During a scuffle with a store security guard, the bag 
was knocked from the robber's hand and a banana fell 
out. The men were captured on the street after a chase 


Police have not said whelh 
er they believe the message 
is authentic. 

The statement called Ihe 
former premier's murder 11 
days ago "an act of legitl 
mate revolutionary Justice." 

"It is nothing other than the 
first act of a precise objective 
to destabilize, disarticulate 
and destroy the state. . . 
they said. 

The communique, similar 
In wording to nine sent by the 
Red Brigades during the M 
days they held Moro captive 
before killing him May (. was 
picked up by the Rome news 
paper II Messaggero after a 
telephone tip. 

The communique claimed 
Ihe security forces are still a 
long way from breaking fbelr 
organization. 
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E880 CAR CLINIC 
TESTED U8ED CARS 



FRIDA VS DRESS rehearsal for Mala 
spina College's Summer Arts Festival 
entry in Nanaimo's parade gave viewers 


taste of things to come in Monday’s 
events. 
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OFFICIALS, INDUSTRY CONCERNED 

Power lack for north Island? 


By JACK POSSUM 

C#*0*H* Corrttoondtni 

CAMPBELL RIVER - 
Civic officials and industrial 
leaders are voicing concern 
over a possible power short 
.age in this part of the Island 
within the next few years. 


B> DEREK RHINO 

Colonist Corrowonooof 

DUNCAN — Municipal Af¬ 
fairs Minister Hugh Curtis 
has informed North Cowi- 
rhan council that should 
amalgamation take place 
June 17. the province would 
retain responsibility for all 
costs of policing the city of 
Duncan for a period of five 
years. 

The minister also said the 
province would provide an 
assistance grant of $50 per 
capita, estimated to be more 
than $1 million 

He also said the presrnt 
financial relationship of the 
municipality's northend re 
creational area would remain 
the same. Or in other words. 
Chemainus and other taxpay¬ 
ers of the northend reerea 
tional area would not be re 
quired to pay any share of 
the new $7 million commu¬ 
nity centre now Under con¬ 
struction in the southend of 
the municipality. 

His letter was written in 
reply to North Cowichan's 
letter to the minister May II. 
expressing feara that they 
(North Cowichan) could be 
facing’heavy additional costs 


J. J. Nash. B.C. Hydro’s 
general manager for corpo 
rate affairs, told a joint lun¬ 
cheon meeting of Rotary and 
the local chamber of com 
merce recently that Vancou¬ 
ver Island may face an elec- 
tric.al power shortage 
between 1980 and 1984. 


should amalgamation lake 
place. 

In his reply to North Cowi¬ 
chan. the minister said: 
"Firstly, the provincial res¬ 
tructure assistance program 
provides that the province re¬ 
tain the responsibility for the 
policing function for a period 
of five years from Ihe date of 
Incorporation 

"In effect this would mean 
that Ihe province would con 
linue to be responsible for the 
cost of policing .within the for 
mer city of Duncan for a 
period of five years, should 
amalgamation lake place 


DUNCAN — Local 2 of the 
Pulp and Paper Wood 
workers of Canada is cur 
rently sponsoring a lung 
function health survey for 
Croft on mill employees 

The tests will continue ujtil 
May 39 and will involve 1.100 
staff and union employees at 
the mill. 

The tests indicate how well 


He said while it's unlikely 
that any individual will go 
short of power, industrial de 
velopment in the Island will 
be hampered 

According to Crown Zeller 
bach's Elk Falls mill manag 
er Jim Christensen, the po 
lential lack of power will 


"Secondly , under the pro 
vincial restructure assis¬ 
tance program, a traditional 
assistance grant is available 
in the amount of $50 per capi 
ta based on a total population 
of the new municipality 
formed by amalgamation 
"Thirdly . I am prepared to 
recommend that in the event 
of amalgamation, the Let 
tors Patent incorporating 
the new municipality confirm 
the status of the North End 
Recreation Area of North 
Cowichan as a specified area 
within the new municipality 
under Ihe prov isions of Sec- 


each participant's lungs 
function and are given by 
a registered nurse 
The testing is painless and 
lasts about 10 minutes but 
participants must be absent 
from the mill for at least 
eight hours before the test 
Tests are conducted at the 
PPWC offices on Canada Av 
enue. between lit a.m. and (i 
p m each day. * 


affect modernization 
projects now underway at the 
plant. 

Power shortage will have 
its effect on mill operation as 
early as 1981. he told the lun 
cheon 

Nash said Hydro has anti 
cipated Island residential 


lion 616 of the Municipal Act. 
The effect of this would be to 
preserve the present finan¬ 
cial relationship within North 
Cowichan with respect to tne 
regional district recreation 
function" 

Meetings to inform the 
public on amalgamation are 
to be held Monday. June 5 at 8 
p m at Cowichan High 
School. 2652 James Street: 
Tuesday. June 6 at 8 p.m at 
Community Centre. Crofton. 
slot Musgrave Street. 
Wednesday. June 7 at 8 p.m 
at Chemainus High School. 
9947 Daniel Street. 


Results of the test will be 
kept confidential, but will be 
evaluated by the Occupation¬ 
al and Environmental Health 
Committee of the Confedera 
tlon of Canadian Unions lo 
determine if further testing is 
necessary. 

Employee testing appoint 
mentx may be arranged by 
phoning 746-5921. 


and commercial needs but 
that there is no assurance 
that new large industrial 
loads will be available by the 
time they are ready to go on 
line 

He was critical of public 
protest against proposed 
plans to bring power from the 
mainland via a transmission 
line from Squamish to Duns 
muir near Qualicum Beach 
There is a desire to protest 
before facts are known, he 
said Hydro would study all 
possible alternatives and 
transmission routes before a 
decision was made 

Christensen said area 
projects are being delayed or 
cancelled because of possible 
lack of power. His company 
had recently announced a $26 
million, three-stage moderni¬ 
zation program w ith the first 
phase beginning in No 
vember of this year. The pro¬ 
gram involves switchover to 
thermo-mechanical pulping 
(TMP) for half of the mill's 
production capacity, which 
will result in stronger pulp 
but an increased use of en 
ergy 

The second phase of the 
project, which will result in a 
100-per cent changeover to 
the TMP process, could be 
completed by 1981 but there 
would be no power to allow 
the changeover. Christensen 
said. Other projects planned, 
such as improved air pollu¬ 
tion control at the mill would 
also suffer from the power 
shortage he said. 

Concern over the prospects 
of a power shortage has led 
Ihe municipal council to take 
some possitive action. A let¬ 
ter will be sent to the minis¬ 
ter of economic development 
and B.C. Hydro stating that it 
is on record as supporting 
B.C. Hydro's proposed over¬ 
head transmission line or 
submarine cable from the 
mainland to the Island. 


Minister allays fears 
about merger ballot 


Lung tests for pulp crews 


Empire Day weekend 

Nanaimo says it 
by celebrating 


By DONNA REIMER 

Commit Cofr o iaondonl 

NANAIMO —Celebrations that began 
Friday night will continue through this 
long weekend in this city's 109th Empire 
Day festivities. 

May Queen Sharon Muir received her 
crown in ceremonies at the Civic Arena 
Friday night, and the festivities will 
even continue past the long weekend 
with a carnival and trade show at 
Beban Park. 

The traditional events of a parade, 
seafood barbecue and fireworks will be 
supplemented by a motorcycle drill 
and band pageant, teen dance and stage 
shows. 

Sharon and her court were chosen 
from pupils at Hammond Bay elemen¬ 
tary school. 

Senior princesses are Megan Som¬ 
mers and Lisa Galloway, with Cathy 
Snook and Tanya Constable named 
junior princesses. Page boys are Dallas 
Prosser and Cory McRae. 

The royal party* will preside over 
events throughout the weekend, and be 
featured in the Monday morning parade 

A torchlight parade through down¬ 
town Nanaimo followed the crowning 
ceremonies Friday. 

Today’s events include the Wagner 
carnival and midway at Beban Park and 
the fireworks at dusk off Georgia Parkin 
downtown Nanaimo. The carnival will 
be at Beban Park until Wednesday. 

Both the Seattle city and Vancouver 
city motorcycle drill teams will perform 
today at 3:30 p.m. in the Gordon Street 
Parkade. Visiting bands will join in the 
performance at the parkade. and later 
lake part in their own competition at 7 
p.m. at Georgia Pari. 


A teen dance at 8 p.m. today at Beban 
Park will feature Nazareth and Guess 
Who. 

Billed as "Nanaimo's biggest parade 
ever." the Empire Day parade will wind 
its way through downtown Nanaimo 
starting at 11 a.m. Monday. Organized 
by the Jaycees, the parade is expected 
to attract more than 30 bands and 100 
floats. ■ 

In what has become a tradition with 
many Nanaimo residents, parade spec¬ 
tators will be able to satisfy their 
hunger after a morning.of parade- 
watching. at the Fish and Game Club's 
Seafood barbecue. 

The feast, to be held starting at 1 p.m. 
at the Fish and Game Clubhouse on 
Harewood Road, will feature local sea¬ 
food. 

Federal NDP leader Ed Broadbent is 
expected to attend both the parade and 
the barbecue. 

A new feature of the weekend is the 
trade and stage show, which will be 
officially opened at Beban Park at I 
p.m. today. 

Exhibition stage shows will be held in 
the Beban Arena in the same area as the 
trade show at 8 p.m. Monday, Tues¬ 
day and Wednesday. The show will 
feature Skiles and Henderson, Randy 
Sparks and the Back Porch Majority. 

A children's stage show at 3 and 5 p.m. 
Monday and 5 p.m. Tuesday and 
Wednesday will feature Skiles and Hen¬ 
derson. 

President of this year's Empire Day- 
Celebrations Society is Bill McGuire. 

Although written records about the 
celebrations go back only to 1874. it is be¬ 
lieved that this year marks Nanaimo's 
109th celebration of Empire Day 


North Island College 
offers extra incentive 


CAMPBELL RIVER - 
North Island College will 
offer first-year university 
courses regardless of number 
of students enrolling in any- 
given course, commencing in 
September. 

Previously, unless enough 
students expressed interest 


in a subject the course was 
dropped and students plan¬ 
ning to take university trans¬ 
fer courses through local col¬ 
leges found themselves 
without subject credits and 
having to carry an extra load 
the following year. 

The change came about as 


a result of discussions at a 
recent seminar for college 
council members where it 
was recommended that 
guaranteed courses be pro 
sided to combat the “num¬ 
bers problem” which was 
discouraging high school stu¬ 
dents from attending commu 
nity colleges 

With the college's guar an 
tee of courses, students are 
now assured of first-year uni¬ 
versity courses that will be 
transferable to the Univer¬ 
sity of Victoria. University of 
British Columbia and Simon 
Fraser University. 

The proposed program con¬ 
sists of an initial set of seven 
courses that represents the 
most common first-year uni¬ 
versity transfer require¬ 
ments: courses that the col¬ 
lege has the capability to 
deliver to any individual stu¬ 
dent with an Instructor, 
courses that are completely 
unrestricted with respect to 
time of entry, rate of individ¬ 
ual progress or time of com¬ 
pletion. and courses that with 
the exception of mathematics 
have the highest demand as 
indicated by past enrolment 
data 


Agreement rejected 
by Campbell River 


CAMPBELL RIVER — Municipal council has re¬ 
jected a tentative agreement wlUi Canadian Union of 
Public Employees Local 123. calling for a two-year 
contract between tbe union and the maalcipality. 

The union, with a membership of M including Inside 
and outside workers, has been negotiating for a two- 
year contract, while the municipality wants a One- 
year package. 

A previous two-year contract expired Dec. 31 and 
negotiations between the two parties have been going 
on since then. The proposed contract covers clerical, 
engineering, building inspection and public works 
staff. Present salaries range from a low of $5.11 for 
unskilled clerical help to $8.31 per hour for lead hands. 


Lawyer, now judge, negligent in will case 


A Victoria lawyer recently 
appointed a county court 
judge has been ruled negli 
gent In a civil judgment in 
vulving a client's will. 

But Mr. Justice J.S. Atkins 
of B.C. Supreme Court said 
the negligence of John C. 
Cowan was inadvertent and 
did not touch his integrity or 
general competence. 

His written Judgment was 
filed at the VJctoria law 
courts Friday. 

A Victoria man, Albert 
Stanley Whlttlngham. sued 
Crease and Co., a Victoria 
Itw firm for which Cowan 
worked until appointed a 
county court judge In Van- 
touver last February, for 


negligence and damages The 
case was heard in Victoria 
March 14-15, 1977 and in Van¬ 
couver Oct. 25-26. 1977 

Whlttlngham is the second 
son of Arthur William Whit 
tlngham of Victoria who died 
Nov. 22.1973. Almost all of his 
$100,080 (gross) will was left 
to the second son with only 
minor amounts to four other 
children. 

The will was executed Jan. 
19, 1968 at the late Whit- 
tingham’s Henderson Road 
house because he was unwell. 
Present, in addition to him. 
were Cowan and the principal 
beneficiary, Albert Manley 
Whlttlngham. and his wife 
Kathleen 


The two witnesses to the 
will were Cowan and (he 
plaintiffs wife Kathleen. 

But under Section 12 of the 
Wills Act. all benefits given 
the plaintiff were void be 
cause his wife witnessed the 
signature of the late Whit- 
tlngham 

The error was not noticed 
until the will was probated. 
The effect was that the bene¬ 
ficiary Whlttlngham shared 
equally with his sister and 
three brothers. 

Whlttlngham and his wife 
said Cowan was specifically 
asked whether it was proper 
for the wife to witness the will 
and Cowan said It was all 
right because she was not a 
beneficiary 


Cowan said he didn't re¬ 
member the alleged corner 
sallon but did not deny it took 
place. 

Cowan said although he 
was well aware (hat under 
the Wills Act a beneficiary 
could not be a witness, he was 
not aware, in the sense of 
having It in mind at the time, 
that the Wills Act went fur 
(her and provided that a gift 
by will to a person is void If 
that person's spouse wit¬ 
nessed the will. 

Aiklns. who described the 
beneficiary and his wife as 
acquisitive people anxious to 
protect what they acquired 
and whose evidence was col¬ 
ored accordingly, said hr was 


unable to rely on their testi¬ 
mony that they did question 
Cowan on the propriety of 
witnessing the will. 

"... Mr. Cowan's mistake 
was not made with reference 
lo a point of law of great 
complexity or Indeed of any 
complexity at all," Aikins 
said. 

"The mistake did not relate 
to an obscure point which 
perhaps a lawyer not highly 
skilled in the law of wills 
would have missed, such as a 
point that a lawyer highly 
skilled In drawing wills would 
know only because at some 
time or other he had had to 
consult appropriate texts and 
authorities to familiarize 


himself with the niceties of a 
' problem. 

"Put briefly. It seems to me 
that any lawyer who under- 
takes to attend a client and 
supervise the execution of a 
Will ran reasonably be ex¬ 
pected to be familiar with all 
the comparatively simple 
provisions of the statute re¬ 
gulating the execution of 
wills ana selling out the law 
in relation to gifts to wit¬ 
nesses and to the spouses of 
witnesses. 

“Mr. Cowan was under a 
duty to exercise tbe reason¬ 
able degree of skill, knowl¬ 
edge and care that would be 
expected from any lawyer 
undertaking to supervise the 
execution of a will In my 


view. Mr. Cowan failed in the 
discharge of that duty and he 
was negligent. Mr. Cowan's 
forgetfulness. I wish to point 
out. was inadvertent. It does 
not touch his integrity or gen¬ 
eral competence.’’ 

Dealing with damages. Ai¬ 
kins recalled that the four 
children largely excluded 
from the will of their father 
had applied for relief under 
the Testators Family Mainte¬ 
nance Act. Damages to be 
awarded had to take into ac¬ 
count the amount the plaintiff 
would have received If the 
will had been entirely valid 
and proceedings under that 
act had been carried to a 
conclusion. 


After reviewing the back¬ 
ground and financial circum¬ 
stances of the children, he 
ruled that one son and one 
daughter should receive one 
third each of the estate and 
that the plaintiff's damage 
would then be the difference 
between the one-fifth entitle¬ 
ment because of the error in 
drawing the will and one- 
third "which on my conclu¬ 
sion would be all that he 
would have received had the 
bequest to him been valid.” 


Victoria lawyer Dr. J.J. 
Gow. with Paul Jarman, re¬ 
presented Whlttlngham. J.P. 
van der Hoop represented 
Crease and Co 
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Marcotte big factor in success of Bruins 


£ 

1 


KEITH UNTON. currently the leading harness-racing 
driver in Canada, is coining to Stndown Park as soon as the 
Calgary meet is over and may be here (or opening day. June 
3. He'll have much good competition (or driving honors, 
including Jae Hudon. who finished fourth in the recent world 
driving championship, and Stu Erickson .Sandown is look 
ing much brighter with a new paint job and much busier 
with horses arriving steadily and getting in their preparato¬ 
ry runs (or the summer-long meeting ...it was pleasant to 
hear that veteran Dave Fyvte is well and getting much 
enjoyment out of television sport. And belated congratula 
tions on his 91st birthday...the National Golf Foundation has 
estimated that an average of almost a million rounds of golf 
are played daily in the U.S, tabbing (he figure for 1977 at 3.72 
million. Other conclusions drawn from its research are that 
about 60 per cent of the total was played by men between 18 
and 64 years of age and about 18 per cent by women in that 
age group. Over 65 seniors accounted for 15 per cent and 
juniors for seven per cent...Glen Barlow, the Royal Colwood 
junior who reached the handicap final in the Vancouver 
Island Open match-play golf tournament, is not the son of 
former hockey star Bob Barlow , as reported on these pages 
last week following receipt of erroneous information Fin¬ 
land got all the worst of it In the world hockey tournament, 
having to play five games in six days with the first four 
against Canada. Russia. Czechoslovakia and Sweden It’s no 
wonder the Finnish team had to scramble U> stay in Group A 
after starting with that upset of Team Canada and Team 
Canada is getting credit for more than the bronze medals 
It's exemplary deportment won favor in Czechoslovakia at a 
time Canadian businessmen were negotiating more than 
$306 million worth of deals with the Czechs ..the May 22 
issue of Sports Illustrated has an article on the Swiftsure 
race. It's a bit. quite a bit. on the flowery side but getting 
notice in the most prestigious of sports magazines com pen 
sates., the first white player to win a spot on the Florida A & 
M football team was named Rufus Brown 
♦ * ★ 

ROSEMARY FULLER, currently in California with 
Doc's Blues, looks like she is going to have another banner 
season. The Victoria righthander is 9-6. her last four 
victories coming in Lodi, where the Canadian women's 
softball champions won two of four exhibition games before 
going unbeaten in a four-team tournament it's been a long 
time since Montreal Canadiens were as well beaten as they 
were Thursday, and Boston Bruins did what has to be done 
to have a chance against the Stanley Cup champions — they 
skated with them and didn't get out of position looking for 
( heap shots. If the Bruins can do it again tonight, they may 
finally get the notice due them. Perhaps because they 
lost some glamor when they traded Bobby Orr, it has gone 
largely unnoticed that in the past 10 seasons the Bruins have 
totalled 1.085 points in schedule play — and that's only 35 
fewer than the Canadiens managed...the Canadiens should 
be in a trading mood when the Stanley Cup final is over. 
They can only protect 20 players, two on a preferred list, for 
the intra-league draft, and that means perhaps as many as 
six of their players will be available unless a trade is made. 
It's said they will protect Pat Hughes._a rightwinger with 
Nova Scotia Voyageurs. and it's possible they w ill sign Mark 
Napier, who has been with Birmingham Bulls of the World 
Hockey Association to add to the crush...San Diego Padres 
are still a fair step away from being among baseball's elite, 
but they do travel in style. Owner Ray Kroc. who paid 84 5 
million for a 707. had it refitted with 60 first-class seats and 
used much of the remaining space for card-playing areas...* 
contending team in Nanaimo is great for (he Western La¬ 
crosse Association but it still does seem a pity that Kevin 
Alexander, as.exciting a player as any developed In Vic¬ 
toria. isn't with his home town team George Harknett isn't 
say ing but he's a horseman and may not get through that 
summer-long action at Sandown without adding a pacer to 
his stable 

*** 

ANNE NORBURY has been excited often in her asso¬ 
ciation with horses and horseracing. but her biggest mo¬ 
ment came last Wednesday when Jai Alai, a three-year-old 
filly which had finished an unimpressive fourth in a 16.500 
maiden race earlier, moved up among winners in the 98.000 
bracket and turned in s smashing 931 60 win while running 
for her owner, with husband Wall, and breeder. Jai Alai, by 
Struck Out out of Humahawk. is half sister to luma Hawk, 
which was sold by the Norburys. and a full siste{ to Caneda 
Hawk, a two-year-old owned by Derek Green Rhys and 
luma Davis are now great grandparents but there may 
never be a horse named Rhys Hawk. Anne wouldn't 
dare the last Western Conference team to win a Grey Cup 
game played in the east was the 1964 B.C. Lions best of 
luck to Jim and Lynn Chapman and Don Rogelstad in their 
effort to bring back professional baseball to the city. Every 
baseball fan should give Victoria Mussels a look, they could 
well be an attractive addition to the sports, scene...it's 
difficult to decide whether to envy or feel sorry for one 
teen-ager who was in the crowd which welcomed Toronto 
Maple Leafs back home after they had eliminated New York 
Islanders in the Stanley Cup quarter-finals. "When things 
had cleared,” the Toronto Star reported, "ope teen-age girl 
stood sobbing by the elevators. T touched Tiger Williams. I 
touched the Tiger," " she said. '"And he touched me." Well, 
at least they let her remain anonymous , some idea of the 
money raising potential of closed-circuit eablevlslon can be 
gleaned from figures which show that if only five per cent of 
U S. homeowners paid an average of 927 a year for closed 
circuit football and baseball it would equal what the two 
sports now get in television revenue Calgary Stampeders 
must hold the football record for producing general-manag 
ors. Three former Stampeder quarterbacks are head hon¬ 
chos in the NFL — Jim Finks with Chicago Bears. Don 
Klosterman. with Los Angeles Rams and Eddie LeBaron 
with Atlanta Falcons. Then there is Eari Lunsford with 
Winnipeg Blue Bombers. Bob Shaw with Hamilton Tiger- 
Cats. Bob Geary with Montreal Alouettes and. of course. 
Jack Gotta, back with his old club as manager and coach... 


BOSTON (CP) — Coach Don Cherry gave yet another 
warning about over-confidence, then led his Boston Bruins 
through a light workout Saturday In preparation for Game 
Four of their Stanley Cup final series with Montreal Cana¬ 
dians. 

The over-confidence (hat worries Cherry stems from 
the Bruins' last two performances. In both Game Two, 
which they lost 3-2 in overtime, and Game Three, a con 
vincing 4-6 victory, the Bruins have been superb 

So. the Boston coach doesn't want success to get to 
their heads, especially since Montreal leads the best-of- 
seven National Hockey I-eague championship 2-1 going into 
tonight's fourth game 


Cherry has been limiting his practices to a minimum of 
work because of injuries to Rick Middleton (shoulder). 
Cashman (knee), Greg Sheppard (knee) and goaltender 
Gerry Cheevers (both knees) 

Don Marcotte, however. Is in good shape and Is playing 
his best ever playoff series. 

Part of the new Boston strategy has been to hkve the 
forwards hang back and cut off the Canadiens speedsters 
breaking for open ice and Marcotte has been partlcu 
laris effective against Montreal's Guy Lafleur 
Marcotte. however, denies he's shadowing the fast right 
winger 

"That's not the way I play him," Marcotte said. "I don't 
chase him all over the ice. 


"When Fm on the Ice and he * on the Ice, I play him lid* 
a third defenceman.' 

Cherry said Marcotte always comes lo his mind when 
he's driving home after games 

"I snap my fingers like 1 forgot something." he said 
What I always forget is to praise Marcotte In itiv poxi- 
game press conferences. 

"He plays so well every night, year after vear. that 
you take him tor granted. When young wingers come to 
the team, I always (ell them lo watch Marcotte if they 
want to learn how to play well in this league" 

The game wHI be telecast a* channels 2 and t, starting at I 
p.m. 


Pitcher’s only delivery 
caps defeat of Giants 


Randy .Vloffitt only threw 
one pitch Saturday but that 
was enough to give Los An¬ 
geles Dodgers a victory and 
end the Ban Francisco 
Giants' win streak at eight 
games. 

The Gianl reliever hit Bill 
Russell with the bases loaded 
in the ninth inning lo force in 
the winning run as the 
Dodgers edged the Giants 3-2 
in a National League base¬ 
ball game at Los Angeles. " 
Bill North? playing only his 
second game since coming to 


the Dodgers from Oakland 
A's, led off the ninth with a 
double against Gary Lavelle 
Steve Yeager was walked in¬ 
tentionally and pinch-hitter 
Manny Mota advanced life 
runners with a sacrifice bunt 

Lavelle then intentionally- 
walked Lee Lacy, filling the 
bases before Moffitl took 
over and hit Russell with his 
first pitch. 

The victory put the 
Dodgers within one and a half 
games of the first place 
Giants and they remained 


half a game behind Cincin¬ 
nati Reds who outscored San 
Diego Padres 166 at Cincin¬ 
nati. 

George Foster's two-out. 
bases-loaded triple off Rollie 
Fingers in the eighth inning 
powered Cincinnati 

Trailing 6-4. the Reds load 
ed the bases in the eighth 
against Fingers when Dave 
Concepcion'tripled. Dave 
Collins walked and stole sec¬ 
ond and. with one out. Pete 
Rose walked. 

After Ken Griffey popped 


up on a 3-2 count. Joe Morgan 
drew a bases-loaded walk 
and Foster tripled . 

Dan Driessen singled home 
Foster and subsequently 
scored on Dave Concepcion's 
single, his second hit of the in- 
ning 

NATIONAL LEAGUE 

East 



LEAPING HIGH. New York Yankees' 
Thurman Munson avoids tag by Toron¬ 
to Blue Jays' catcher Rick Cerone to 


score during Saturday baseball action 
at Toronto. Blue Jays emerged with a 
t*-8 victory. 


NANAIMO It was Mac 
Maude's turn lo shine Satur¬ 
day night for Nanaimo Tim- 
bermen. 

The rookie goalkeeper 


came up with 52 stops in help¬ 
ing his dub knock off Victoria 
Shamrocks 10-8 in a Western 
Lacrosse Association game 


Bakers shaded 


RICHMOND — Greg Jen 
sen scored his second goal 
with 13 seconds remaining 
Saturday night to lead Rich 
mond Roadrunners to a 10-9 
squeaker over Victoria 
McDonalds. 

Jensen's goal scuttled a 


Skylarks split pair 


After soaring to victory in 
the opener of a women's se¬ 
nior A' exhibition softball 
doubleheader Saturday. Vic¬ 
toria Skylarks learned in the 
second game that there's 
muscle in those Fraser Arms 
after all. 

The Skylarks, inspired by 
(he near-flawless pitching of 
Debbie Derkson. won the first 
game 2-0 at Central Park. But 
the Vancouver club erupted 
for five runs in the first two 
innings of the second game to 
hand the Islanders a 6-2 de¬ 
feat. 

Derkson spun a beauty in 
the first game, handcuffing 
the visitors on four hits and 
walking one baiter. 

She and Fraser Arms' 
starter Tammy Dixon were 
locked In a scoreless duel 
until the fourth Inning when 
first baseman Laurie Grim- 
ston tripled to lead off. 

Lorna McHattle followed 
with another three-bagger.. 


Softball 

roundup 


then scored the last run of the 

game on an error 

Vancouver didn't hesitate 
to retaliate in the second 
game. Jumping on Skylarks' 
starter Sharon Ferrill for a 
pair of run* In the opening 
inning. Helped by two Vic¬ 
toria prrors to open the sec¬ 
ond, Fraser Arms piled up 
three more runs before the 
Inning was out. 

Vancouver added Its final 
run In (he fourth, while Vic¬ 
toria notched runs In the third 
and fifth Innings. 

Leadoff hitter Sheilg 
McGrath was Vancouver's 
offensive spark in the second 
game, collecting three hlta, 
scoring four runs and driving 
In one. 

Capital Builders dumped 
Remco Office Supply 7-2 at 
Heywood Park, improving Its 


record to 2-0 in the Hey wood 
League tournament. Capital 
also won the tournament 
opener Friday 

Sharing the tourney lead is 
Webb and Trace, which 
clipped Hygrade Radio 7-5 
and James Bay Inn 10-2. 

In other games. Remco 
blanked Strathcona 74) and 
Hygrade Radio tripped Vic- 
toria Athletics 3-1. 

Meanwhile in a women's 
invitational tournament at 
Vancouver's Southhill Memo¬ 
rial park. Sandy Mllllken 
fired a three-hitter, striking 
out five, to lead CJV1 Vi- 
cettes to a 2-0 win over Sur¬ 
rey. 

In a men's tournament 
game in Richmond. Elks of 
Victoria's Stuffy McGinnis 
League dropped a 2-0 deci¬ 
sion to Mulligan*. 

Len Carolan of Elks struck 
out 14 batters and scattered 
six hit* in the losing cause but 
a two-run Richmond home 
run proved his-undoing. 


comeback bid by McDonalds, 
who battled back to tie 9 9 at 
18:16 of the third period after 
Richmond grabbed an 8-5 
second-period edge. 

Richmond outscored Vic¬ 
toria 5-3 In the first period. 

The victory moves Rich¬ 
mond Into a second-place tie 
with McDonalds, each with a 
record of 3-3. Unbeaten Bur¬ 
naby Cablevision leads the 
Western Canada Major Ju¬ 
nior Lacrosse League with a 
5-0 mark. 

Doug Angrove fired three 
goals for Victoria, with 
Wayne Reeve and Jeff Whlt- 
ney-Griffilh scoring two 
each. 

Terry Jay and Mike Game 
scored one goal apiece. 

Jon Caviglia also scored 
(wo for Richmond, while 
Mike Colmont, Rob Grant. 
Ken Sloroshenko. Art Hazell. 
Chris Rix and Dave Baraz 
zoul pocketed single goals. 

Mike Dueh turned aside 52 
shots for Victoria while two 
Richmond goalkeepers com¬ 
bined to make 38 stops. 

McDonalds play the Sal- 
monbellies In New Westmin¬ 
ster Monday. 


aornAOv 

VICTORIA 

Richmond 

C 0 OUttl«m 


P W L F 
5 5 0 m 

* 3 3 7* 
4 3 3 13 

4 2 2 5* 

5 0 3 40 


A Pt» 

S3 10 
40 4 
7) 4 

55 4 

•4 0 


Naxt game Tonight — Now Wait 
minstgr #♦ Burnabv 


Additional sport 
Page* 14, 17,18 


VICTORIA 

Vancouver 

Niflilino 


R W L T P 

S 3 2 • 47 
S3 

S 3 x x 
12 3 1 
4 13 0 


i| 

8 


IOC names second Canadian 

ATHENS (AFP) — Richard Pound of Canada and, 
Hassan Bin Abu Samah of Malaysia were among the 
five new members.admitted to Hie International Olympic 
Committee Saturday, bringing the strength of the world.* 
sporting body up to 99 members 

Pound. 35. a former Olympic swimmer and winner 
gold, silver and bronze medals in the 1962 Perth Common * 
wealth Games. Joins Toronto lawyer James Worrall as., 
Canada's second IOC member. ji; 

Pound, president of the Canadian Olympic Association" 
and a member of the Canadian swimming hall of fame 
attracted IOC notice with a penetrating speech at the* 
Olympic congress in Varna in 1973. 
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before about 1,000 fans at 
Civic Arena. 

The win moved the Timber- 
men into a tie for top spot 
with the Shamrocks and Van . 
cmiver Burrards. all with six 
points. 

Maude, who joined the 
Timbermen this season from 
the Ontario Lacrosse Asso¬ 
ciation, was at his best In the 
first period as Timbermen 
built up a 54) lead and took a 
5-2 edge into the middle 20 
minutes. 

League-scoring leader 
Kevin Alexander of Nanaimo 
was held to two goals while 
teammates Jim Lynch and 
Ken King also scored twice. 
Jack Kastelein. Bob Cool. 
Bob Avender and Brian 
Evans, who also set up five 
goals, also scored for the 
Timbermen. now 3-3. 

Former-Timberman Rick 
Baker led the Shamrocks 
with three goals, Ron Mac- 
Nell scored two and others 
came from Jerry McKenna. 
Dan Green and Cham Dhll 
Ion 

Larry Smeltzer made 34 
stops for the Shamrocks, who 
play host to the Timbermen 
on Wednesday night at Me- 
morial Arena. 

The game ended on a rough 
note with Chris Hall of Vic¬ 
toria tangling with former- 
■eammale King. Frank Alex¬ 
ander of Nanaimo Joined In 
the fray and continued the 
fight with Hall after being 
banished from the game 

In another game Saturday. 
Coquitlam Adanaca scored 
their first win of the season. • 
19-17 shootout with the visit¬ 
ing New Westminster Sal- 
muabellie*. 

* * * 
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Nett let (6); Tor—Mayberry (5). 

Baltimore 020 000 000— 2 10 1 

Cleveland 000 000 100- 1 4 1 

Palmer 4-4 Stanhouse (8) and Demo- 
sev. Wis* 2-7 and Hassev 




012 002 001- 4 ISO 
100 202 000- 5 12 1 
Eckarsley. Campbell 2-3 (7) and 
Fisk; Slaton. Crawford (4). Foucault 
1-4 (I) and May HRs Bos—Evans (5). 
Rice (13). Oet-Menkowtki (3). May 
(7). 

Chicago 000 200 100— 3 5 0 

Oakland 000 000 301- 4 6 0 

Kravec. LaGrow 1-1 (7) and Cruz; 
Wlrth. Langford 12 (7) and Essian. 
Newman (9) NRs Oak—Newman (2). 
Gross (4). 

Minnesota 100 000 02D- 3 9 0 

Kanses City 002 001 21m- 6 15 0 
Thormodsgard 1-4, Thayer (6). John¬ 
son (I) and Wynagar; Gala 4-0, Hra- 
bosky (!) and Porter 

•Texas 010 002 000- 3 9 2 

Seattle 010 012 12x- 7 14 0 

Jenkins 4-2. Cleveland (8) and Sond 
beco; Abbott, Rawlev V4 (6); Romo (7) 
and Stinson. HRs: Tax-Bonds (4). 
Sundborg (2); See—Braun (2). 

PACIFIC COAST LEAGUE 
Phoanl* 000000010-1 4 S 

Vancouver 200 102 31*—9 1 1 

Dressier 1-7. Cornutt (6), and Lift- 
leiohn, Bell 3-X Enyert (I), and Ro¬ 
binson Mrs-Vancouver. Hoalev (4). 
Att. 2,907 


VICTORIA DAY 
HOLIDAY BARGAIN 

S2 Adults SI.50 Students 

SI Ckildnn under 12 and Old Agt Pensioners 

or 

s 5 per Family! 
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MU LIVE FROM ARGENTINA 

^ m M M EXCLUSIVE THEATRE TELECASTS 

~ ^ U NO HONE TV THESE WATCHES 

SINGLE TICKET GOOD ALL DAY! 

DAT* 

*V*NT NO. 

MATCH 

TIM* 

Sat. June 3 

1 

Peru-Scotland 

12:45 pm 

Bat. June 10 

2 

Italy-Argentine 

3:19 pm 

Bun. June 11 

3 

Scotland- Nothortonde 

12:49 pm 

Sam. Jane IB 

4 

MUKIHEAHR 

Taawtet din** to be 


Wad. June 21 

9 

announced Jvn* iT 


Bun. June 29 

6 

ChomptonaNp Float 

IliOOam 



MOUNO 

IV* NT NO. 

OfNCRAL AONIOaiON “ 

FIRST ROUND 

1 thru 3 

• 10.00 ! 

SECOND ROUND 

4 and 9 

•li.so : 

PINAL 

4 

*1*60 • 


M^OWTS o*e TO <u*v a* au. ear* « 


VICTORIA MEMORIAL 
ARENA 

1925 Bluusliard Stieet 
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Driving tickets in doubt 


North Kitsap County, where base is being built 

Trident entry Monday to follow celebration today 

Fete of life , then protest 


After a day long celebra¬ 
tion of life today at a farm 
outside the Trident nuclear 
submarine base in Bangor. 
Wash., two Victoria women 
will join hundreds of other 
demonstrators In an illegal 
entry of the base. 

The mass show of civil dis¬ 
obedience is planned for just 
after sunrise Monday. 

A total of about 30 people 
from Vancouver Island will 
be In Bangor for the demon¬ 
stration of constience. ex¬ 
pected to draw thousands. 

ABOUT SIX of the 30. in¬ 
cluding the two Victoria 
women, plan to risk arrest 
with other demonstrators by 
entering military gates and 
scaling barbed-wire fences 
onto the base property. 

One of the women. Trisha 
MaryMoon, 25. said before 
she left that she had trained 
as a medic for the civil ac¬ 
tion, and with other Cana¬ 
dians had studied non-violent 
training. 

She said most people un¬ 
derstood her risking arrest, 
but the reaction of many was, 
"I understand, but why does 
it have to be you?” 

SHE HAS BEEN arrested 
twice before at the base. For¬ 
mal demonstrations against 
the Trident system in Bangor 
have attracted international 
attention for the past three 
years. 

She said she had prepared 
herself for the possibility of 
arrest or incarceration. 

There was always the 
chance that military author¬ 
ities would release arrested 
persons if there were too 
many, she said. 

“THEY COULD send us to 
jail, but there may ndt be 
enough jails in King County 
(in Seattle). They could al¬ 
ways use gymnasiums.” 

Asked how long she was 
prepared to stay in jail, if it 
came to that, she said, “I'm 
there until I come back.” 

The Trident base, in Kit¬ 
sap county, is about 125 kilo¬ 
meters from Victoria and an 
hour by ferry across Puget 
Sound from Seattle. 

On 8,200 acres along the 
Hood Canal, in view of the 
Olympic mountains, the U.S. 
navy is building one of the 
world's largest concentra¬ 
tions of nuclear military 
might. 

ABOUT A kilometre from 
the base is Petersen's farm, 
where demonstrators plah to 
gather. 

The Trident nuclear sys¬ 
tem was designed to pack 
more nuclear wallop over 
long distances than current 
U.S. systems, with less 
chance of being knocked out 
first by Soviet missiles. 



Pacific 

Ocean 


WASH 


0 Miles 30 


Some U.S. psychologists 

have suggested that the Tri¬ 
dent system is a symbol of 
a technological-patriarchal 
society, which must invent 
scientific ways to kill. 

Other critics, like former 
United Nations disarmament 
spokesman William Epstein, 
merely say there are no win¬ 
ners in a nuclear war. 


EPSTEIN HAS said that 
the realities of nuclear war- 
radiation burns and radia¬ 
tion-induced cancers—are 
never mentioned by the mili¬ 
tary theorists. 

Navy and Pentagon sup¬ 
porters say the system is a 
deterrent to a war. because 
no country would want to risk 
a war in which the missiles 
were unleashed. 


The new 580-fool subs will 
carry 24 missiles each, com¬ 
pared with 16 carried by 
today’s Polaris/Poseidon- 
equipped submarines. 

Navy spokesmen expect 
the base to be fully opera 
tional by 1985. 

WILLIAM HOOD of Bel 
lingham said last week in an 
interview that demonstrators 
this weekend would be pro¬ 
testing the weapons system, 
but also supporting the con¬ 
cept of disarmament. 

He said-the arms buildup 
could be stopped at any time 
—•‘If the government decid¬ 
ed that the public did not 
suppport It." 

Hood said. “Civil disobedi 
ence Monday will be carried 
out by those people who feel 
that their commitment re¬ 
quires a stronger Statement 
than a public demonstration. 

“POSSIBLY 4«« people 
could be involved in the civil 
disobedience.” 

Monday, the day of civil 
disobedience, was significant 
for another reason, he said. 

The next day the UN Gen¬ 
eral Assembly, in a special 
session, will for the first time 
in its history discuss nuclear 
disarmament. 


Pro writing workshops 
planned for summmer 


VANCOUVER (CP)—A no¬ 
tice will be published In the 
British Columbia Gazette 
next week- to solve a legal 
problem that has jeopardized 
the validity of thousands of 
moving traffic violation re¬ 
ports. 

The action follows a ruling 
Friday in B.C. Supreme 
Court by Mr. Justice F. Craig 
Munroe. who upheld a pro¬ 
vincial court decision that a 
traffic violation report was 
illegal because its form had 
not been published in the Ga 
zette. 

By dismissing the crown's 
appeal. Munroe cast doubt on 
the validity of about 80,000 
moving violation tickets is¬ 
sued in the province since 
last December. 

He suggested, however, 
that the problem would be 
solved if the form of the traf¬ 
fic violation report were pub 
lished in the gazette that 
comes out next week. 

Some lawyers questioned 
after the hearing said that 
this would constitute retroac¬ 
tive legislation and that they 
would argue against it, but 
Bruce Donald, chief Vancou¬ 
ver crown counsel, said in an 
interview that regulations set 
no time limit on publication 
of the report. 

The form will be published 
in the Gazette Tuesday, he 
said. 

Thirty-five tickets relating 
to traffic offences involving 
injuries had been adjourned 
pending the outcome of Fri¬ 
day's appeal. Donald said the 
crown would decide early 
next week what action to take 
on these. 

He said the crown would 
alsodecide by then w hether to 
take the case to the B.C. 
Court of Appeal. 

The appeal Friday arose 
from a decision in Vancouver 
provincial court last month 
when Judge J. C. Lewis ruled 
that a traffic violation report, 
slightly altered as a result of 
a court ruling last October, 
was illegal because the gov¬ 
ernment had failed to publish 
the altered form in the Ga¬ 
zette. 

Judge Lewis dismissed a 
speeding charge against Ste¬ 
ven Cohen of Vancouver on 
grounds the new form had not 
been gazetted in the weekly 
official government publica¬ 
tion which lists new statutes, 
regulations and other govern¬ 
ment actions. 

The crown appealed, argu¬ 
ing that under the Regula¬ 
tions Act the form of the re¬ 
port was exempt from 
publication because it was a 
non-narrative document. 

Crown counsel Kathleen 
Ryan said that under the act. 


documents such as maps, 
plans, or graphs or other 
documents of non-narrative 
nature did not require publi¬ 
cation. 

Pat Nichols, Cohen's law¬ 
yer, said the traffic violation 
form was a narrative be¬ 
cause it advised the motorist 
of the offence and that if it 


wasnot disputed in seven 
days, it would form port of 
his drivingrocord. 

The traffic violation form 
had been changed as a result 
of an earlier provincial court 
decision at Vernon, where, in 
October, a judge dismissed a 
speeding charge because the 
offender's copy of the ticket 


differed from tb« copies 
which went to the police, the 
court and the superintendent 
of motor vehicles. 

The B.C. Appeal Court up 
held the ruling in December 
and as a result, new ticket 
forms, not listed in the Ga¬ 
zette, were issued for po¬ 
lice use. 


Blood count shrinks 
despite Friday boost 


Although the Victoria Red 
Cross blood donor clinic had 
its best showing Friday at a 
six-hour Eaton's clinic, 
where 184 donors each gave 
450 ccs of blood, over-all re¬ 
sults from the five clinics 
held last week were a disap¬ 
pointment. 

•'It was a very slow week," 
Gerry Savage, co-ordlnator 
for Red Cross blood donor 
clinics in the Victoria area, 
said. “We started 311 donors 
short of our target for this 
time of the year and. after the 
clinics here, are 468 donors 
short. Our goal for the end of 
May was 6.431 donors and we 
are at 5,983. Our target for 
the year is 15.000. The hockey 
league playoffs probably had 
an effect on the clinics." 

He hopes the Red Cross will 
do better locally when the 
Vancouver clinic teams come 
to Victoria for clinics sche¬ 
duled for the second week in 
June. 


“It shows you that the Red 
Cross is always on the verge 
of being short of blood and is 
confirmation to donors that 
their donation is always 
needed," Savage stated. 

Just how important dona¬ 
tions are was demonstrated 
Wednesday at a Victoria 
Press clinic when the Red 
Cross received an emergency 
request from Royal Jubilee 
Hospital for five units of type 
O positive blood for a patient 
in trouble. The needed blood 
was available and was 
rushed from the press build¬ 
ing to the hospital. 

The rest of the blood donat¬ 
ed that day was shipped im¬ 
mediately to the Vancouver 
blood bank where it was pro¬ 
cessed. Explained Savage: 
“Donations of blood must be 
treated at the lab in Vancou¬ 
ver within six hours. 

A component of blood. Fac¬ 
tor 8. must be filtered out of 
donations for the blood to be 


usable for haemophiliacs 
They require one-third of the 
blood collected through the 
Red Cross and this amounts 
to a million donations." 

There is no acute shortage 
in any blood type that is caus¬ 
ing the Red Cross concern, 
but Savage points out that 
Victoria is in a period of high 
demand and low supply. "It 
Is a tough time for blood 
banks during holidays, and 
there is some concern that 
hospitals might run lower 
than they would like. We find 
that during holidays there 
are more accidents requiring 
blood and fewer donations 
with people holidaying." 
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HUNDREDS OF 5 GALLON 

RHODOS 4.99 
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Digging In and Writing 
Like a Pro is the title of a 
course being offered this 
summer by the continuing 
education division at the Uni¬ 
versity of Victoria. 

Instructor Charles Lillard 
of the UVic creative writing 
department, author of more 
than 15 books, says the work¬ 
shops are not for beginners 
but for people with some 


writing experience who w ant 
to get down and work like 
professionals. 

The sessions will involve 
reading and discussing par¬ 
ticipants’ own writing, talk¬ 
ing over questions of a gener¬ 
al or technical nature, 
sharing market news, ex¬ 
changing experiences, devel¬ 
oping the habit of writing 
every day and for deadlines. 


and exploring other genres. 
The specific program will be 
left up to the participants. 

The workshops will be of¬ 
fered from 7:30 to 9:30 p.m, 
Mondays and Thursdays In 
two summer workshops, one- 
running from June 19 through 
July 20 and the other July 24 
through Aug. 24. The course 
fee is $30. 


Price. In efieet Bun., May 21 and Mon., May 22 


YES, 

We Are Open 

Victoria Day. May 22 

Open 10 a.m. to 9 p.m. 

7 Pay A W—fc 
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NEED EXTRA 
SPENDING MONEY? 


<*► GRAHAM MEATS <*► 



MEAT 1 


BONELESS ^ CQ 

CHUCK STEAK A 

I 79 

... lb. I 

I 19 

lb. I 


BONELESS 

COWBOY STEAK |X RIB) 


HAMBURGER PATTIES 


PRODUCE 


FRESH IMPORTED CANADA No. 1 j* ** A * 

CORN ACOB 8 « 99 * 

RED DELICIOUS 4%#%* 

APPLES <*•> »■ 33 * 
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DELIVER A PROFITABLE 

COLONIST 

NEWSPAPER ROUTE. . . 

FOR A LITTLE SPARE TIME EACH MORNING you can earn from 
$2.00 to $4 a day, depending on the number of subscribers on 
your route. 


★WIN PRIZES OR CASH 

And join the progressive boys and girls on trips to other cities. 

★ HAVE YOUR OWN SPENDIN6 MONEY 

Or save for your summer vacation. 




CALL AT THE 

COLONIST 
CIRCULATION 
DIPARTMBNT 

2621 DOUGLAS 8T n 
RHONE 363-4111, 

Or Mall this 
Application Form 
TODAY! •'* v 
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; Circulation I 

: THE DAILY COLONIST, 

; 2621 Douglaa 8L, Victoria, B.C. V8W 2N4 


Yes. I would like to dellvar a Colonist Routa In my neighborhood. 
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Devlin watches train enter tunnel in Rockies 

Mini-rail telescopes 
time and distance 


If Vancouver gets a little too crowded, 
just move over eight or 10 feet and you're 
in Calgary. 

Winnipeg's just around the corner and 
before you know; it, you're in Ihe Marl- 
times. 

Recreating Ihe saga of the Canadian 
Pacific Railway was no easy task, con¬ 
sidering that 5.000 mile* of track had be 
compressed into 131 foot, but there it 
was. 

The latest addition to George Devlin's 
Miniature World in the Empress Hotel 
was unveiled Friday morning and the 
miniature trains began to roll eastward. 

Through the Rockies into the Prairies, 
past Winnipeg, the Lakehead, Toronto 
and on to the Maritime. they rolled. 

Devlin, president of Miniature World, 
said it took two years and the better part 
of 350.000 to build the model. 

There were a lot of obstacles along the 
way. like how to have stars illuminate 
Ihe nighl skv without showing during the 


"day." The-night-and-day cycle takes 
about two minutes and Is syncronlzed 
with the train's eastward journey. 

After a long search, Devlin finally 
found some material in the U S. which is 
invisible under normal lighting condi 
lions, but shines under black lights used 
to simulate night time 

Hank Wansink was in charge of the 
project. Hugh Smith painted the back 
drop and Paul Henderson and Keith 
Griffith did most of the model work. 

The train's journey is also a journey 
through time. It leaves Vancouver in the 
year 1887 and the buildings and people 
are representative of that time period. 

In Winnipeg it’s 1888 and by Toronto, 
the year 1915 has arrived. 

For a little added interest, the "last 
spike" ceremony was restaged Friday 
with Wansink holding a huge jackham 
mer over a "gold" spike, but he didn't 
drive the spike into the track. The prob¬ 
lem was that the spike was bigger than 
the locomotive rumbling eastward. 


NDP’s Brewin set 
for Victoria battle 


Victoria lawyer John 
Brewin has decided to 
step down as provincial 
president of the New Dem¬ 
ocratic Party after one 
year in office to seek nom¬ 
ination for a seat “in the 
Victoria area" for the 
next provincial election. 

Brewin succeeded 
Yvonne Cocke, wife of for¬ 
mer health minister 
Dennis Cocke, as party 
president. 

His successor will prob¬ 
ably be from the ranks of 



Brewin 


labor in an attempt to heal 
the gap between the or¬ 
ganized labor and the 
party hierarchy. 

Brewin wouldn't say 
which Victoria-area ri¬ 
ding he would seek to rep¬ 
resent. The NDP holds one 
seat in Victoria's two- 


Car plunge 
claims two 

RICHMOND (CP) - A 
man and a woman were 
killed when their car ap¬ 
parently left the road and 
plunged into the Fraser River 
in this community just south 
of Vancouver. Identification 
was withheld. 

Subdivision 
step closer 

Saanich council's public 
works committee will recom¬ 
mend to council creation of a 
new five-acre, subdivision in 
the Interurban Road area. An 
extension of Hector Road 
through what is currently 
bushland and swamp will cre¬ 
ate 10 new lots under the sub¬ 
division. 


r-LUNDS 


AUCTION — TUESDAY 7 P.M. 

VIEW TIME: Tuesday All Day 


FU(5B|gHlN5SnNewlylJphCrushed Velvet Chesterfield 

Ste * Inlaid Mahoq Lovaacat and Armchairs * Set 8 
Ladder Back Rush Seated Chair* * Teak Cane Beck 
Rocker * Canadiana Cane Rocker * Regency Style 
Sola * Marble Top Waahstands * Oak Draw Leal Table 
and Chair* * New and Old Chesterfield Ste* * Occ. 
Table* and Chair* * Etc _ 

APPLIANCES: Kenmora Micro-Wave Oven * B E. 2 
Door Fridge * Simplicity Compact Dryer * Simplicity 
and Sanyo Spin Waaher-Dryer* * Kenwood Chel and. 
Attachmenta * T.V.'e RCA Remote Control Colour 
Console * Fleetwood and S E Colour and B/W 
Portable* * AGS Component Stereo * MIEC: Fishing 
Rod* and Reel* (some Peetz) * Remington Office Elec, 
and. Port. Typewriter* ★ 2 Drawer File 
Cabinet * Campbell Golf Clubs 

OP INTEREST; Brass Samovar * Wilkinson 
Sword * Framed 1920* Postcard* * Flare 
Pistols * Copper end Brass Lanterns * Contents of en 
Un-Island Antiaue Store — China — Ola**, — 
* JEWELRY: Vlct. Heir Locket* and Brooches * Nazi 
War Medals ETC: 
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MAYNARDS 

VINTAGE & 
CLASSIC CAR 

AUCTION 

1 f M. SAT.. MAY 27. 

1233 W. Bsorgia St. 

Vincouvtr. I.C. 

PREVIEW. 

May 23-26 
10 A.M. - 8 P.M. 
FEATURING: 
1926 Cal Coups • 
1938 Cal 60 4 
w/Sida Mounts 
1938 R.R. 25/30 
Lino. (77 P.N.E. 
Pirido Car Prizo 
Winner) • 2 NEW 75 
Brtckllu • 87 E Typo 
Jaguar • ’52 M8 TD 
Roadster • 73 Cad. 
Eldorado Conv. (1 
Owoor 38.000 miles) 
• 1918 SMC Flit 
Dock Track • 1928 
Pontiac Pickup • 61 
T Bird • 59 Morcodos 
219 • '57 Morcodos 
190 81 • 48 R/R 
Silver Dswa • Plus 
Msrcory Cksv. 


Planner eyeing 
urban brakes 
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WAREHOUSE 


FOOD STORKS 


By PAUL BENNETT 


A ban on subdivisions less 
then 10 acres In ires outside 
Saanich's urban containment 
boundary has been proposed 
by municipal planner Gil 
Laurenson 

Council has ordered a spe¬ 
cial meeting of its lands, 
planning and housing com¬ 
mittee May 30 to consider the 
report, which In Laurenson's 
view is a "crossroads” In the 
future of the sprawling muni¬ 
cipality. a mix of heavy 
urban development and 
largely untouched farmland 

Laurenson's report, titled 
Problems In Rural Saanich. 
considered briefly by the 
committee this week, says 
there are "major problems" 
facing council in dealing with 
the rural areas which make 
up about 70 per cent of the 
municipal land area. 

He said the recommenda¬ 
tions In the report, of which 
the most significant is the 
proposal to increase mini¬ 
mum subdivision areas to 10 
acres, ‘‘will form s'solid 
basis for examining develop¬ 
ment applications in the rural 
areas and enforce the con¬ 
cept of maintaining an urban 
containment boundary." 

In Laurenson's view, the 
continuation of the policy of 
urban containment started 
by Saanich in 1964 is crucial 
to the orderly and economic 
development of the munici¬ 
pality. 

The planner sees no exten¬ 
sion of the urban containment 
boundary in the foreseeable 
future and suggests that the 
Blenklnsop Lake area be ex¬ 
cluded from the urban 
growth area. In line with sev¬ 


eral council decisions over 
the last few months. 

Laurenson believes that 
Saanich should maintain Its 
existing urban and rural 
areas for the benefit of Us 
taxpayers and the residents 
of Greater Victoria In gener¬ 
al. 

The report suggests that 
the Braefoot, Greenlea, 
North Quadra. Cordova Bay 
and Royal Oak areas should 
be considered for exclusion 
-am the Agricultural Land 
Reserve over the next few 
years, because of soil and 
iot-size considerations 
But the Wilkinson Valley. 
South Quadra. Blenklnsop. 
North Cordova Bay. Oldfield 
Valley. Tod Creek Valley. 
Quick's Bottom. Hastings- 
West Burnside. Swan Lake. 
Rithet’s Bog and Panama 
Flats areas should be re¬ 
tained in the ALR as far as 
possible, the report says. 

Laurenson also suggested 
that owing to widespread 
abuse of certain rural zoning 
policies, among them A-2 
zoning which permits two 
single- family dwellings on 
one parcel and the “relative 
clause” under the Municipal 
Act which permits subdivi¬ 
sion of a large parcel Into two 
blocks, one of them as little 
as half an acre, Ihe policies 
be dropped. 

The planner noted that the 
five-acre minimum was 
brought in in 1969 when it 
became apparent that « 1.8- 
acre minimum was not con¬ 
trolling the quantity of subdi¬ 
vision in the rural area. 

"Tile trend does not appear 
to be changing since 10 appli¬ 
cations have been received 


for (five-acre) subdivi¬ 
sions . . during the first four 
months of 1878. 

"If continued subdivision Is 
allowed in the rural area, the 
social and physical features 
of the area will be altered, so 
that further pressure is ex¬ 
erted to create lots with re¬ 
duced acreage because of 
conflicts with adjacent rural 
uses and Increased taxes. 

“The consequences of a 
proliferation of newly creat¬ 
ed lots In rural Saanich are 
numerous and Important In 
terms of protecting the rural 
area from development. 

"Disturbances of ecologi¬ 
cally sensitive landscapes, 
the possible pollution of rural 
waterways and groundwater 
(should be prevented) and 
the distinctive character of 
the rural area should be pres¬ 
erved. 

"The expectations of resi¬ 
dents will also create prob¬ 
lems as Increased municipal 
services are demanded and 
farm uses sre forced out." 

Laurenson said in an Inter¬ 
view that a farm was more 
than "Just growing things in 
the ground,” giving for ex¬ 
ample the need for sheep to 
rub themselves agaipst 
rocks, and he added that 
there should be dlscrtmlna 
tlon in approving farm subdi¬ 
visions that lessened farming 
capability. 

He added, however, that 
his proposal would not pre¬ 
vent five-acre subdivisions in 
buffer areas between the 
urban containment boundary 
and the rural area, or In 
urban containment areas 
where servicing was not yet 
possible. 


3475 QUADRA ST. 
BURNSIDE PLAZA 
877 COLDSTREAM. 
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MAN! WHAT 
A SALE!’ 
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Limit 1 with $5.00 
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Classified Advertisement and save money. 
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member riding through 
Charles Barber. Recre¬ 
ation and Conservation 
Minister Sam Bawlf holds 
the other seat. 
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Fishing in SMnioh Into! isn’t limited to follows in big boots. Thooo two lods 
Scott Merchant, loft, and John Ohlek, settled for an afternoon's fishing in 
waters of sunny Brentwood Bay. Photo by Alefc da March. 

See photo-story on Pages 4 and 5. 
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ultras ON YORKSHIRE'S EASBY MOOR stop lo read wording on tablet at PICTURESQUE AND FASCINATING TILLAGE OF ROBIN HOOD'S Bay on 

base of W foot monument erected in memory of Captain Conk. Yorkshire coast, where Cook worked before going to sea. 


IN THE FOOTSTEPS 
OF CAPTAIN COOK 


One of the first 
white men to step on 
British-Columbia soil. 
Captain Cook, more 
than any other explor¬ 
er, added to man’s 
knowledge of the 
southern Pacific 
Ocean and North 
America, while aiding 
the science of naviga¬ 
tion and geography. 

Historians honor him tor his re¬ 
markable achievements in discov¬ 
ering many lands and charting 
them, while sailors praise him tor 
putting an end to deadly scurry. 

MY WIFE GREW UP near 
where Cook was born, went te 
school, worked and became a-sail¬ 
or. We visited ail these places — 
close together in Yorkshire — on 
k(W during the war and after 
That whetted my interest and curt, 
ousity about the life and times of 
Captain Cook. 

During our five-years of voyages 
and journeys around the world we 
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spent considerable time at places 
Cook visited in the South Pacific. 

dames Cook was born Oct. 27, 
1728, at Marton-in-Cleveland, and 
educated In Great Ayton where his 
father was a farm laborer. In an era 
•f aristocracy, influence and pat¬ 
ronage, when sons of farmers bef 
came farmers. Cook was fortunate 
ia being tutored by the wife of a 
nearby fanner. His schooling was 
* at the expense of his father’s em¬ 
ployer. 


After working for 18 months ts a 
shop assistant in the fascinating 
village of Robin Hood's Bay and tbe 
quaint fishing village of Staithes, he 
became an apprentice seaman with 
John Walker (whom he never for¬ 
got) in the town of Whitby. 

In 1725, when Cook had served a 
decade In cargo ships, he refused 
command of a North Sea freighter, 
lo join the navy as an able seaman. 
He rose rapidly in rank during the 
Seven Years War with France. 

AS NAVIGATOR of tbe British 
fleet, Cook surveyed the "I 
Lawrence River, having an imp- >r- 


tant role in the fall of Quebec in 
175*. Thereafter, in command of the 
Northumberland, he surveyed the. 
coasts of Nova Scotia and New¬ 
foundland. His observations of a 
solar eclipse in 17M and accuracy of 
his charts brought him to the atten¬ 
tion of the Royal Society and the 
Admiralty. He was chosen to ob¬ 
serve the transit of Venut in Tahiti, 
explore New Zealand and search 
for the supposed Southern Conti¬ 
nent. There followed the three fa¬ 


mous voyages of discovery by the 
intrepid and admirable Captain 
Cook. 

Cook sought a healthy crew, that 
respected him. His ships were built 
in Whitby. They were fitted out at 
the Admiralty shipyards on the 
Thames, Cook joining his ship there 
on each voyage, then proceeding to 
Plymouth where final arrange¬ 
ments were made and instructions 
received. 

On Aug. 26, 1768, Cook, accom¬ 
panied by scientists, sailed to Tahiti 
in command of the Endeavour, a 
three masted converted collier. 


stoutest of all merchant ships. Foi 
lowing successful observations of 
the transit of Venus in June, 1769 
the ship's course was southwest (o 
New Zealand. Cook going ashore at 
Poverty Bay in October 1769. 

After six months of surveying 
the Zealand coast. Cook 
reached Australia, which he named 
New South Wales. Their anchorage 
surrounded by lush exotic plant life, 
that fascinated him and his crew 
with the equal interest of botanist 
Joseph Banks, was aptly named 
Botany Bay. 

England's jails being crowded. 
Botany Bay became a penal colony 
to which were sent criminals other 
than murderers and highwaymen 
who were hanged. Most of the un¬ 
fortunates sentenced to "transpor¬ 
tation" were reckless (often home 
less) boys and thieves. It was (he 
outspoken intellectuals banished as 
political prisoners who designed 
towns, erected fine buildings, 
farmed the wild land and developed 
the country. Deported Robert Agar 
who had a part In the Great Train 
Robbery of 1855 died a wealthy man 
in Sydney in 1902, his grandson — 
Henry L. Agar — becoming Lord 
Mayor of that city from 1938 to 1911. 

IN MELBOURNE'S lovely 
Flt/roy Gardens we walked through 
Cook's boyhood home. It was 
moved there, lock, stock and chim¬ 
ney in 1931. Sixly miles off the 
Queensland coast, in Ihe siring of 
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islands and sttols that comprise the 
Great Barrier Reef, we gazed In 
wonder and fascination at the fairy 
land of coral and strange, colorful 
and weird creatures of the sea. 
some not yet classified. Here Cook 
came close to disaster when the 
Endeavour struck coral on June Id, 
1770. After being beached and tem¬ 
porary repairs made. Cook reached 
Batavia (now Jakarta), given as¬ 
sistance by the Dutch in making the 
ship seaworthy and arrived back in 
England In July 1771. 

Cook set out on his second voy¬ 
age on July 13, 1772 in another 
converted collier, the Resolution 
He was accompanied by the Adven¬ 
ture under Tobias Fumeaux. From 
New Zealand they sailed in a great 
circle of the Pacific, touching Tahi¬ 
ti and Tonga. In a gale. Cook was 
unable to retain contact with the 
Adventure which soon thereafter 
lost a boat's crew to Maori canni¬ 
bals. Cook would not take revenge, 
as he considered cannibalism due to 
the lack of law and order, and 
wrote: “As they become more unit¬ 
ed they will of consequence have 
fewer enemies and become more 
civilized and then and not till then 
this custom ma? be forgot." 

Fumeaux subsequently sailed 
the Adventure to England, becom¬ 
ing the first to circumnavigate the 
world from west to east. 

When Cook's men first rowed 
ashore in New Zealand the Maoris, 
who always row facing forward, 
thought the strangers must be gods 
with eyes in the backs of their 
heads. They soon learned different, 
and much time was required in per 
suadlng them that the trusting 
white intruders should be traded 
w ith rather than eaten. 

We lived for a time with happy 
Maoris and, of all the native peoples 
we met. found them to be the most 
creative and possessing the grea¬ 
test sense of humor. They can laugh 
at themsel ves with equal fervor as 
at the p akcha. One night at the 
home of a businessman, our host 
said, “Of course there are only a 
few of us good men left. My wife's 
ancestors ate the rest!" His wife, a 
very beautiful Maori, laughed 
heartily with the rest of us. 

In delightful Queen Charlotte 
Sound, where Cook and his men 
enjoyed having a rest and making 
repairs, we hand-fed some of the 
20 -pound fish Harry Kenny tamed 
by feeding them every day of the 
year. Travel on an antiquated 
steamboat up the fast-flowing Wan¬ 
ganui River carried us back in time 
to when Maoris fought for many 
long, agonizing years to keep their 
land from being plundered by 
avaricious whites. Since 1867, when 
peace was restored, at least four 
Maoris are members of the House 
of Representatives and there is har¬ 
mony throughout the land. 

BLOCKED BV ICE while 
searching for the Southern Conti- 


tasy. Cook circled back to New 
Zealand, then charted Easter Is¬ 
land. the Marquesas and the New 
Hebrides: and discovered New Ca- 
lidonla. Palmerston and Norfolk Is¬ 
lands. In November 1774 he crossed 
The Pacific and beyond Cape Horn 
(in the Atlantic) discovered the icy 
South Sandwich and South Georgia 
Islands before returning to Eng¬ 
land. which he reached in July 1775. 

Again in the Resolution, Cook 
left England on July 12. 1776. It was 
to be his third and last voyage. One 
of the crew later became better 
known as ruthless Captain Bligti. 
Joined at the Cape of Good Hope by 
the Discovery, commanded by 
Charles Clerke. the two ships had 
by December 1777 visited New Zea¬ 
land. Tonga and Tahiti, as well as 
discovering some of the Cook Is¬ 
lands. In'January 1778 Cook dis¬ 
covered and named the Sandwich 
(Hawaiian) Islands. 

Crossing the Pacific, the ships 
were off the coast of Oregon in 
March 1778. Cook failed to recog¬ 
nize the entrance to Juan de Fuca 
Strait, which the legendary (or 
bogus) Greek mariner claimed to 
have discovered almost 266 years 
earlier. Deceived by Tatoosh Island 
just off the shore, Cook thought he 
was lookng at an inlet and named 
the point of land Cape Flattery. A 
sudden offshore storm made him 
put to sea and by Ate time he was 
again in sight of the coast he was 
too far north to check. 

COOK ENTERED NOOTKA 
Sound on March 29, 1778, four years 
after Juan Perez sailed south from 
Queen Charlotte Islands where he 
had made contact with the Indians 
and entered Nootka but. because of 
bad weather, did not land. The Res 
olution and Discovery were quickly 
surrounded by 30 to 40 canoes full of 
shouting, friendly Indians named 
“Nootka" because that is what 
their greeting sounded like to Cook. 
Landing in Friendly Cove, he found 
about 1,500 people living in 20 
longhouses. (Only a very few live 
there today). 

As the crews set about necessary 
repairs, the great giant forests 
soaring into the blue meant more to 
Cook than use for making canoes. 
Only at Riga on the Baltic had 
shipbuilders seen such high trees 
and. replacing a rotting mast. Cook 
started seagoing nations seeking 
this new source of tall spars. John 
Meares' Felice had a deck load of 
them when he left Nootka soon after 
Cook's landing there. 

CHIEF REASON for Cook's 
third voyage was to find the Pacific 
end of the long-sought Northwest 
Passage between Europe and Asia. 
Therefore, after a pleasant stay of 
almost a month in Nootka Sound, 
while enjoying extensive and cor¬ 
dial relations of Chief Maquinna 
and the Nootka people, the expedi- 



VILLAGG OF STAITHES, one of two seaside villages In Yorkshire where 
Cook worked before going to Whitby 4o be an apprentice seaman. 


nent. which he found to bo a fan 



WHITBY, where Captain Cook began his seafaring career. 


lion continued northward to fulfil its 
mission. 

Swinging around the Aleutians 
and through Bering Sea. Bering 
Strait and Chuckchi Sea. Cook pro¬ 
ceeded into the Arctic Sea. Thick 
pack ice stretched as far as the eye 
could see. Being late In the season 
and no opening found to permit pas¬ 
sage eastward, the ships were 
headed south to Hawaii. 

The two ships anchored in Kea- 
lakekua Bay in January 1779. Cook 
had been considered a god by the 
natives while being caught In the 
middle of a political storm between 
priests and chiefs. Problems Start¬ 
ed when the island people were 
forced to give gifts to the visitors. 
When their food supplies became 
almost exhausted, admiration 
turned to animosity. Then there 
was a misunderstanding, with Cook 
becoming involved In an argument 
over the theft of a boat from the 
Discovery. He was slain on thd* 



STATUE OF CAPTAIN COOK on 

Victoria's Causeway. 


beach by islanders. A memorial 
marks the spot where the tragedy 
happened on February It, 1779. 

Captain Clerke now commanded 
the expedition, which again sailed 
north to Bering Strait, looking for 
the Northwest Passage. The ships 
were turned back by ice and. sailing 
south off the coast of Siberia, 
Clerke died of tuberculosis. Lieu¬ 
tenant John Gore took over and in 
December 1779 they put in at 
Macao. Here the officers and men 
were astonished by the fabulous 
prices the Chinese merchants paid 
for the sea otter skins which they 
had obtained in trade for metal ob¬ 
jects and trinkets. From there they 
sailed homeward, reaching Eng¬ 
land in October 1780. 

ALTHOUGH THE RUSSIANS, 
beginning with Vitus Johassen Ber¬ 
ing —'a Danish explorer in their 
employ — had discovered the Pacif¬ 
ic's wealth of fur seal end otter in 


1725, It was Cook's landing at 
Friendly Cove that excited tradrrs 
and merchants on both sMno of tbr 
Atlantic. John Meares was one of 
the early fortune hunters to share in 
the bonanza. He traded two copper 
kettles to Chief Wickaninish for Id 
sea otter pelts which he sold in 
China for $2,500! 

Rich rewards ia fur trading led 
to numerous enterprises by sen, 
several of the ships being com¬ 
manded by former officers with 
Cook, followed by the development 
of overland routes. Alexander 
Mackenzie reached Bella Coots in 
1793. Simon Fraser followed the 
Fraser to its mouth In 1808. and 
David Thompson travelled dowa 
the Columbia in 1811. 

Trouble developed, with Spain 
preparing for war over control of 
the Pacific Northwest. The Revolu¬ 
tion In France eliminated depen 
dence on French support, with the 
ironic prospect that she would need 
British help if the new French 
turned hostile. On the horns of a 
dilemma, Spain agreed to peace, 
with Britain retaining complete 
possession through the Nootka 
Sound Convention. 

We had admired the stained- 
glass window portraying Cook ia 
the Marton-in-Cleveland church 
where, in the well-preserved regis 
ier, read: “1728 Nobr.,3 James ye 
Son of James Cook day labourer 
baptized." The site of his birthplace 
is marked by a granite vase. In 
Great Ayton we looked at the school 
— that resembles a two-storey 
warehouse — where he was taught 
and. about a hundred yards from * 
the bridge over the River Levin 
stood on the spot where the home 
his father built is now marked by an 
obelisk of stones from Austalia 

THE VILLAGES of Robia 
Hood's Bay and Stallhes where 
Cook worked before going to sea 
delighted us. About 18 miles west of 
Whitby we were fascinated by the 
66-foot high monument on Easby 
Moor, by far the most Impressive of 
all Cook memorials. Seen for miles. 

It draws hikers from all directions 

In Whitby, the town of red-roofed 
homes where Cook started bis sea¬ 
faring career, we walked past the 
home of John Walker, his nautical 
Instructor, in Grape Lane. Cook's 
statue overlooking the old port de¬ 
picts him looking out on what la his 
day was called “the German Sea." 

On a later visit to Whitby we 
were surprised to find the statue 
completely boxed in. Making enqui¬ 
ry, an old codger exclaimed: “They 
moved Cook's home down under, 
and now the Americans want Ms 
statue! ” We were to learn that aa 
exact replia was being made to be 
erected in Anchorage. 

Can timed an Pape 15 
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RED HOUSE AT mouth of Tod Inlet faces Brentwood Bay. 



PACE 4—TV Daily Cataakt Saaday. Mar 21, MTS WITNESS TO MAN'S INTRUSION ON NATURE ruins of B C Cement Co. buildings. 
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A HERON spreads its wings and takes off. 


IT TAKES KEEN EYES to spot opening to this cave. 
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WATERFALL on Tod Inlet's nigged slopes 


Terry de March 


Highlands to snatch a salmon from the sea. before soaring back 
into the sky. 

Butchart Gardens' grounds hug a small bay at the north end 
of the inlet, a perfect setting for this horticultural gem. 

Although there are still no public access roads to Tod Inlet, 
there are two right of ways just north of Butchart Gardens — one 
at the north end of Edwyn, the other at the north end of North 
View. Both are undeveloped. 

Fortunately for those who want to see Tod Inlet, there are 
three well-established marinas at Brentwood Bay: Gilberts Mari¬ 
na, Brentwood Boat Rentals and Angler's Anchorage Marina 
They provide excellent boat rental facilities throughout the year 
A leisurely cruise up the inlet can be a memorable experience. 


PLAY OF SHADOW'S on way to Tod Creek. 


On a map Tod Inlet can be found just to the south of 
Brentwood Bay, tucked between the rugged, treed Highlands and 
world-famous Butchart Gardens. There are no public roads to the 
inlet. 

During the winter months, this scenic and sheltered water¬ 
way offers sports fishermen some of the best big spring salmon 
fishing In the Greater Victoria area. Traditionally, the mouth of 
the inlet is fished on Boxing and New Year's days. 

The tranquility of Tod Inlet attracts a great variety of shore 
and sea birds. Kingfishers, cormorants, seagulls, great blue 
herons, grebes and ducks are a common sight, and cruising 
boaters will often see bald eagles swooping down from the 












Pacific Prime Fur 


PACT or ns VICTORIA SEALING COMPANY'S 


schooners tied up in the harbor waters by Point Ellice when the sealing boom withered in 1910 


A box of old 
papers came to me re* 
eently. It contained 
records of the Vic¬ 
toria Sealing Com¬ 
pany, Ltd., registered 
in Victoria, B.C. Not. 
17, 1900 — the hey¬ 
day of Northern Pa¬ 
cific Ocean sealing. 

Riding through the faded, musty 
pages of expesse sheets, requisi¬ 


tions, signing on forms, towing 
bills, letters of complaint, and sail¬ 
ing orders, it struck me that the 
Victoria Sealing Company, Ltd. 
was the heart of the Pacific Coast 
sealing operation at the turn of the 
last century . 

AT THE TIME, more than 100 
small, tall masted sealing schoo¬ 
ners made Victoria their headquar¬ 
ters. and the inner harbor from the 
bottom of Yates to Johnson Streets 
In the Point Ellice area was the win¬ 


tering quarters of these spunky, 
smartly trimmed, wonderfully sea¬ 
worthy craft. 

It was a noble sight. 

The Victoria sealing Company 
was formed by a group of seven 
Victoria business men. consisting of 
four merchants, an insurance 
agent, a capitalist (A. J. Bechtel) 
and a master marinpr. William 
Grant who was elected Managing 
Director. 

The objectives of the company 


were to acquire as many as possible 
of the sealing schooners of 30 tons 
gross register then engaged in the 
sealing industry in British Colum¬ 
bia, and to employ the schooners in 
sealing, seal hunting and the salt 
ing, curing and dry ing of fur seal 
skins in the waters of the North 
Pacific Ocean and Bering Sea. the 
waters contiguous to the coast of 
California, Japan, the Kurile Is¬ 
lands and any other place or places 
as the company may determine. 

An ambitious project. 

The captial of the company was 
$600,000, quite a large sum then. It 
was divided into shares of $12.50 
each. Each director had to hold 
shares to a face value of $500. A 




By George Inglis 



OUT OF THE WATER off St. Paul Island shore during the month of August. St. Paul Island is one of the Pribilof Islands in the Bering Sea 
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Victoria, 1900 — Home of World's Largest Sealing Fleet 


prm iMon in the company's articles 
of association allowed that a direc 
lor could be disqualified if he be 
declared lunatic. 

FIRST MENTION of seals in the 
North Pacific Ocean seems to have 
been made by Capt. Cook, of B.C.'s 
Bicentennial fame. On Feb. 2,177*. 
he sailed in the Resolution, with the 
Discovery, from the Hawaiian Is¬ 
lands to the northern coast of 
America, his destination, the Ber¬ 
ing Sea. in quest of the Northwest 

Passage 

Capt. Cook's log notes that, on 
March 6. he passed pods of seals 
sw imming northward. On March 7, 
he sighted land, the foggy, moun 
tainous. heavily forested coastline 
of North America, later, to become 
British Columbia. * \ 

Victoria's sealing industry was 
pioneered by a Captain William 
Spring, bom in Russia of a Scottish 
father and a Russian mother 

He made his first apparance in 
Victoria in the early 1850s when the 
town was little more than a Hud¬ 
son's Bay Company fort, hemmed 
by a high wooden stockade and 
fringed with an Indian encamp¬ 
ment. 

Capt Spring spent several years 
trading with he coast Indians, then, 
in 1869. he built a schooner at Sooke 
— a trader's outpost, then, on an 
arm of the sea. 20 miles from Vic 
toria. He cut lumber from native fir 
and oak and fashioned them into a 
graceful little vessel which he 
named The Favourite. 

The Fa \ ouritc became one of the 
most successful sealing schooners 
of the period. Once. Capt. Spring 
brought her in to port with almost 
2 . 0 (H) seal skins on board. 

At this time, the coastal Indians 
had been catching a few seals for 
many years. But. with only canoes 
to chase them, the hunters could not 
go out beyond the sight of land, or 
follow the northward migrating 
herds 

SEEING THE SUCCESS of the 
w hite sealers, Indian Chief Peter, of 
Noah Bay. in 1878. purchased some 
local schooners, filled them with 
native crews decked out in their 
picturesque robes of the times, and 
sent them out in a competitive trade 
war with the palefaces. 

While the Indians, as individu¬ 
als. were very good seal hunters 
w hen under control of a competent 
captain, they failed on their own 
initiative 

The white captains then hired 
them, w ith their canoes, spears and 
bow and arrows, loaded the canoes 
on the schooner decks and set off on 
their yearly six months search for 
seal skin cargoes. It was usual to 
take Indian women along: the hunt¬ 
er with his weapons, his wife to do 
the paddling and skinning. 

The hunter was the key man in 
the sealing operation. Besides a 
monthly wage he was paid from two 
to Hse dollars for each skin caught 
The value of the skins rose from a 
low of five dollars in 1871, to a high 
of $10 to $48 during the 1900-1901 
period. 

The Indians began to prosper, 
and trouble began to brew in the 
coastal Indian villages each suc¬ 
cessive spring. 

AS THE SCHOONER skippers 
sailed in to fill (heir crews, bargain 
ing began for the most successful 
Indian hunters. Devious forms of 
bribery surfaced: the use of liquor 
as a persuader, became universal 
Fights broke out as the inflamed 
Indians resented the tactics of un 
scrupulous schooner captains who 
make extravagant promises, and 
then broke them 

It was into this distrubing pic 
ture that the Victoria Sealing Com 
pany stepped, in 19(H) 

As the Victoria Colonist ex 


plained in the Nov. K, 19(0, edition, 
"the formation of the company will 
have the effect of lessening the 
price range paid to the Indian hunt¬ 
ers — which has been raised high 
through competition from different 
schooners Now. there will be no 
competition, and the Indians Will 
receive no fancy offers to attract 
them from one vessel to another." 

The year 1901 saw 3* sealing 
schooners sailing Onder the Vic¬ 
toria Sealing Company's flag. It 
was also a very successful sealing 
year. The collector of customs in 
Victoria reported to Ottawa that 
the number of seal skins taken, to¬ 
talled 35.480. 

The sealing fleet was hunting 
seals north along the Pacific coast 
and up into the Bering Sea. 

The sealers learned that their 
quarry swam in an anti clockwise 
direction, following the warm Pa¬ 
cific currents in a never-ending 
circuit. Leaving California waters 
in the spring, they cruised north¬ 
wards past the west coast of Van¬ 
couver Island to the Aleutians dur¬ 
ing the summer.Then, south along 
the coast of Asia in the fall and. in 
the winter months, crossed the Pa¬ 
cific Ocean Just north of the Equa¬ 
tor to move back to the coast of 
California. 

WITH COMPETITION for the 
best Indian seal hunters at its ze¬ 
nith. troubles began to beset the 
Pacific sealer captains. Below a 
Province of British Columbias let¬ 
terhead. dated July 10, 1901, a com¬ 
plaint reached Capt. William 
Grant, at the Point Ellice office of 
the Victoria Sealing Company that, 
after one of his schooners arrived at 
Ahousat, the whole of the Indians 
there were more or less drunk: fur¬ 
ther. when the schooner Geneva 
reached Clayoquot, the captain al¬ 
lowed Indians to get drunk and dis¬ 
orderly on his vessel. 

Shipping masters at the Indian 


ports didn't help at all. after joining 
some of the sealing captains in 
being drunk for days at a time. 

Such were the problems facing 
the Victoria Sealing Coihpany. 

One such problem is contained in 
another letter, dated July 29. 1901, 
from a Captain R E. McKeil. of the 
schooner Anna E. Paint, as he lay 
at Unalaska: "I wrote to yon to 
send a lot of lumber down for 
Harry, a Siwash. Of course, you will 
take no notice of that, but I could 
not get him to sign on until I had 
given him the letter." 


Rebellion finally broke out 



OLD SEALER. MAX LOHBRUN 
NER. well-known character along 
Victoria's waterfront In the 1970s, 
lived in his boat in the Inner Harbor 
until it sank under him. Max joined 
Victoria Sealing Co. fleet in 1903. at 
age 10. It was said of him that "he 
knew the sea better than Neptune " 


among the native hunters Refusing 
10 sail, the Indians simply turned In 
salmon Ashing. Gradually, the na 
tive crews were completed with 
white sailors. 

MAX LOHBRINNER. a M 
year-old Victoria youth was one of 
these sealers. In 19U. he shipp e d 
with Capt. Bakom. on the schooner 
Pescawa. One of the youngest he 
became one of the brst to sail out af 
Victoria. 

Max excelled with a shot gan 
after signing on for $10 a month and 
75 cents for every seal laken by his 
boat. 

Much of this story came from 
the box of old papers, part af the 
estate of Max Lobbrunner. who died 
Oct. 1(, 1973, aged M. It was Mid af 
this 80-year-old giant of the early 
seal hunks that he knew the sea 
better than Neptune 

At any rate. Max bought all (hr 
charts, sea-logs and advance banks 
from the old Victoria Sealing Cam 
pany w hen it disbanded in 1912 

Max loved to re live his sealing 
adventures. One t>me. cruising the 
Japanese coast, bis schooner an¬ 
chored in a bay open la the ocean 
side. A giant tidal wave swept in. 
snapped the anchor and drove (hr 
little 30-ton schooner three miles 
inland. It came to rest in a rice 
paddy field. The helpful Japanese 
peasants diked part of the area, 
hand dug a channel and got the 
schooner back to sea 

ANOTHER TIME, in mid-ocean 
the lookout man on the schooner 
saw a round dark blob bobbing in 
the waves. It looked like a swim 
ming seal. It turned out la be a bar 
nacle-encrusted barrel of aged 
wine, ocean flotsam floating west 
ward from an earlier shipwreck off 
the Vancouver Island coast. 

Broaching the cask, the skipprr 
discovered it was claret. Rotting the 
barrel aft. the crew began sampling 
K. Soon, the schooner became a 
musical bedlam as the variegated 
sailors uve out with everything 
from classk music to Martin 
Luther's favorite song, the rhonm 
of which, runs thus 

And who don't love song 
wine and wife. 

Remains a fool for all his 
life 

In terms of time, the life history 
of the Vktoria Sealing Company 
was short. It shot up. flowrrod and 
faded, all in a space of W years 

Mostly, the company's schoo 
aers scudded home in October with 
all sails straining and their hold s 
full of Mlted-dowa sealskins 
Reaching Vktoria. the skins were 
packed in salted casks and shipped 
to the spring London Far Soles 
where buyers all over the world 
from Nisni-Novgored to Paris 
gathered to bid on the Pacific s 
prime seal fur. 

AS THE YEARS SLID BY. Ihr 
retums shrank. Schooners would 
reach harbor with scarcely cn n ngh 
skins to pay off their crews 

One by one. the gracrful hulls 
tied up along the shoreline by ibr 
Point Ellice bridge Victoria s 
richest industry withered 

The final blow to the pride nf 
Vktorla's Pacific sealing fleet 
came in 1912. when the harbor mas 
ter brought an action against (he 
Victoria Sealing Company far 
blocking the sea fairway at P at at 
Ellice 

The company, ordered to re 
move the schooners, lowed them m 
Esquimau waters. 

And so. the last proud cavakadr 
of what was once one of Victoria s 
Chief Industries departed to finish 
their days as lowly barge s or fish 
boats 
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Sweeten Your Day 
WITH HONEY 


Our taste buds recognize 
four basic tastes . . . sweet, 
sour, salt and bitter. All these 
tastes help us enjoy our food. 
Perhaps the taste that is most 
pleasing is the sweet. Ever 
since the first man began his 
search for food, the search for 
sweets has been going on. 
Long before man knew any* 
thing about sugar . . . honey 
or syrup, "bee-sweetening” 
has been ancient man's sweet- 

tt . • . 

ener. 

Honey was one of the gifts to man by wild 
honey bees that continually swarmed over flow¬ 
ering fields and slopes gathering nectar from 
the gayly colored blossoms. When the honey 
sacks were filled, the honey bees deposit 
ed the liquid in honeycombs hidden in rock 
crevasses or in hollow trees. Men eventually 
found these sweet-filled hiding places. 

Eventually when men became more civi¬ 
lized they learned how to attract the bees into 
hives so they would not have to make long ardous 
trecks into the wilderness to find the sweeteners 
they had learned to love. 

Not only was honey a prized food of ancient 
people but it was used as a medicine and for 
ceremonial purposes. It was also used in their 
worship rites. 

These ancients also made cakes sweet With 
honey, flour and oil. They offered them 10 
their gods in the belief if honey were eaten by 
them it would make them (the gods) immune 
from sickness and so insure them immortality 

Last year we made zucchini bread which 
was most papular ’. now a reader friend has 


sent me a different version of this popular bread 
made with honey for the 
sweetener. She also incuded a recipe for a 
whole-wheat honey loaf and included a pic 
lure of the same. Thank you. Margaret. 

HONEY BREAD . . two packages dry 
yeast (or two tbsp. bulk yeast) dissolved ia 
one-half cup warm water. Let stand 10 
minutes to soften. One and a-half cnps boil¬ 
ing water, one cap oatmeal, one-half cup 
hooey (or one-quarter rap honey and one 
quarter cup molasses), one-third cap short¬ 
ening or salad oil, one tbsp. salt, two eggs, 
two cups whole wheat flour and about four 
cnps all purpose floor (or naMeaebed). 

Combine in a large bowl, boiling water, 
oatmeal, honey, shortening and salt. Cool to 
lukewarm, stir in whole wheat flour. Add eggs 
and beat well. Add softened yeast and two 
cups all purpose flour at a time. Mix with hands 
The dough should be soft.-Let rise until double in 
bulk. Knead again, the dough will be more 
elastic this time. 

Let rise again. Punch down, form into two 
loaves. Set into pans and let rise again until 
double Bake in a 375°F preheated oven for about 
10 minutes or until done Turn out on wire rack to 
cool. 

And now our Zucchini Bread. I should say 
Margaret's Zucchini Bread. 

ZUCCHINI BREAD . . . two-thirds cup 
salad oil, three eggs slightly beaten, two 
cups unpeeled grated raw zucchini, one- 
and two thirds cups honey, two tsp. vanilla, 
three cups ail purpose flour (unbleached is 
fine), one tsp. baking soda, one-quarter tsp. 
baking powder, one tsp. salt, three tsp. 
cinnamon and one cup chopped walnut or 
pecans or mixed glace fruit. 

Combine oil, eggs, honey, zucchine and va¬ 
nilla in a large bowl and blend well. Stir iq nuts. 
Spoon batter into two well greased loaf pans 
Bake in preheated 325°F. for one and a half 
hours or until tests done 



Let cool in pans on a rack for 20 minutes 
before turning out. I found the time of baking a 
little too long so test after an hour and a quar 
ter or when the bread begins to smell delicious. 

Here is an unusual pie you might like to try 
It is a cqmbination of rice and honey baked in a 
saltine crust. 

HONEY RICE PIE . . . twtrand a half 
tbsp. cornstarch, one-half tsp. salt, one cup 
milk, one-half cup honey, one egg beaten, 
one tbsp. butter or margarine, two tsp. 
grated lemon peel, one-quarter cup lemon 
juice, one-half tsp. vanilla and one-and-a- 
quarter cups cooked rice. 

Blend cornstarch with salt, milk and honey. 
Cook over low beat, stirring constantly, until 
thick. Stir some of the mixture into the egg 
Blend both mixtures then add butter and peel. 
Remove from heat and stir in lemon juice, 
vanilla and rice. Cool. 

THE CRUST . . . three-quarters cup 
saltine crackers crushed into fine crumbs, 
onehalf cup flour, one-quarter cup soft but¬ 
ter or margarine, one-third cup honey, one 
tsp. grated lemon peel and one package (six 
ounces) shredded coconut. 

To prepare crust . . blend crumbs, flour 

and butter Add honey, lemon peel and coconut 


Press about three-quai 
bottom an sides of a I 
Pour filling into crut 
crumb mixtures. Bal 
oven for 25 minutes. 

Almost everyone I 
recipe using honey for 
prize recipe several 
recipe contest. 

MIDNIGHT BRO 
semi-sweet chocolat 
butter or margarine 
one tsp. vanilla, di 
baking powder, one-l 
pose flour and chopp 

Melt semi-sweet 
butter Gradually add 
stream Blend beaten 
lure Add the vanilla 
ingredients . . . flour. 
Add to other mixture, 
well. Turn into a gr< 
square pan Bake in a | 
about 25 minutes. Cut it 
if desired. 

And here is a little 
baking 

HONEY PEANI 


is'"*;, 




He/om 


D 


EAR HELOISE 


I bought a yard of green burlap and cut it into two 18" strips, 
cutting the bottom of both strips into a point. With red thread and a 
decorative machine-stitch, I hemmed the two long sides and the 
pointed end, and then folded the top edge over and stitched it 
leaving room for a small rod. 


Through the opening, I put a 
wooden dowel that is used to 
hang a towel calendar and 
presto — I had two lovely 
Christmas card banners. 

The banners hang from the 
wall as easily as a calendar 
Photographs can be displayed 
on them with straight pins, and 
needle and thread can be used 
to string the cards. 



of my family could see and 
enjoy them during the Christ¬ 
mas season. 

In fact, we enjoyed them so 
much that after Christmas I left 
the photographs on the banners 
and now use the card space for 


Valentines, birthday cards, 
Easter cards, Mother's and 
Father's Day cards and any¬ 
thing that I want to enjoy. 

It is especially nice to see the 
photos of faraway friends every 
day — it makes them almost 
close enough for a visit 

Your readers could adapt this 
idea to their own decorating 
schemes by using different 
colors and types of fabrics and 
varying the lengths. 

Jane Baker 

+ + + 

Sounds darling to me ( slog 
a little imagination most 
anything can be hung on these 
banners — even notes for the 
family. 

Heioise 

LETTER OF LOVE 

DEAR HELOISE: 

I am 13 years old and I read 
your articles every day 


I feel that when 
and get a place of m 
be reedy. 

Your articles are 
out now here at 
imagine when I stai 


'4 


A- v' 

m 


If more kids my 
read your articles 
would be solved! 

i 

+ + + 

How I wish my a 
solve everything, 
quite a few probien 
solved with the h 
people like yon wb< 
hints and Ideas wti 


THE DESK 

DEAR HELOISE. 

Ail you need to 
complete desk set 




























ir 20 minutes 
e of baking a 
r and a quar 
tell delicious. 
;hl like to try 
ey baked in a 

> and a half 
alt, one cup 
egg beaten. 

P, two tsp. 
cup lemon 
one-and-a 


ilk and honey 
istanlly, until 
into the egg 
tier and peel, 
lemon juice, 

aarters cup 
Ine crumbs, 
'up soft bui- 
> honey, one 

lackage (six 

crumbs, flour 
I and coconut 


Press about three-quarters of the mixture into 
bottom an sides of a IS or nine-inch pie plate. 
Pour filling into crust. Top with remaining 
crumb mixtures. Bake in preheated J7S"F. 

oven for 25 minutes. 

Almost everyone likes Brownies, here is a 
recipe using honey for the sweetener. It was a 
prize recipe several years ago In a honey 

I recipe contest. 

MIDNIGHT BROWNIES ... one ounce 
semi-sweet chocolate, two eggs, six tbsp. 
butter or margarine, one-third cap honey, 
one tsp. vanilla, dash salt, one-half tsp. 
baking powder, one-half cup EACH all pur¬ 
pose flour and chopped walnuts. 

Melt semi sweet chocolate together with 
butter Gradually add honey, adding In a fine 
stream Blend beaten eggs "into chocolate mix¬ 
ture Add the vanilla. Sift together the dry 
ingredients . flour, baking powder and salt. 
Add to other mixture. Add nuts last and mix 
well. Turn into a greased nine by nine-inch 
square pan Bake in a preheated J50“F. oven for 
about 25 minutes. Cut into bars or squares. Frost 
if desired 

And here is a little confection that needs no 
baking. 

HONEY PEANUT BALLS . . . two- 



BRIDE’S CORNER 

Perhaps the word honeymoon originated in ancient Egypt where a husband had to 
promise his new bride that be would keep her supplied with honey. 

Use honey in puddings, custards, pies, fruit salad and frostings for special flavor 
Use honey in breads, cakes and cookies . . . they keep moister and bread and cake cuts 
without crumbling. 

Use honey to glaze vegetables ... especially good for squash, zucchini, sweet 
potatoes, little whole onions, carrots and beets. 

Use honey as a glaze for ham, spare ribs, roast pork and chicken. 

Keep honey at room temperature. To measure for baking ... use greased or 
heated measure. In place of one cup of sugar in a recipe . . . use one cup honey but 
reduce liquid called for by one-quarter cup and add one quarter tsp. baking soda. 




thirds cup honey, one-half tsp. vanilla, two 
cups vanilla wafer crumbs and half a 
<up EACH peanut butler and of chopped 
peanutes. 

Blend honey, peanut butter and vanilla, mix 
in crumbs and shape into balls. Roil In finely 
chopped peanuts. 

Next a marinade for flank steak . . a lovely 
sweet-sour sauce. 

MARINATED FLANK STEAK . . . one 
and a half pounds flank steak, one quarter 
cup soy sauce, three tbnp. honey, two tbsp. 
wine vinegar, one-and-a-half tsp. EACH 
garlic powder and ground ginger, three- 
quarters cup salad oil and one chopped 
green onion. 

Combine soy sauce, honey and vinegar in a 
jar with a tight lid. Add garlic powder and 
ginger Then add salad oil and finely chopped 


green onion Shake well to mix. Prepare meat by 
stripping off excess fat and memblune. Slash 
lightly on diagonal (on each side) In diamond 
shaped cuts. Place meat In a pan just big enough 
to hold it. Pour marinade over. Allow to stand at 
room temperature for about four hours OR place 
in refrigerator, covered, overnight. Turn over a 
couple of times. When ready to cook, remove 
steak from marinade and place on grill using 
medium heat. About six minutes for each side 
for medium rare. Or cook under broiler not too 
close to heat. To serve slice thinly on Ibe diago¬ 
nal. Should serve four. Your can use less 
garlic powder if desired. 

Honey in the morning . . . honey in the 
evening . . . honey any time of day. Sweeten 
your day with honey. Many good things happen 
to food when a touch of honey is used. It chases 
e away the appetite blahs with that special bee 
sweetening. 


Helotee 


p and cut it into two II" strips, 
o a point. With red thread and a 
ned the two long sides and the 
top edge over and stitched it 


Valentines, birthday cards. 
Easter cards, Mother's and 
Father's Day cards and any¬ 
thing that I want to enjoy. 

It is especially nice to see the 
photos of faraway friends every 
day — it makes them almost 
close enough for a visit. 

Your readers could adapt this 
idea to their own decorating 
schemes by using different 
colors and types of fabrics and 
varying the lengths. 

Jane Baker 

+ + + 

Sounds darling to me Using 
a little imagination most 
anything can be bung on these 
banners — even notes for the 
family, 

Heloise 

LETTER OF LOVE 

DEAR HELOISE 

I am 13 years old and I read 
your articles every day 


THE DESK SET 

DEAR HELOISE: 

All you need to construct a 
complete desk set is lots of 


HELP FOR HOMEMAKERS 


I feel that when I get older 
and get a place of my own I will 
be ready. 

Your article* are helping me 
out now here at horns, to 
imagine when I start a home... 

i 

#. p 

If more kids my age would 
read your articles everything 
would be solved! 

A Young Fan 

+ + + 

How I wish my articles could 
solve everyfetag, baney, but 
quite a few problems are belag 
solved with the beip of nice 
people like yon who share their 
hints and Ideas with ethers. 


yarn, an orange juice can or 
something similar, a Hmall 
metal container like tome 
cough dropa are packaged In, a 
cigar box, and a snail cotton 
swab bos. 

Take Mine yarn or adhealve- 
backad paper and cover each 
Item completely. 

: uae the cigar box (or letters, 
the can for pens and pen din, the 
cotton swab box for safety pin* 
and the cough dropa box for 
postage stamps. 

Karen, 
Age 16 

PLASTERER’S TIP 

DEAR HELOISE: 

When sanding plastered spots 
on a wall or for sweeping fine 
dust off the floor, wet the edge 


of s newspaper and paste it to 
the wall or floor and sweep or 




Then discard the whole mess 
Works perfectly. 

Alida Tavernier 

This feature is written for 
you . the housewife and 
homemaker. If you have a hint, 
problem or suggestion you’d 
like to share write to Heloise 
today in care of this newspaper. 


THANKS, BESSIE! 

DEAR HELOISE: 

Guess who put up my 
drapery brackets? 

NN 




IN A PICKLE? 

DEAR HELOISE: 

I love your column. I marvel 
at the many simple and clever 
tricks tbit folks come up with to 
solve trivial but frustrating 


Finally I put a Turkish dWi 
towel held down by s dearth- 

the dividers. 

Now the utensils usually stay 
in place and • 


RD 


A retired sophisticate who 
worked 50-plua years in cne of 
our largest dbas. 

And what did he carry Ms 
tools in? A handbag discarded 
by bis wife! 

Why? To keep the .car quiet. 
No clanking! 

Bease Simpson 
ZIPPER PUCKER? 


Here is one of mine Have you 
ever experienced dismay at 
trying to get out the few 
remaining pickles or pickle 
slicee floating around in a Jar of 
Juice? 

I solved this exaspershng 
problem by pouring out the 
juice as the pickles disappear — 
just leaving enough juice to 
cover tboee pickles left 

In that way, It is not nearly as 
difficult to fish out ranaining 
pickles and those left are still 
tasty. 

Mrs. Helene Harbin 

+ + + 

Dea l threw feat Juice away! 
Save it is pear ever cucumber 
ilie*#, carrot sticks, etc. 

Heloise 


VAPORIZER TUBS 

DEAR HELOISE . 



STOP SLIDING! 


c KirtQ Sy'Xf'CBtp Ifec W* r»<J rigTrts 'M«rvN 


DEAR HELOISE: 

Do the uppers of your nylon 
or polyester tops pucker after 
•ashing and drying? 

When the tops are (by usually 
the zipper is still damp. Hold DEAR HELOISE: 
the closed zipper between your^ I always had problems with 
thumb and finger, go iq) and my silverware drawer The 
down several times, making utensils would slide around and 
sure the tape is flak always get mixed up. 

Presto - just like ironed That 
without the Job of ironing. for all d 
A Reader the i 


t dividers ware not wiough 
J the literal 



i utensils I had to put in shelf. 


strawberry begonia on my 


A. Smith 
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ON M\Y a THE HUT STEAMER LABOUCHERE reached 
news of the shooting 


Victoria with the 



FORT Rl'PERT. where the murderous bootlegger met his fate 


POISON by BOATLOAD 


Poison by the boatload: 
this was the not-oo-gentle busi¬ 
ness of bootlegging in British 
Columbia a century ago. 

Although illegal and oftimes dangerous, the 
sale of tanglefoot, or tangleleg whisky to Indians 
was a roaring concern for many Victorians, 
some of whom were among the leaders of the 
community. Almost nightly, by rowboat, dugout 
canoe and sloop, thousands of gallons of slow 
death were shipped from Victoria Harbor to 
thirsty customers across the water and along the 
length of the B.C. coast. 

Among those who decried this practice was 
journalist D. W. Higgins who, three-auarters of a 
century ago. denounced the “so-called whisky " 
as being the "vilest stuff that the ingenuity of 
wicked-minded and avaricious white men ever 
concocted. What it was composed of was known 
only to the concoctors. I was told that it was 
made of alcohol-diluted with water toned up with 
aa extract of red pepper and colored so as to 
resemble the real thing. It was conveyed to the 
reserve under cover of night by boatloads 

"WHAT THE INMANS wanted was some 
thing hot — something that would burn holes 
through his unaccustomed stomach and never 
stop burning holes until it reached his heels 
Quality was not considered. The rotgut must be 
cheap as well as pungent, and these two eie 
moots being present the sale was rapid and 
profitable . . .” 

The result, for the advanced native cultures 
of the Pacific coast was disaster, as the three 
evils of "debauchery, outrage and death" swept 
the region, claiming men, women and children 
from Washington Territory to Alaska. 

Although not as lethal as smallpox, liquor 
devastated the Indians and. ultimately, aroused 
the concern of the authorities. Yet, despite some 
attempts at controlling the trade, the flow of 
illegal whisky not only continued, but prospered 
From the wholesale liquor import warehouses at 
the foot of Johnson street, the bottled plague 
spread ever northward. Profits, not surpris 
ingly. were great; as much as M per cent by the 
time the liquor reached its destination 

Because profits were so high, and the arm of 
the law so short, scores af five booting entrepre 
neurs plied their trade by boat. One of these was 
Antoine Lucanage. a shifty-eyed, pock-marked. 
IS-year-old French Canadian. Known to his cus¬ 
tomers simply as Antoine, he worked out of Bella 
Coola. 

ON THE OPPOSITE SIDE of the fence were 
the likes of John D. B. Ogilvie. deputy collector 
of customs and Indian agent at Bella Coola. who. 
like his fellow officers, did Us best to patrol 
hundreds of miles of lonely coastline 

The paths of Lucanage and Ogilvie at last 
crossed early in.the spring of 1865. when three 
kegs of tangleleg were found in Antoine's canoe 
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As he lacked a permit, Ogilvie seized the liquor, 
arrested Antoine and placed him aboard the 
steamer Nanaimo Packet for the voyage to New 
Westminster and trial. 

And that, thought OgHvie, was that. Unfor 
iunately, Antoine escaped from the Packet and. 
after flagging down the northbound schooner 
Langley, returned to Bella Coola. There, before 
dropping from sight, he said that he was heading 
for the Cariboo. Upon being informed of the 
bootlegger's disappearance, Ogilvie concluded 
that Antoine had no intention of going to Cariboo, 
but planned to sneak back aboard the schooner 
when she sailed for the south. 

When, days after, the Langley sailed down 
Bentinck Arm against a stiff head wind, Ogilvie 
was la pursuit. Accompanied by the colorful ad 
venturer Morris Moss, a man named Smith, and 
four Indians, he overtook the schooner late that 
night. Paddling alongside. Ogilvie hailed her 


By T. W. Paterson 


captain, who assured him that he had not seen 
Lucanage since dropping him at Bella Coola 
He also invited the posse aboard for dinner 

UPON CLAMBERING onto the Langley's 
deck, her master and Ogilvie went below to light 
a fire for tea, while Moss and Smith remained in 
the main cabin. Minutes later, they were startled 
by a gunshot and rushed topside, where they met 
Ogilvie. To their amazement the customs officer 
was seriously wounded and collapsed on the 
deck. He remained conscious and explained that 
he had been lighting the fire when Antoine, who 
had hidden Umself in a fo'c'sle locker, shot him 
without warning and at point-blank range. Ogil 
vie then asked for a drink of water. 

Before either could comply, the captain 
charged on deck in a “fearful state of excite 
ment. and did sot appear to know what he was 
doing. Mr. Moss asked him for a lantern to go 
down and seize Antoine, but he said there was 
none on board. He was then told to put the 
schooner about and run her back to Bella Coola. 
but not doing so at once. Mr. Moss went aft for 
that purpose, leaving Mr.Smith to attend to Mr 
Ogilvie." 

Just as Moss turned to go aft. Antoine 
appeared on deck, armed with a revolver and a 
knife. Before the startled Smith could defend 
himself, the bootlegger stabbed him twice and 
turned on the prostrate Ogilvie. who, with his 
remaining strength, succeeded in wresting the 
pistol from his hand. At this, Antoine beat a 
hasty retreat down the companionway as Ogilvie 
fired at him twice. 

Moss drew his own gun and was about to fire 
when, next he knew, he was in the water, having 
been knocked overboard by the swinging boom 
He was rescued by his Indian boatmen who had 
abandoned ship at the first shot. 


ABOARD THE LANGLEY, the captain and 
mate helped Ogilvie and Smith below as Lucan 
age. taking advantage of the situation, fled in the 
ship's boat. Once the customs officer was set 
tied, the captain returned on deck with a gun and 
snapped four shots at the escaping bootlegger 
When he missed, he yelled to Moss that Antoine 
was getting away. But Moss, who had just been 
picked up by the Indians, was too far away to 
hear him and proceeded to Bella Coola for help 
He returned to the schooner the next day but. an 
hour after he reboarded the Langley. Ogilvie 
died. As he had asked to be buried in Victoria, his 
body was returned to Bella Coola to await 
shipment to the Island capital. 

Antoine, needless to say, had vanished in the 
meantime and Moss, who was to escort two 
prisoners to New Westminster, had no choice but 
to let him go. Two weeks later. Moss was 
appointed customs officer in Ogilvie’s place 
When the Hudson's Bay Co. steamship La 
bouchere docked in Victoria on May 23. Capt 
Lewis brought two-week-old news of the "melan 
choly death of Mr. Ogilvie.” 

immediately upon being informed of the 
shooting, the colonial government offered a sub 
stantlal reward for Antoine's capture; 
tIMt REWARD 

WHEREAS. ON THE 1TH DAY OF "MAY. 

instant, John D. B. Ogilvy (sic), Esquire. Deputy 
Collector of Customs and Indian Agent, was 
wilfully murdered on board the schooner "Lang 
ley." at Bentinck Arm. 

One thousand dollars is hereby offered for 
the apprehension of Antoine Lucanage. com 
monly known on the Coast as “Antoine." who is 
accused of the murder of the said J. D. B. Ogilvy 
The reward will be paid to any persons 
handing over the said “Antoine" to any Police 
authority of British Columbia. 

By His Excellency's Command. C. BREW. 
Chief Inspector of Police. New Westminster, 20th 
Mav. 1865 

DESCRIPTION OF "ANTOINE". 

Height about 5 feet. 10 inches, very thin, 
pitted with the smallpox, light hair and eyes, 
about 35 years of age. stooped slightly when 
walking, speaks English well (with) slight for 
eign accent, slight moustache and whiskers. 

Despite the reward. Lucanage remained at 
large. Not until the arrival in Victoria of the 
trading schooner Nonpareil was he again heard 
of. According to the captain, the murderer had 
been spotted, eight days earlier, at Fort Rupert 
Unfortunately, when the master had seen An 
toine. he had been unaware of Ogilvie's slaying 
The captain had been informed that the bootleg 
ger had fled to Rupert from Bentinck Arm by 
promising his Indian boatmen eight blankets if 
they would "take him down quick " 

ONCE AT FORT RUPERT, Antoine had 
learned that the trading vessel Jemmy June- 
was anchored on the opposite side of the island 
and had "skedadled for that point at once 
leaving his Indians in the lurch . . . ! ” 

Immediately upon learning of Ogilvie's mur 
der. the captain of the Nonpareil had relayed 
word of Antoine's activities to the master of the 
gunboat. HMS C’harmeleon 
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MORRIS MOSS .. . Just as he turned to go aft. 
Antonlne appeared on deck, armed with a re¬ 
volver and knife. 


Ten days after the Nonpareil brought latest 
word of the killer to Victoria, the “well known 
and indefatigable prospector,” Sebastopol, ar 
rived from the northern end of the Island to 
inform a Colonist reporter that he thought he had 
discovered “some faint traces of the murderer of 
Mr. Ogilvy (sic). 

"While lying in shore in Queen Charlotte 
Sbund, during a storm, he saw a canoe with two 
or three men pass down paddling vigorously 
against a head w ind. He and his party of Indians 
hailed the canoe, and fired guns to attract their 
attention, but they continued their course. As 
Indians rarely travel in such a hurry in stormy 
weather, Sebastopol surmised that some white 
man must have been in the canoe." 

At Fort Rupert, Sebastopol learned of An¬ 
toine's visit and thought it likely that the killer 
had been a passenger in the canoe he had sighted 
in Queen Charlotte Sound. “On Friday last,” the 
account continued, “while on his way down from 
Fort Rupert, shortly after passing Salmon 
River, Sebastopol and his party were hailed by a 
white man from the shore. He wished to land and 
see who it was, but some of the Indians were 
afraid, and he was therefore reluctantly obliged 
to proceed, although the voice called to them 
three or four times. Sebastopol thinks it not 
unlikely that the man was Antoine. It was stated 
yesterday that someone paid a large sum to two 
men on Wednesday night to be landed on the 
other (American) side and it was thought that it 
might possibly have been Antoine, but it is 
unlikely that rascal could have any money at his 
disposal." 

WHEN NEXT the elusive Antoine was heard 
of, he was in San Francisco where, according to 
a telegram received by Governor Frederick Sey¬ 
mour, he was under police surveillance. The 
Colonist enthusiastically proclaimed his im¬ 
pending arrest as Chief Insp. Brew sailed for 
Victoria aboard the steamer Leviathan, his 
briefcase containing the necessary extradition 
papers. When he missed his connection with the 
American mail steamer. Brew headed overland 
rather than await a later sailing. 

He made it as far as Monticello when he was 
instructed by wire to return to New Westminster 
as San Francisco had informed B.C. officials 
that their suspect had disappeared. 

On the very day that Brew sailed from the 
Royal City, a visitor from Port Townsend had 
informed Victoria authorities that Antoine had 
been recognized in the Puget Sound port on the 
first and second days of July. There was no 
question of his identity, said this informant, as 
the pilot of the steamer Eliza Anderson, who 
'knew Antoine well, had talked to him. Antoine, 
he said, had taken up residence in an unoccupied 
shantv after fleeing to Washington by canoe. 

AMERICAN AUTHORITIES, however, had 
not been formally instructed as to his beig want 
ed for murder and had made no attempt to arrest 
him. After some days in Port Townsend, Antoine 
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By L.S.Robardn 

ACROSS 

1 Ascend 
6 Coatiy 
10 Extemporize 
15 Son of Beriah 

19 Scottish 
island 

20 Italian 
mountain 

21 Common¬ 
place 

22 Hindu 
"Olympus" 

23 Tricked 
25 Trickery 

27 White House 
, resident 

28 Prevarications 

29 Mud volcano 

31 Put in order 

32 Head men 

33 Recoils 

34 Wen, in Italy 
36 Type of hawk 

38 Bias 

39 Capricorn 

40 Traffic sign 

43 Reproductive 
gland 

44 Tricks 

46 Moabite city 

47 Tally 

48 Russian 
sandpiper 

49 Responsibility 

50 Moon point 

51 He speaks: 
Latin abbr. 

52 Made 
known 

53 Bakery 
purchases 


66 - 

a manger 
56 Draw close 
58 Moon or 

chase 

58 Sports arena, 
of a sort 

60 Seine tribu¬ 
tary 

61 Trickery 

63 -ben 

Adhem 

64 Winter 
sportsman 

66 Shun 

67 Wasp 
weapon 

70 Papal garment 


91 Umbra 
94 Trojan 
96 Sodhjm 
chloride 
96 Mindanao 
volcano 
99 Hate hot man 

101 Semblance 

104 Soprano's 
complement 

105 Beta- 

106 Musical 
exe r o tq e 

107 Gumbo 

108 Gender: 
Abbr. 

109 Sheepshank 
and granny 


12 

13 Printers org. 

14 Intficatee 81 

15 Soap plant 

16 Tan: Prefix 82 

17 Palm fiber 64 

18 Trick 66 

24 Seine 

tributary 67 

26 Spansovar 68 

the Seine 68 

39 "You- 71 

72 

73 
78 

77 

78 
80 


58 Southern 


96 Across 
Unconc 
Cringe 


Editing term 
Expunge 


Steam bath 
Cost, In KM 
Bowfin 


Crimes 

The latest 

St. John's 


71 Hibernated 110 Scientist 

72 South African Carl 
novelist 111 Profit 

74 Gypsy horse 

75 Desert ravine: 

Var. 

76 Mod musical 

77 Abelone 

78 Low tide 

79 Helmsman's 
ML 


80 Spurious 

83 Intrinsically 

94 "Spare the 

86 Tiptop 

86 Gay Talese 
subject 

87 Finn's friend 

88 Extinct 
Colombian 
language 

89 "- nousle 

deluge" 

90 Ornery guy 


DOWN 

1 Yemen, etc., 
in Biblical 
times 

2 Stuff 

3 Amie's 
fans, for 
example 

4 Set center 

5 Wine 
science: 

Var. 

6 Confused 
conditions 

7 Em leaders 

8 Gargantua 

9 Old world 
bird 

10 Jock 

11 Cinders 


Large 
dornirw 

WOfu wiiii 

avis 

S alerno staple 
Glum 


nothing" 

32 Packer Starr 

33 Twisted 

34 Christmas 
dividend 

35 Croissants' 
cousins 

36 Airplane, at 
Orly 

37 Disguised 
oneself 

38 Burned up 

39 Rocket 
scaffold 

40 Trickery 

41 Thread type 

42 British 
painter. 

1878-1931 

44 Marsh 

46 Plant pest 

48 Roof worker 

50 Actress Leake 

52 Share 
opinions 

53 Implied 

54 Mimicked 

56 Polo specialist 102 i 

57 Shallow ravine Eskimo 
Gear tooth 


81 


Watchful 

Ta* 

Trickery 


FBI men 
Peculiar 


Complacent 
Alms box 
Indian yefiow: 
Var. 

98 Masqat's land 

100 


96 

97 I 
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had proceeded to Port Discovery where, ap¬ 
parently, he had hoped to ship on board the bark 
Lucy Ann. But as she had already sailed for San 
Francisco, he was supposed to have “pushed on 
to Port Angeles, where he probably met the bark 
or some other vessel, on the point of sailing for 
ihe Bay City and managed to secure a passage.” 

And there the manhunt ended as, for two and 
a half months, all attempts to find his trail ended 
in failure. ' 

The final act in the drama ended as quickly 
as the first. For, to the surprise of ail concerned, 
Antoine Lucanage was dead. For that matter, he 
had made it only as far as Fort Rupert, let alone 
San Francisco and Port Townsend, his remains 


having been recovered near that outpost His 
skeleton was identified by his pistol and H was 
surmised that, having been unable to produce 
the eight blankets be had promised lor Ms 
passage from Bentlnck Arm in May, he had been 
murdered by his native boatmen. 

More than a century has passed since this 
tragedy. Antoine Lucanage. bootlegger and law 
derer, has been forgotten. Customs officer Jack 
Ogllvie is remembered for having started B C.’s 
million- dollar honey industry, in 1859, by import 
ing the province’s first honey bees. 

Stmday. May 71. 1979 
The Daily Colonist— PAGE II 












































































































































































CISC* HAYMAN working at her loom. 



GIL MONTGOMERY . . with some of his sculptures in wood 


Creativity Breeds Content 

* r . ' * » 




Creativity is the 
Keynote of Saanich 
Peninsula Arts and 
Crafts Society for one 
of a series of arts pro¬ 
grams devised by this 
group and presently 
being shown on Sid¬ 
ney's Channel 10 TV 
station. They should 
know what they are 
talking about for they 
have had a number of 
years in the game. 

It was 25 yean ago this year that 
this society flrst came into being. In 
the beginning it was known as the 
Sidney Arts Group, and it was the 
dream child of well-known artist. 
David Anderson, and a small group 
of like-minded folk. 

First general meeting was held 
at (be Sidney Hotel, and present on 
that first occasion were some 1« 
artistically-inclined people. The 
guest speaker at that meeting was 
Colin Graham, late curator of the 
Greater Victoria Art Gallery. 

THE ARTS CENTRE got Off to a 
. good surt (or the Saanich Peninsu 
la has never lacked artists and 
craftsmen, and apart from this. 
David Anderson, who died last 
year, was an excellent teacher as 
well as a fine artist. Indeed, at one 
time he was called “the most com 
y pletely trained graphic artist in 
Canada.” 

Classes were held at the Ander- 

Sunday. May it, 1*78 
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son Graphic Arts Studio in Deep 
Cove in the early days. However, 
there came a time when this was no 
longer possible and it was then that 
the group began to run into difficul¬ 
ties. As Mrs. Arthur Pitts, a charter 
member, tells me, a number of 
members were only too glad to lend 


There was also a time when a 
sympathetic member managed to 
arrange for them to use the Sidney 
Post Office basement which was 
completely empty and quite unused 
at the time. This was an ideal place 
with plenty of space and beautifully 
warm in winter The growing and 




By Margaret Belford 


their homes for meetings, but when 
it came down to suitable space for 
the pursuit of painting and art work 
generally. It was a different matter. 
Thus, members met in a great vari¬ 
ety of places such as, at one time, in 
hotel dining rooms and even in an 
attic. 


enthusiastic group felt they were 
sitting pretty, until a bitterly cold 
winter's night when they arrived at 
their basement meeting place to 
find themselves locked out and no 
place to go. The powers-that-be had 
discovered their basement was 
bursting with creativity Instead of 



SPAC MEMBFRS at work in the studio. 


its nice official emptiness. Such a 
thing could not be allowed, so once 
again the search was on for a new 
home. 

* * * 

IN EARLIER DAYS, the Sidney 
Arts Centre had a rough passage at 
times. Indeed, so rough that on one 
occasion a gloomy meeting was 
held at which a proposal was put 
forward that the Centre be declared 
defunct. Fortunately, however, this 
was not carried into effect, and 
now, 25 years later, the members 
can look back with pride upon their 
years of steady growth and out 
standing achievement. 

What had started out as the Sid¬ 
ney Arts Centre, very soon became 
known by its present name of Saan 
ich Peninsula Arts and Crafts So¬ 
ciety, or SPAC, as it is more usually 
known to its members, and in 195« 
Arthur Pitts was asked to join 
David Anderson and take over the 
instruction of the sketch group. 

Through the years, many well- 
known artists have belonged to this 
group, and Arthur Pitts was no 
exception. He was. in his own right, 
a very well-known colorist and Brit 
ish cartoonist. Apart from his natu 
ral creative ability, he maintained 
that to be successful, an artist also 
needed enthusiasm and consisten¬ 
cy, and this would seem to have 
been born out in his own case by the 
fact that In his time he had pub¬ 
lished more than 1.500 cartoons in 
such magazines as Punch. Lilliput. 
London Opinion and many others 
Arthur Pitts' widow, Win. is herself 
an artist and also, as previously 
noted a charter member of the So¬ 
ciety. 


AMONG MEMBERS who are 
well-known in the art world, is 
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ELIZABETH MALVETT ... at work on a painting 


Anora Brown whose illustrations 
and paintings have travelled to far 
parts of the world, and whose de¬ 
lightful book — Old Man's Garden 
— is a treasure to be owned. During 
the course of her working life she 
also did no less than 200 pictures for 
the Glenbow Foundation in Cal¬ 
gary, and, incidentally, her present 
silk screen work Is beautiful. Anora 
was made an honorary member of 
SPAC on her retirement to Deep 
Cove some years ago. In her opin¬ 
ion, the Society has come a long 
way, and members are now exhibit¬ 
ing in many worthwhile exhibitions. 

Another early instructor was 
John Eastman, who is perhaps bet¬ 
ter known to many of us as the man 
who designed and built the original 
Fable Cottage out at Ardmore. 

The outstanding thing about this 
artist group is the fact that from the 
very beginning they have constant¬ 
ly worked to encourage and support 
young artists. Indeed, by its Consti- 
iution the Society is committed to 
foster art in all its forms in the 
Saanich area. It is not and never 
has been a social club as such, 
though very naturally a wonderful 
sense of comradeship has sprung'up 
over the years among its 263 mem¬ 
bers. 


IN ORDER TO FURTHER the 
study of art, SPAC offers annually 
two scholarships. The first and 
more important one is the Major 
Thomas Scholarship Award which 
goes to a senior secondary student 
entering a fine arts course at a 
university or recognized school of 
art. This scholarship Is named after 
an early and much-loved president 
of the Society, and the fact that it 
may be bestowed on a suitable can¬ 
didate one year, does not mean that 
the Society loses all interest in the 
recipient thereafter. Indeed, con¬ 
tinuing support is provided by 
SPAC as long a£ the student con¬ 
tinues his or her studies. The last 
student to win this covetted award 
continued to receive help through¬ 
out her entire four-year training. 


MICHAEL MORRIS, now one of 
Canada's most successful contem¬ 
porary artists, got his early begin¬ 
ning by studying under David An¬ 
derson and John Eastman.-He 
might be termed One of SPACs 
discoveries since he started off on a 
Thomas scholarship. 


The second award offered an¬ 
nually goes to a member of the 
Society who must have been a 
member for four years and who 
wishes to further his or her training 
at an accredited art school, or to 
attend a special course. This grant 
is awarded on the understanding 
that the recipient will return to the 
Society as a teacher. 

However, though many mem¬ 
bers of SPAC do act as teachers 
within the group, yet the Society 
also brings in teachers, at times 
from far afield, in order to broa¬ 
den the scope of its members. For 
instance, at this year's Spring Show 
held in early May at Sanscha Hall, 
Sidney, the guest artftt was Molly 
Bobak. a well-known water colorist 
from Fredericton, New Brunswick. 
She was brought out here by the 
Society with the collaboration of 
Canada Council, and while here 
gave workshops for the group, dhd 
also lectured at the Greater Vic¬ 
toria Art Gallery. 

Another guest artist at the same 
show was Robin Hopper, one of 
Canada's foremost potters, and 
winner last year of the Saidye 
Bronfman Annual Award for excel¬ 
lence in the Crafts. 


THIS COMING JUNE, also, an 
art teacher from the University of 
Washington will be giving a week's 

intensive course at St. John's 
Church on West Saanich Road, 
which is the Society’s base of opera¬ 
tions. 

It takes money to accomplish all 
this, of couse, and from the very 
early days the members of SPAC 
agreed that such money should be 
raised by a 20 per cent commission 


A POTTER applying glaze to a plate. 


on all sales. Thus, every lime a 
member sells a picture, a bit of 
pottery, some weaving, or a piece 
or sculpture, etc. then 20 per cent of 
the money from that sale goes Into 
the scholarship fund, and also into a 
fund used to bring these outstand 
ing art-teachers into the area. 

In addition to the annual Spring 
Show, the Society also holds shows 
in the Hillside Mall, and at present, 
pictures by SPAC artists may be 
seen on the walls of the newly 
opened Acute Care Saanich Hospi 


lal. Recently, loo. the Society has 
been approached by the admims 
trators of the Institute of Ocean 
Sciences to provdh a continuous art 
display in the new Oceanographic 
Centre at Patricia Bay where a 
selection of SPAC pictures are at 
ready on view 

Furthermore, for the benefit of 
Is members, the Saanich Peninsula 
Arts and Crafts Society has an ex 
cellent art library for (he nae of Ms 
members, and also puts out an in¬ 
formative monthly newsletter 


AN INCREASING number of 
SPAC members are now becoming 
internationally known for their 
work. There are. of course, too 
mahy to list them all. but Louise 
Page, for instance is an interna 
lionally-known batik artist, and 
some of her w ork was chosen tor the 
Canadian exhibit at Expo 1M7 in 
Montreal. A selection of her beauti 
ful chiffon batiks was bought by 
King Farouk. Another member 
Stephanls Steel, won the Shell Cats 
ada Award at the recent Federation 
of Canadian Artists Show 

- Members haw exhibited their 
work as far afield as Toronto, Nova 
Scotia. Quebec, Washington State 
and New York, and works of theirs 
now form part of private art eoUre- 
lions in South Africa. Australia. 
England, the United States and. of 
course, Canada. As a further in¬ 
stance of the excellence of their 
work, five members of SPAC had 
work accepted and hung In this 
year's Federation of Canadian Ar¬ 
tists (British Columbia) Show 
Mary Feesey, the current president 
of the Society, won the F.C.A 
Award for the most outstanding 
work in the Show. 

So it would seem that, aa the 
Saanich Peninsula Arts and Crafts 
Society enters Ms 25th year, M is 
Indeed going from strength to 
strength. SPAC members are no 
Sunday painters but a dedtoaSrd 
and hard working bunch of artists 
of whom we can be very proud 

Sunday. May n. tm 
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ROBIN HOPPER in his studto 









Fishing New Lake 


The secret to locating fish in a new 
lake is to have your lure in the water 
You must know how to make the best 
use of your time. Here's a technique 
passed along by Mercury outboards' 
fishing experts which they use when 
visiting unfamiliar bodies of water 
First, obtain advance knowledge 
about the lake by writing, provincial, 
state and regional agencies for maps, 
brochures and other information A 
detailed map is probably the most im¬ 
portant tool you can have, for it al¬ 
lows you to determine the underwater 
topography of a lake and to plot areas 
which are suitable for the type of 
fishing you intend to do 
When you arrive at the new lake, 
don't hesitate to ask questions 
Probably no one will tell you exactly 
where to fish, but you're sure to pick 
up tips about water temperature, 
clarity, types of baits currently hot. 
and areas which would definitely be 
unproductive. Show the dock operator 
vour marked map and ask for his sug¬ 
gestions He's going to help all he 
can: after all. he wants you to have 
good luck and come again. 


Of equal importance is the need to 
restrict your fishing to one or two 
carefully selected areas. Try to pick 
sites where the natural features are 
similar to those at home, and where 
you think the fish are likely to^be. 
Don't waste time running from one 
spot to another. 

Fish your test sites thoroughly 
Try all depths with a variety of lures 
and variations in retrieves. Rely upon 
knowledge from prior fishing ex¬ 
periences to guide you in lure selec¬ 
tion and action. 

It's also a good idea to use a water 
lemperature gauge and a depth finder 
to locate structure plotted on the 
map Marker buoys are handy for 
determining the path of submerged 
creek beds, cliffs and other un¬ 
derwater features that are likely to 
hold fish. 

The task of finding the most 
productive fishing areas on an un¬ 
familiar lake is simplified if you plot 
the best sites on a map. limit the area 
you fish, use all the tools at your dis¬ 
posal. and be thorough in your fishing 
methods 



HAVING NO LUCK TROLLING, these two anglers shut down their outboard 
and begin working a rocky shoreline in search of a strike. Fishing in unfamiliar 
waters, they'll have to find a few hot spots in order to catch their limit. 


From Page 3 

Cook's Footsteps 


Another replica of the statue of 
Captain Cook, Holding compass and 
charts, is on the causeway at Vic¬ 
toria's Inner Harbor. High above it, 
atop the legislative buildings, is the 
gilded statue of a later Pacific ex¬ 
plorer. Captain George Vancouver 
who served with Cook as a midship¬ 
man in the Resolution. 

COOK'S WIDOW lived to be W 
There are no descendants. Two sons 
went down with their British war¬ 
ships, James commanding the Spit 
lire and Nathaniel in the Thun¬ 
derer. 

The great achievement of Cook 
was not only what he accomplished, 
but also the way in which he did it. 
He made short shift of dandies who 
had attained their rank through 
wealth and position, improved the 
lot of seamen by reducing their 
working hours from 12 to eight, 


insisted on cleanliness, and provid¬ 
ed great quanilies of fresh meat, 
fruit and vegetables to prevent 
scurvy. His high regard for those 
under him who worked together in 
hanpony, combined with his sym¬ 
pathetic understanding and accep¬ 
tance of native peoples, enabled his 
ventures to be successful. When a 
beautiful girl was offered to him in 
Tonga he said his wife, Elizabeth 
whom he rarely saw, was the only 
woman he wanted. Tahitians cried 
when he left them. 

Britain's greatest maritime ex¬ 
plorer, Cook sailed the unknown 
world and laid the foundation for 
settlement of New Zealand and 
Australia at a time when the 
American colonies were in revolt 
Never pompous and always consid¬ 
erate, the esteem accorded Captain 
James Cook portrays the fine char¬ 
acter of this brilliant English gen- 
. tleman. 


Marsh World 



HOODED MERGANSER (lophodytes cucullatus) - J 

This merganser is the smallest but the most striking 
in appearance of the three species found in Canada 
In full breeding plumage the male is black and 
white’with chestnut sides. His large fan-like head 
crest can be raised or lowered at will. Females are 
predom.nan*Iy gray with a smaller light brown 
crest. In flight, both sexes display a white wing 
patch with black bars. Hooded mergansers often 
nest a considerable distance from water in hollow 
tree trunks .or man made nesting boxes 

Du< Ws L'nl«T)rti a (i i( kinada) 
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HORSE FIY (A) — This large insect is a constant 
annoyance to large animals and to humans. The 
females feed on blood sucked from their victims 
following a sharp and painful bite. Large horse 
flies measure up to 25 cm in length. They haunt 
ponds, marshes, lakes and swamps. 

CRANE R.Y (B) — Thir insect ranges from small to 
25 cm in length. They have extremely long legs 
and narrow wings. Common in wet meadows, 
marsh edges, ponds and swamps, they feed on 
live or decaying vegetation and minute aquatic life. 

^ ...£>_ 

Duck* Unlimited (Canada) 

1495 Pnc*n Hwy. WifWRpaO. 2E2 O 241 • 79 


From Page 14 


... Born in 

the predominance of Scotsmen in 
our early days. 

Robert Martin Strachan had 
hoped to be our first Scottish-born 
premier, but the tides of politics 
were always against him. 

I DOUBT NOW that we'll ever 
have a premier from the land of the 
thistle 

If James Dunsmuir had been 
born a year earlier, in 1850. instead 
of 1851, he'd have been a Scottish 
premier. 

As it turned out, he was born in 
Washington territory when his par¬ 
ents were on their way from Scot¬ 
land to Vancouver Island. 

These statistics are quite unim¬ 
portant in themselves, but 1 find 
Ihem extremely interesting bits and 
pieces of our history. 



The Dully 
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It has been quite 
some time since we 
had a contest to see 
who are the senior 
natives of Greater Vic¬ 
toria. 


We did (his ia our various cen 
(euaUl jean — 1MZ (Victoria 
city); IM (union of the crown 
colonies of Vancouver Island and 
British Columbia); 1K7 (the birth 
of Confederation of Canada); 1*71 
(union of British Columbia with 
Canada.) 


•I KNOW TWEE PEOPLE who 
were bora ia the Victoria area M 
yean ago and more. 

So. ia this current contest, 
everyone will have to be M yean of 
age or over — and. remember — 
bora ia Greater Victoria. 

There are likely doaens of people 
ia the Victoria of today who are 
more than M but who came from 
other places, not that we hold that 
against them. 

We must be parochial in this 
otherwise we could not handle the 
flood of names. • 


POSSIBLE we have some 
whs was bora 


We shall find out. 

Sorry, there cannot be any 
prizes, only honor and glory. 

While we are about K, let's have 
some other little contests having to 
do with our history. 

How many Victoria couples of 
today were married in this area in 
1911 or before? 

That's fi yean ago. 

There could be two or three such 
couples. Remember both partners 
must be still around. 

la the 1971 centennial we had a 
contest among the Registered Pio 
seers (al 75 yean or more) to see 
how many could come up with four 
grandparents who were married in 
British Columbia 


AMONG THE HUNDREDS who 
registered, there was only one — 
the late Ifn. Spencer Barnes of 
Vancouver. 

Her grandparents were Capt 
and Un. Henry Ella, married at 
Metchosin ia 1855. and Mr. and lbs. 
Samuel Nesbitt, married in Vic¬ 
toria ia 1883 at the home of Mr. and 
Mrs. W. P. Say ward on Collison 
Street. 

Mn. Ella was Martha Cheney, 
who arrived here ia 1851 in the brig 
Tory , with her uncle and aunt. Mr. 
and Mn. Thomas Blinkhorn. who 
settled BUston Farm at Metchosin 

Capt. Ella came here in 18S1 as 
first mate of the Norman Mori son. a 
Mayflower of British Columbia his¬ 
tory. 

Mn. Nesbitt was Jane Anne 
Sauden who arrived here la Sep¬ 
tember of 18(2 from Ireland in the 
famous brideship Tynemouth. The 
Colonist reporting that this vessel 
carried • attractive bundles of 
crinolines as wives for Victoria's 
lonely bacheion. 

Samuel Nesbitt came to Victoria 
ia 1858 ia the rickety vessel Com 
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Owen, born in Atlin: he has jusl left 
office after his five year term. 

. The othen came from Britain 
and eastern Canada; one. Hon 
James Dunsmuir. was bom in the 
United States. 

LONGEST IN OFFICE w as Hon 
George Pearkes. 1960-68; shortest 
term was that of Hon. E. G. Prior, 
who died at Government House 
after one year, 1919-28. 

Dunsmuir retired in 1909 after 
three and a half years, anxious to 
take up residence in his new man 
sion at Hatley Park. 

Hon. Charles A. Banks left in 
1950, after four years, to pay more 
attention to his vast mining inter 
ests. 

Two lieutenant governors had 
also been premiers — Dunsmuir 

and Prior. 

Only two of our lieutenant-gover 
■tors have had titles — Sir Henri 
Joly de Lotblniere. 1900-06 and Sir 
Frank Barnard. 1914-18. 

Barnard's wife, though born in 
Victoria, was of German exlrac 
tion. 

AFTER THE LUSITANIA sink 
ing in 1915 some super-patriots of 
Victoria, fresh from storming the 
Kaiserhof Hotel in downtown Vic 
toria, shook their fists at Govern 
ment House, convincing themselves 
that the chatelaine there was likely 
a German spy. Mass hysteria 
reigned. 

Prime Minister Sir Robert Bor 
den then recommended to King 
George V that Barnard be given a 
title to show the British Crown had 
every confidence in him and his 
wife. 

There was frequent talk that 
Dunsmuir could have had a title but 
that he turned It down. 

He went as premier, in 1902. to 
the coronation of King Edward VII 
and Queen Alexandra and his sec re 
lary, R. E. Gosnell. reported that he 
was bored with all the Royal fol-de 
rol and couldn't wait to get home to 
Victoria. 

THERE ARE THREE living ex 
lieutenant governors of British Co 
luinbia — Hon. George Pearkes. 
Hon. John Nicholson and lion 
Walter Owen. 

There are seven living ex-chale- 
laines of Government House — Mrs 
Julian I. Piggot of London and Mrs 
J. H. McElney of Victoria (nieces of 
Hon. R. Randolph Bruce. 1926 311. 
Mrs. E. W Hamber, 1938-41. who 
entertained King George VI and 
Queen Elizabeth and Ihe President 
of the United States and Mrs 
Franklin Roosevelt; Mrs. Frank 
Mackenzie Ross, hostess to the 
Queen and Princess Margaret; 
Mrs. John Nicholson. 1968-73, also 
hostess to the Queen, and Mrs 
Walter Owen. 

OF OUR 26 PREMIERS to date 
five were born in British Columbia 
— Richard McBride, 1903-15, native 
of New Westminster; Simon Eraser 
Tolmie, 1928-33. bom in Saanich. 
Byron Johnson. 1917-52. born in Vic 
toria; David Barrett. 1972-75. born 
in Vancouver; William Richard 
Bennett, 1975-, native of Kelowna. 

We have had premiers born in 
England and Ireland, but. curious 
ly. never one from Scotland, despite 
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THIS HITHERTO UNPUBLISHED PICTURE OF CRAIGDARROCH was left 
at the Castle by a citizen who did not identify himself. The Castle Preservation 
Society thanks him. It was taken after Mrs. Robert Dunsmuir's day. for there 
are fire escapes. The maia west entrance is covered with ivy. The picture 
shows one of the garden staircases. There were four. Some unimaginative soul, 
years ago, ripped them up and used the granite steps as curbing for the parking 
of cars, thereby ruining much of the atmosphere. One guesses this picture was 
taken about 1928 


Is There Someone In Victoria 
Born Here 100 Years Ago? 


modore. He. also from Ireland, had 
been at the California gold rush. 

FOR THIS NEW CONTEST - 
four grandparents married in Brit 
Isb Columbia, only people 75 years 
or more are eligible otherwise there 
could be another flood which we 
could not handle 

How many of you had four 
grandparents married in British 
Columbia? 

Now — watch your dates — and 
the rules — and let me know by 
writing out the details and MAIL¬ 
ING TO P.O. BOX 147, VICTORIA. 
We'll see what we can cook up. 

In this way history is made to 
come alive and preserved for the 
uses of posterity. 

IF YOU KNOW PEOPLE who 
now live away from Victoria but 


can be included in these categories, 
please mention them as well. 

These contests will close Ihrce 
weeks after this dale of publication 

* * * 

WE NOW HAVE a third native 
British Columbian as this prov¬ 
ince's lieutenant governor — Hon 
Henry Pybus Bell irving, a noted 
family name In the history of Van- 
couver. 

In all we have had 23 lieulenanl- 
govemors since the Crown Colony 
of British Columbia became a prov 
ince of Canada in 1871. 

First B.C. native lo occupy the 
ceremonial position was Hon 
Clarence Wallace, native of Van 
couver. at Government House from 
1958 to 1955. 

The second was Hon. Walter 


By James K. Nesbitt 








By Bruce Obee 


Getting into the swim of 
things with the fish and wild¬ 
life branch is undoubtedly the 
most efficient method of 
checking out the hot spots. 

•it’s easy,” says Rick Axford, a branch 
technician in Duncan, "just put on your wet suit, 
step Into the current, and drift away." 

AXFORD HAS SWUM the Cowichan River 
numerous times, counting various species of 
trout, assessing stocks, holding areas and 
growth of fish. 

“Why don't you come along next time we 
swim the Cowichan?" Axford asked. 

“Well, uh, yeah. That'd be great,” I replied, 
having horrific visions of myself floundering 
through rapids, getting sucked under a log jam 
and being washed up on a beach In Saanich Inlet 
a month later. 

“Fine then,” said Axford. ‘Til let you know 
when we schedule the next swim." 

A COUPLE OF MONTHS later I was on the 
bank of the upper Cowichan in pouring rain, 
pulling on my wet suit, trying to convince Axford 
it was raining too hard to go for a swim 

“What difference does that make?" 

He had a point. 



(.ARY HORNCASTLE (LEFT), RICK AXFpRD, AND SHAWN HAY prepare for a dip in the chilly water. 

of Cowichan River. 






Cowichan Swim Surve y 

Bruce Can Count Them 
But Can He Catch Them? 






My suggestion that we simply float about SO 
metres to the local watering hole was overruled 
by Axford who said wet suits would probably be 
(row ned upon as improper attire In the taproom 

I stepped reluctantly into waist deep water 
It was eight degrees. I pretended I wasn't cold 

“Now you take this side and I’ll swim the 
other," said Axford. “Just count all the fish you 
see. Don’t worry about drowning. You'll float 
like a cork over the rapids." 

“What rapids? What happens when . ..” Too 
late. My friend's face was in the water and he 
was well into the current before I could issue a 
final plea for mercy. 

I WAS NUMB from the waist down, Axford 
was becoming increasingly smaller in the dis¬ 
tance, and It appeared my only choice was to 
become numb from the waist up. 

We had begun our swim immediately below 
the weir where Cowichan Lake drains into the 
river. We had to pass through the village of Lake 
Cowichan at the outset. 

At first I didn't see any fish near the village 
but this is what I did see: a near-complete set of 
broken dishes, two belly-up dungeness crabs, a 
(l-gallon oil drum, a supermarket shopping cart, 
four automobile tires, seven oil cans, two gum- 
boots (the type which lace up the front), a 
headless, partially-clothed plastic doll, a rusty 
gang troll, nine beer bottles and assorted 
mickys, six golf balls, two frisbies, and a water¬ 
logged mandarin orange crate. 

I had nearly caught up with my companion 
when I ran Into my first group of fish, a few 
metres above the main bridge in the village 
There were 11 rainbow trout averaging two 
pounds with the largest about four pounds. 

"Axford, over here, Axford." 

PLODDING ALONG the surface with his 
face down, oblivious to the traffic overhead. 
Axford seemed mildly disturbed at being dis 
turbed. 

“What's going on?" he mumbled. 

“Did you see all those fish?” 

“Yeah. How many have you counted?" 

"Eleven,” I told him, half expecting him to 
respond with astonishment." got 24 so far. You 
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don't need to bother telling me every time you 
see some fish. Just keep counting." 

So I just kept counting. Three kilometres, 
one and a half hours, eight degrees. 

Twelve, 13, 14 ... 

THE FIRST KILOMETRE was fairly slow 
water with a huge pool below the bridge where 
the current isn't even noticeable. 

How much further?” I asked. 

“About a mile, but the water flows a lot 
faster at the end of this pool. It won't take a hell 

of a lot longer.” 

Great, I thought, now I have two choices — 
freeze to death or drown. With luck I'll die of 
fright, quick and painless. 

We spread to opposite sides of the river as 
we neared the end of the pool and the water 
began to flow faster. I thought I was beginning to 
gain confidence but at the tail of this enormous, 
slow pool the river narrowed and the current 
quickened. 

I COULD SEE rapids fewer than 90 metres 
downstream and grabbed a sweeper to steady 
myself and survey the situation. I expected 
Axford to stop and look over the rapids before 
continuing. I planned to solicit his advice and 
discuss the liklihood of resurfacing on the down 
stream side of the rapids. 

Axford, however, didn't stop and look oxer 
the rapids. In fact he didn't even lift his face 
mask from the water. He simply hit the water 
with an extra shot of oomph in his right sneaker 
and vanished Into the rapids like an oak leaf in a 
storm drain. 

So I let go of the sweeper. 

I floated like a cork over boulders, sunken 
logs, rainbow, cutthroat, brown and steelhead 
trout. 

Thirty-eight, 39, 40 ... 

We continued through the fast water, over a 
few sets of rapids, to a slow-moving pool where 
my friend finally lifted his head and nodded 
toward a sandbar. 

Apparently this was the end of our swim. 
Axford, snorkel in mouth, uttered something 
incomprehensible, pointed himself toward the 
sandbar and switched his sneakers into high 
gear. 

“WHAT DID YOU SEE?” he asked. 


“One hundred and forty-one, mostly rain 
bows," 1 replied. “I can't tell the different 
species too well when we're moving that fast, but 
I did see four steelhead." 

"1 saw 190,” he said, “four steelhead. eight 
browns and a tew cutthroat mixed in with the 
rainbows. You cold?” 

"I'm glad we're not swimming any further 

“This water’s cold tor this time of year 
I-et"s go to my place and have a hot rum. or 
two." 

While we swam the top three kilometres of 
the Cowichan River, two other fish and wildlife 
swimmers — Gary Horncastle of Port Alberni 
and Shawn Hay of Qualicum — covered five 
kilometres below us. 

WE LEARNED THIS: a total of «4 steel 
head. 20 brown trout. 34 cutthroat, and 791* 
rainbows were counted by the two teams: 

—visibility was between three and four 
metres and water flow was more than 30 cubic 
metres per second; 

—fish ranged between 34 and 40 centimetres 
with the average size being 35 cm and some 
reaching 45 cm or two pounds. Big fish were 
three to four pounds. 

Axford's report on the swim survey says the 
counts are conservative due to the relatively 
poor visibility and the fast water flow. Good 
visibility, he says, is five to six metres with a 
water flow of fewer than IS cubic metres per 
- second. 

When we conducted the swim the upper part 
of the river was closed to anglers. Two days later 
that section was open to fly fishermen and 
Axford canvassed anglers between the weir and 
Skutz Falls, a distance of about 11 kilometres. 

MY FRIEND BRUCE SMITH, a reputable 
fly fisherman from Central Saanich, and I were 
launching our rubber raft about three kilometres 
from the weir when Axford drifted by. 

He'd been fishing more than an hour and 
hadn't had a nibble. 

1 called him the following day and he'd got 
lucky further downstream. He also said he'd 
seen 88 anglers and polled 44. The fly fishermen 
had caught 51 trout, mostly rainbows, making an 
average of 1.16 fish per angler. 

But further upstream my reputable fly fish¬ 
ing friend and I got skunked. 













